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No.  1 

aBNBBAL   SUMIIART. 

Very  cold  weather,  with  much  leas  than  the  normal  precipi- 
tation, prevailed  during  most  of  the  month.  There  were  only 
a  few  days  with  temperatures  above  normal,  or  when  weather 
conditions  were  favorable  for  stripping  and  marketing  tobacco. 
At  other  times  this  work  was  made  dillicult  and  was  considerably 
delayed  by  the  relative  dryness  and  extreme  cold.  Snow  cover 
that  lingered  from  the  preceding  month  furnished  sufficient 
protection  for  winter  grains  through  the  severe  weather  of  the 
lirst  week.  Most  of  this  snow  disappeared  with  the  rising  temp- 
erature of  the  second  decade.  The  rain  that  followed  the  melt- 
ing of  the  snow  saturated  the  top  soil  and  produced  some  run-off 
that  tilled  small  streams.  Freezes  that  occurred  while  the  upper 
soil  layers  were  very  wet  and  fields  were  bare  caused  some  lift- 
ing, but  this  freezing  and  thawing  lasted  only  a  few  days  and 
brought  no  important  injury  to  grains.  After  the  17th  light  to 
moderate  snow  cover  was  available  in  central  and  western 
districts  and  heavy  snow  in  the  southeastern  counties.  This 
protection  was  highly  favorable  to  winter  grains  because  it  per- 
sisted throughout  the  period  of  sub-zero  weather  in  the  last  half 
of  the  month. 

Before  the  rain  near  the  middle  of  the  month  water  8upplie=( 
for  livestock  remained  scanty  and  freezing  increased  the  incon- 
venience in  providing  for  animals.  After  the  mid-month  thaw 
water  was  more  plentiful,  but  freezing  of  shallow  ponds  and 
pools  continued  to  reduce  available  water  supplies  in  the  uplands. 
There  was  some  loss  of  young  livestock,  due  to  the  severe  cold. 
Milk  and  egg  production  were  adversely  affected.  Snow  that 
hardened  into  ice  on  the  hill  roads  caused  traffic  hazards  that 
lasted  for  an  unusual  length  of  time.  The  slippery  condition 
of  country  roads,  especially  in  the  coldest  periods,  was  partly 
responsible  for  reduced  deliveries  of  tobacco  to  local  markets. 


TEMPERATXTRE. 

The  mean  temperature  for  the  month  was  only  about  0.5° 
higher  than  the  record  low  temperature  for  January,  1918. 
Except  for  one  short  interval,  ll-14th,  temperatures  were  con- 
tinuously below  normal.  Daily  deficiencies  in  the  periods  1st- 
9th  and  17th-31st  ranged  from  10°  to  35°.  Zero  temperatures 
or  somewhat  lower  occurred  generally  in  three  periods,  viz., 
5-fith,  18-19th,  and  25-27th.  At  most  central  and  eastern 
stations  the  coldest  day  was  the  19th,  with  minima  of  —10°  to 
-  20°.  At  some  western  and  southern  stations  the  lowest 
temperature  occurred  on  the  26th,  with  readings  of  —6°  to 
-17°.  Extremes  for  the  State  were  61°  on  the  14th  at  Will- 
iamsburg and  —20°  on  the  19th  at  Shelbyville. 


PRECIPITATION. 

Precipitation  averaged  considerably  less  than  half  the  normal 
amount.  In  the  western  counties  it  ranged  between  2.0  and 
3.5  inches.  In  the  central  and  eastern  divisions  only  a  few 
stations  reported  as  much  as  2. 0  inches.     In  most  of  that  section 

it  ranged  between  1.3  and  1.7  inches.  A  few  extreme  northern  localities  received  less 
than  1.0  inch.  For  the  State  amounts  varied  between  0.58  inch  at  Carrollton  and  3.44 
inches  at  Mayfield-  Light  to  moderate  rain  occurred  in  the  period  ll-14th  in  central 
and  eastern  districts,  and  moderate  to  heavy  rain  in  the  western  counties.  Most  of  the 
.rain  fell  on  the  14th.  All  other  precipitation  occurred  as  snow.  Light  snow  fell  on  the 
1st.  4th,  7-.sth,  lOth,  18th,  2Bd,  and  29-30th.  The  total  snowfall  ranged  from  6.0  inches  in 
the  south-central  counties  to  17.0  inches  in  the  central  bhiegrass  region.    JlunthU 


iimounts  of  hdow  as  great  a8  10  Inches  wore   reported   from   all   except  the   itoiith- 
central  part  of  the  State.    Thunder  was  heard  ut  some  woRttira  KtatioDx  on  the  lath. 


Ittatlon 


MISOELLANEOUS. 

yiVivTH.— Stages  becami^  very  low  toward  tin-  curl  of  the  month, 
on  the  Ohio  River  between  ('Inclnnatl  and  Loui.sville  was  cloBcd  by  ice  on  .January 
6th.  Thawing  and  rain  in  the  period  Il-14th  broke  up  thiH  ice  coiidlilon  and  per- 
mitted resumption  of  tralllc  on  the  I6th.  It  waH  dosed  again  by  frei^zlng  on  the 
19th,  and  the  river  remained  frozen  over  nearly  everywhere  as  far  down  as  r'a<liicah 
until  the  end  of  the  month. 

Errata. -December,  l!t39.  i>age46:  Oreensburg,  lowest  temperature  should  \»:  U 
on  the  22d.     Annville,  greatest  24-hour  amount  should  be  0.»8. 

PRESSURE,  WIND,  EUDIIBITir  AND  SUNSHINE. 


Cairo Ill 

Cincinnati  Ohio 

Evansville Ind 

Louisville   Ky 


Atmospheric   pressure 

Wind. 

Relative 

(reduced  to  sea-level.) 

humidity 

i 

1 

1 

1 

1 

^1l 

h 

i 

i 

B 

80.23 

30.62 

25 

29.28 

14 

A. 

sw. 

14 

82 

69 

68 

30.17 

30.55 

9 

29.25 

14 

8. Hi  88 

sw. 

a 

80 

68 

71 

30.21 

30.58 

•>.h 

29.21 

14 

9  C    35 

14 

85 

72 

72 

30.18 

30.53 

9 

29.26 

14 

9.2   46 

8W. 

14 

88 

70 

74 

■3 

.11 


COMPARATIVE  DATA  FOR  JANUART. 


Temperature. 


Precipitation 


1926. 
1927. 
1928. 
1929. 
1930. 


1934.... 

1935.... 

1936.... 

1937.... 

1^38.... 

1939... 

1940  . 

Period 


38.0 
44.0 
37.0 
29.0 
26.0 


40.4 
34.4 
37.2 
36.7 
33.7 
34.8 
32.3 


29.4 
43.  6 
35.9 
40  4 
21.1 


2.72 
2.08 
2.91 
5.71 
1.25 
3.25 
8.76 
6.23 
2.80 
1.85 
5.14 
2.50 
3.17 


8.02 
2.20 
3.47 
4. 41 
2.88 
3.09 
11.41 
2.31 
6.03 
7.27 


3.06 
2.25 
6.11 
5.05 
2.60 
4.01 
6.33 
2.47 
4.54 


1.85 
5.28 
2.99 
IS.  77 
3.56 
5.56 
1.67 


Number  of  days 


lyear  averages. 
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Climatologrical  Data  for  January,   1940. 

Counties. 

1 
1 

1 

3 

Temperature,  in  degrees  Fahr 

Precipitation  in 

inches 

Number  of  days 

■3  c 

at 

1= 

stations. 

c 

2^ 
S2 

5 

% 
3 

2 

0 

1 

a 

3  0 

p 

i| 

1 

0 

0 

1 

Oh 

1 
0 

Observers. 

Wettem  DiviHon. 
Beaver  Dam 

441 
437 

420 
356 
431 
519 
640 
3»2 
524 
479 
364 
412 
420 
404 
341 
529 
384 
590 
357 

S52 

700 
500 
410 
705 
480 
489 
955 
770 

2S 
36 
46 

20.0 
20.2 
21.2 

-15.6 
-16.9 
-14.0 

54 
53 

52 

14 

14 
15 

-17 
—12 
-10 

26 
19 
19t 

42 
40 
33 

1.74 
2.26 
2.60 

-2.53 

-2.70 
-2.44 
-3. 21 

-2:99 

-1.'37 
-3.36 

-1.72 
-2.55 
-2.41 
-3.28 
-2.23 

-2 '42 

0.85 
1.33 
1.33 
1.71 
1.58 
0.70 
0,72 
1.25 
0.68 
1.37 

1.63 
1.14 
1.14 
1.66 

1.77 
1  18 

7.8 
10.0 
9.8 
7.5 
7.5 
6.5 
13.0 
15.5 
6.8 
8.U 
9.5 
5.0 
7.0 
11.7 
7.6 
11.5 
10.6 

10 
10 
6 
10 
10 
10 

10 
6 

9 
6 
7 
13 
•1 
13 

12 

15 

4 

4 

18 
15 
12 

w. 
nw. 

Eldred  G.  Young. 

K.  C.  Bennett. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

W'f'ilo'rrfl*''' 

Fords  Ferry.  DaJra  SO  ■. , 

Hopkins • 

Crittenden '.. 

Marshall    ■'• 

Muhlenourg 

2. 75 
1.58 
1.65 
2.28 
1.96 
2.44 
3.44 
2.98 
1.86 
2.04 
2.74 
2.65 
2.22 

14 

18 

12 
7 
10 

"V2 
8 

'2 

lb 

6 
8 

10 
10 
2 

7 

is' 

13 

7 
11 
9 

19 

12' 
12 

w. 

n. 
nw. 

23 

19.2 

-17.8 

47 

13 

-16 

25 

34 

Hartford  (near; 

Henderson 

3I 

^^ 
12 
20 
33 
23 
27 
12 

12 

40 
44 
23 
49 
41 
14 
16 
16 

19.0 
20.6 
20.2 
22.2 
22.  0 
16.6 

'22.1 

20.5 

-i7;3 

—14.2 
-15.1 
-16.2 
-18.6 

-ii.'s 

-14.6 

52 
65 
S4 
56 
54 
50 

"46" 
52 

14 

13 
14 
14 
14 
14 

16' 
14 

-  16 
-17 
-14 

-  9 

-  8 

-11 

19 

2fi 

26 
19 
19 

"ly" 
19 

38 
43 

30 
34 
38 

"i' 

Ballard 

Blaine  Malone. 
Mrs.  Joe  Payne. 
Put  W     Weiir 

Calloway -.- 

Daviess 

Daviess 

McCracken   

Henry  S.  Berry. 
Lockmaster. 

Owensboro.  I>im46..- 

S.  J.  Lowry. 
Lockmaster. 
Wm.  Shelton. 
Lockmaster. 

Lockmaster. 
C    E    Barret 

Rnrasey.  Lock  2  t 

Russellville 

McLean 

Uniontown.  Dam  49. . . 
Centred  Divimn. 

2.07 

1.48 
1.46 
2.30 
1.65 
2.86 
0.58 
1.43 
1.56 
1.23 
1,76 
2.10 
1..56 
0.96 
1.39 
1.37 
1.29 

l'.85 
1.70 
1.38 
2.82 
2.31 
1.82 
1.63 
1.5R 
1.54 
1.83 
1.23 
1.45 

2.10 
1.30 
1  99 

-2.95 

-4.20 
-2.71 
-2.92 

-2 '45 
-3. 14 

-1.85 
-2.12 
-3.03 

-2!43 
-2.69 
—3.0s 
-2.92 
-1.72 
-3.97 
-3.26 
-2.66 

-2.'93 
-2.17 
-1.87 
-2.69 
-2.39 
-2.44 

-4 '01 
-3.03 
-2.57 
-3.25 

l.,30 

0.77 
0.90 
0.90 
0.98 
0.87 
0.24 
0.52 
0.67 
0.35 
0.41 
0.72 
0.58 
0.57 
0.61 
0.65 
0.41 
0.38 
0.89 
0.75 
0.36 
0.84 
0.56 
0.40 
0.62 
0.71 

1% 
0..50 
0.75 
0.69 
0.64 
0.29 
0.78 
0.72 
0.38 

5.0 

8.5 
8.6 
6.0 
6.8 
6.6 
3.4 
10.0 
8.7 
6.5 
6.5 

'  '9.'o' ' 
2.9 
7.0 

'"i.i  ' 
9.8 

8.9 
9  9 

'u.'o' 
17.8 
11.5 
10.5 

8.2 

9.3 

6.2 

7.0 

3.3 
11.3 
11, 1 
10  3 
10,3 

5.3 

6,5 

9.4 

7.0 

6  3 

6  2 

10.3 
4.0 
11.5 
15.1 

Breckinridge   ■■-■ 
.Jefferson 

13 
6 
9 

10 

I 
'I 

I 
12 

8 
10 
11 
10 
11 
11 
11 

8 
16 
14 

9 

9 
13 
14 
13 

10 
10 
11 
12 
11 
U 
14 
10 
U 
12 
10 

11 
12 

12 

18.2 
24.9 

-15.3 
-12.6 

52 
50 

14 
13t 

-15 
-   9 

19 
19 

38 
39 

15 
13 

2 

7 

14 
11 

^■.. 

Bowling  Green 

ijrownsville.Lock  6t.. 
Burnside 

Mrs.  Lillie  G.  Causey. 
Lockmaster. 
Sarah  E    Lewis. 

Edmonson 

Pulaski   

Carrollton.Lockl 

Cold  Sprinf<,:Diim36... 

Carroll ::..::..::. 

Lockmaster. 
Lockmaster. 
R.  P.  Coldiron. 
Kentucky  Utilities  Co. 
.7oe  Norfleet. 

Campbell   

'2i'.4 
22.2 

-i5'.4 

"52' 
53 

14' 
14 

-14" 
-12 

"19" 
19 

"33" 
32 

11 

7 
11 

12' 

■5 

10 
15 

13 

6 
6 

'4 
3 

11 

'2 

"3 

12 

'"& 

18 
14 

'20' 
17 

24 

18 
4 

12' 

nw. 
sw. 

sw. 
sw. 

Dix  Dam,  Burgin 

KadsviUe 

\Vayne 

Pulaski 

1177 
504 
490 
760 
506 
.581 
544 
646 
850 

1032 
635 
989 
560 
485 
459 
5.58 
800 
910 
600 
777 
520 
825 
500 
607 

1400 
489 
524 
943 
50) 

45 
44 
30 
13 
15 
47 
38 
42 

22.7 
20.0 

-13.0 
-16.3 

60 
53 

14 
14 

-15 
-15 

19 
19 

36 

Frankfort,  Lock  4 

Barren 

=  22.2 

-17.9 

5J 

14 

-19" 

26 

40'' 

Grant,  Dam  38  ._. 

Qreensburg...... ...;... 

High  Bridge,  Lock?.. 
Irvington  ., 

Green  

.Jessamine 

•  Brr>nkiiiridge   

Okiham 

20.6 

-14.9 

52 

13t 

-13 

19t 

40 

Mrs.  Bettie  K.  H.  Alcorn. 

21.4 

—14.8 

52 

14 

-14 

19 

37 

L.  0,  Stiles. 

■J.    C    Ogg. 

Kentucky  Utilities  Co. 
H.  H.  Willis. 

(Jarrard 

14 
44 
56 
80 
30 
67 
2 
5 

Leitchfleld 

'iraypon 

Fayette 

■l-.s:unine   

Henry 

li 

-15.3 
-13.3 

45 
52 

18t 
14 

-14 
-12 

19 
19 

33 
31 

ii' 

14 
7 

1.3' 

15 
11 

'16 
11 

12 
7 
13 

8 
0 

"7' 

"0 

9 

'10' 

3 
4 
2 

Lockport,  Leek  2  

'ib'-'i 

19.2 
18.0 

-ii.o 

12 

17 
13 

11 

16 
11 

10 

16 
20 
16 

sw. 

sw. 

e. 

w. 

Lockmaster. 

54 
52 
54 

14 
14 
14 

-13 
-14 
-14 

19 

19 
19t 

25 
35 
39 

Do.  Bowman  Field.. 
Mammoth  Cave 

Edmonson 

Ivan  J.  Ellsworth. 

44 

25 
47 
3 
2 
4 
34 
22 
37 
23 

9 
23 

37 
30 

17.3 

-17.0 

41 

Jit 

-17 

26 

37 

ShelbyviUe. 

Shephprdsville    ...... 

.'^Iielby 

Bullitt 

17.7 

2r.6 

24.0 
19.4 

-16.2 
-{5  A 

61 

■■52" 
53 
63 

14 

"l3t 
13 
14 

-20 

-ii" 

-10 

-15 

19 

"19' 
19 
19 

34 

3i 
36 

WillaS.Ratta, 
C  W.  Guernsey. 
Airwav  Station. 

Warren 

1.J3| 

l.!7| 

1  84|     2  87 

McCreary 

Airway  Station. 

._tearn,8 

Thad.  Cheatham,  Sr. 

Tyrone,  Lock  51    

Anderson......... 

l.B6:-2.  4S   6  74 

Lockmaster. 

19.9 

50 

14 

-15 

19 

35 

Mi'^s  Nettie  B.   Simpson. 

Woodbury,  Lock  4  t  . . 
Enstem  Division. 

0  59 

0.38 
0.28 
0.62 
0.30 

21.0 
23.5 
22.  4 

:S^ 

54 

56 
53 

14 
13t 

-18 
-  7 
-13 

19 
19 
19 

41 
34 
31 

1.25 
1.07 
1.44 
1.82 

-2. 99 
-3.41 
-2.66 

Ashland                   

Boyd 

Madison 

534 
1070 
611 

Lockmaster. 

Luther  M.  Ambrose. 

Harlan    

Olon  Cook. 

Harrison 

684  I  22 
600  1  51 
668  1  33 
870  i   15 
693  1  24 
5s9  1  in 

1.58 
1.53 
1.19 
1.56 
1.4(1 
0.91 
1.11 
0.96 
1.40 
1.6- 
1  27 

-3  60 
-2.43 
-3.15 

-2.87 
-2.87 

-2.' 42 
-  1.2fi 
-2.86 

■i '  i  R 

0.61 
066 
0.39 
0.44 

0.40 

0.37 
0.  17 
0.43 
0.45 

5-1 

n  70 
0  on 

0  83 
0.43 
021 
0.28 

0,33 
0,40 
0.26 
0,35 

0/20 
0.31 

87 
0.0 
9.5 

'"7'5  ' 
11.0 

10  2 

9  7 

11  2 
12.0 

"8'7" 
11   2 
11.6 

■•7:5- 

5-0 
10, 7 

8:2 

8,4 

10.8 

_8Ji_ 

7 
10 
8 

1? 
6 
12 
13 
12 

6 
13 
9 
5 
3 
9 
U 
14 

"4 
10 

•  10 
12 
12 
12 
9 
16 
10 

'  8 

ii' 

12 

E. 

S.  M  Hill. 

Pendleton 

Kowan 

FlcMriinii 

curk :: 

Carter   

'20.1 

-15.5 

42 

8t 

-12 

19 

44 

Lucille  C-  Stamper. 

Flpmingsbnrg   

Ford.  Lock  101 

C.  A.  Glascock 

Mrs-  Ruby  A.  Burton. 

Oreemip,  Dam  30 

540 
869 
663 
776 

1566 
584 
524 

1128 
930 
8(10 
497 

f^ 
1035. 
7.32 
631 
9^26 
571 
525 
939 
616 
964 

20 
16 
5 
16 
14 
37 
42 
41 
47 
3 
18 
6 
4 
8 
It 
21 
43 
27 
23 
43 
JO 

'23.1 

208 
«2i.  4 

19. .S 

-i2'9 
-15.0 
-14.  2 

■■55" 

■58' 
55" 
52 

..... 

13 

14 

-10' 

-16" 
-10' 
-13 

"19" 

"ig" 

19 

■■46" 

38 

Perry 

H.  A.  Baily. 

Heidelberg,  Lock  14  . . . 

10 

2 

19 

sw 

Breathitt 

.las  T    Goff. 

.Jenkins 

Louisa 

.Maysville,  Dam  S3  .... 

Middlesboro 

Mount  Sterling 

Letcher 

R.J    Howard. 

Lawrence 

Mason 

Bell 

^fontgomery 

1. 471-2. :i5 
1.5:)   -  2. ^7 
2.09  -2.53 
1.45  -3. -12 

n.i.9-2^49 
1  41)! 

"7 

'i(i 

'13 

17 

sw. 
w. 

Zeb  Heston. 
Lockmaster. 
Matthew  Woodson 
W.  R    McKee. 

Cumpboll          

14 

14' 

-'5"' 

-13' 

"19" 

19 

3)' 

48 

Lockmaster. 

Joljuson 

A.  L.  Donta. 

Pikeville 

PippapiisB 

quicksand 

Pike 

Knott 

27.2 
23.0 

-\i'.i 

59 
■■47"' 

"VAI 
1.21 

l.no 

l.,32 
1.37 
1.58 
1.72 

1.67 

-2  60 

-2^44 
-2.37 
-3.41 

-2.R( 
-2.03 

-2.82 

■9 
12 
11 

13 

"9 
"j 

9 

'io' 
ii 

sw. 

Cauev  Run  Com.  Cen. 

Breat!iltt .   . 

K.    W.  Jones. 

Eftill   .... 

Lockmaster. 

22.0 

-13. 3 

50 

13t 

-15 

19 

2S 

1.  W.  Crooke. 

VallHy  View. Lock  9... 
Vanoebnrg,D!im32... 
Williamshnrg       ..     . 

Madison 

Lewis 

Whitley 

L-p   

C]ark             

Lockmaster. 

Lockmaster. 

24.0 

26 '5 
21.1 

-14.6 
-14!  7 

61 

"'52' 
61 

14 

14' 

14 

-10 

-14" 
-20 

26t 

i?)' 

19 

32 

"29' 
48 

Wadely  West, 

Willow.  Lock  13 

Lockmaster. 
Airway  Station. 

8tat«*  averaees  and  ox 

ire  taken  from  self-registering  thermometers.  *  t  a  ^  t 

orrnal  temperature  and  precipitation  are  computed  only  for  such  .stations  as  have  ten  or  more  years  of  recorn   run  s 
111  or  division  means.  JRurasey,  Brownsville  and  Woodbury  are  Locks  on  the  GrBcn  River;  other  Locks 

'.  i>,  ',  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  b  represents  two  days.  etc. 
(cs.    +t  Ri>cpive<l  too  late  to  bo  included  in  means  and  summaries.         T    Precipitation  is  less  than  0.01  inch  rain  or  - 
vlJ.  S.  Engineers. 


ANUAIJY,     I 'MO 


CMMATOIXKJIUAI.   DATA.    KKNTUCKY   HKCTION 


Duily  Precipitation  for  Jiimiiiry,   1840. 
liiiy  ol  niniiUi 


I    I 


;,.( I 


1      a      8      4      6      « 


Western  Dintion 

teiiver  Dam 

.'Hllioun 

<ttrltuicton    

?"onls  KorTT  Dam  50' 

.iilbortsviUe* 

.imMivllls 

llaitfonl  •••• 

Uoudorson 

Ilopkiusvine 

LovelacevlUe 

Wnytlold 

Murray    

bwt'uaboro,  i)iim  46  ' 

I'rtdiu'rtli* 

Princeton.       ■■■■■■■■i 

Huuisey,  Lock  No.  2  ' 

RmsscIUIIIo  ' ■ 

Uuioutown.  Dam  49« 

Centrnl  Dii'ifion 

Addisou.  Danne' 

Anchorage 

Bowling  Green 

BowliiiK  Green  No-  2*  •  ■  •  •  •  • 
liio\vu8Ville,LocivNo.  6'... 

Burnside^   • 

CiuToUtou    Lock  No.  1^ 

C^'ld  Spring,  Dam  36' 

Danville* 

Pix  Dam,  Burgm 

Kadsvllle' •■•• 


(,niiil,  Diim  83' 

High" Bridge!  Lock' No.  7"-. 

Irvingtoii   

LaGrange  ■ 

Lancaster' 

Leitchfield  ' 

Lexington  t  —  v  •  ,•  Vt'  ' ' 
Little  HicUraan,  Lock  No. 
Lockport,  Lock  No .  2  ' . . . 

LouisviLl.E^t ■••••■ 

Do.  Bowman  Field.... 

Mammoth  Cave^ ■  •  ■ 

Monticello  = 

Munfordville  ' 

St.  John   •„ 

Salviga,LockNo6't 

ShMbyville     

Sheplierdsville..  — 

suutirs  lirove 

Taylors  vjlle-  ■■ •■ 

Tyrone,  Lock  No.  5  't ....  ■ 

SVilliamstovvn • 

.Voodbnry,  Lock  No.  4'.  ■ . 

Easta-n  DMsio 


Berea   •  • . 

College  Hill,  Lock  No. 
Cumberland  •••.  .   ..  ■• 

Cyuthiaiia- 

Falmoutli*   •■• 

Farmers  " • 

FlemlnKsbnrg  ^ 

Ford, Lock  No.  10 't.. 

Grayson  =. ■•i--- 

Greenup, Dam    30" 

Hazard' 

Heidelberg.  Lock  No. 
.lackson  ' 

Jenkins'   

Louisa' • ■ .  • . 

MaysviUe.  Dam  33-... 

Middlesboro      — ... 

Mount  Sterling 

Oneida't  ...■•■•,••... 

Oueoiita  Dam  35  ' 

Paintsville   -. 

Pikeville 

Pippapass  •  • .  ■ 

Q,aicksand' 

Kavenua,  Lock  No,  li 

Richmond  _ 

Valley  View.  Lock  Nf 

VancehurR.llam  No. 

Williamsburg- . .  •■    ^ 

Willow. Lock  No.  13-. 

Winchester 


!tV 


8       9     10     11     12     18     14     15     16     17 


391  80     81 


.03    .01     .13    .15 


2.26 
2.60' 

[;«§■ 

1.^6' 
!».44 
3.44 
2.9H 
i:86 
2.04 
2.74 
2.66 
2.22 


1.48 
1,4B 
2.30 
1.77 
1.65 
2.86 
0.58' 
1.43 
1.66 
1.23 
1.7.5 
2.1,0 
1.55 
0.96 
1,39 

\'.2^ 


170 
1.38 
2.82 
2.31 
1.82 
1.63 
1.66 
1.64 
1.83 
1.23 
1.45 
1.73 
2.10 
1.30 
1.99 
1.43 
1  17 
1  84 
1.96 


0-99 
1.40 
1.18 


T 

T. 

.1-5 
.23 
.26, 
.14    .01 


'Firsr-orderwArthnr 'Anr.'a     Ptai.on  ;'  i..M'ii.,ialion  is  ior  th^  2-l-h..ur  phh,^,.  ; .  , 
amoniil  then  rpenrdPd  is  for  tiie  vnfiv.lin.T  J4  liour.^.  ,.1  recilita.ion 

T    Trace   or  precipitation  less  than  0.01  inch.  tPost  oibce  addri'ssHs  ,is 

lock  in    Kf.d  H'Vn^e    Kv  •  Oneonta.  California.  Ky.  River   drainage 

Kentucky  iS'  Palf  (G>  Green;  (C)  Cumberland;     Ti  Tenneswe;  (OiOhio 


.ri..i.,"    iR'ar  "-niisef    and  nrecipitation  recorded  is  for  24  hour?  ending  at  time  of  observation. 
lidpi.'ht  to  niidnlffht  unless  otherwise  indicated.        'Precipitation  measured  m  the  n.ornnig: 
nie-a<urrd  with  recording  gage.         ^      *I;'f''V*^''^l" '''■n''"''\'"''^'V^'i^r'''-^u.v[nb,'ivi'l'<.  iw  ■ 
follows;-Lock  r,.  LawrencPburif.  Ky.  ;     Lock  6.  ^erha^lles.    Is  v    .  Tx-H.  A.  .-Kholns   ibo   Ky 
area   in  which  station  is  located  is  indicated  as  follows:  (B)  Rig  Sandy    (LI  Licbing:  iK) 


(M'>  Mississippi. 


CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION. 


January,  194C 


Daily  Temperatures  for  January,  1940. 


Stations. 


Western  Divisuyn. 

Beaver  Dam  iM^mum.".: 

r.«i>,„„T,  :Maximum  . . 

Calhoun  rMinimum... 

t...,,„.^„„  )  Maximum.. 

Earllngton j  Minimum... 

Greenville iMfuimum  " 

Henderson l^S^}' 

Ho^>^--»"«   iMfni'muT.:: 

^°-'-«-"« I^fx^r^.:: 

..      „  ,  J  )  Maximum  . . 

"ayfield (Minimum... 

--  S  Maximum  .. 

Murray  (Minimum... 

Owensboro ]  Mfni'mum . '. '. 

_    ,       ,  iMaximum  .. 

P»<lucah :Minimum... 

Paducah  (near) : Mhfi'mum . '. . 

Pnuceton l^SZ^- 

RussellvineSS "!  ^fn'/^m . ! ! : 

Central  Dirisioa. 

Anchorage l^SZ^- 

BowUn«  Green jj^-^r.::: 

n.n..ni.»  (Maximum... 

DanvlUe i  Minimum.... 

r>;.,  no™  i  Maximum  . . . 

DiiDa™ iMinimum.... 

«ubauk l^SSZ:.:: 

Frankfort l^f„rum.::: 

Glasgow    (Mfni'mum  :;: 

Greensburg \^ZS.V.: 

-„,„„,„„  S  Maximum... 

.rvington I  Minimum.... 

^-tchfieia !^f^=:;: 

L-i"^-n i^SS^::: 

i^o-^i-iue |^f„irm.::: 

Do.BowmanField;^^f-.-X;;- 
Mammoth  Cave l^Jf^rr::: 

st.^o-^" i^SS-.:;: 

^^e'»»-nie ISTuT::: 

Smith's  Grove j  Mfni'mum  '  ' ' 

<?tPiiT-ii<i             .  iMaximum... 

^^^"^ iMinimum.... 

TaylorsviUe    ^MhHmum  ■■' 

^""--^-« r^fnl'Zr:;: 

Eastmi   Division. 
AnnvillB  ..Maximum... 

'^'^"""® iMinimum.... 

Aahlatirt  j  Maximum... 

'^"'"''    i  Minimum.... 

RerAn  i  Maximum  . . . 

^"** f  Minimum.... 

Cumberland |  ^^Jf^'^j^X?  ' ' ' 

F''™- I^f^='::: 

Heidelberg l^^SZ^- 

*I-y«->'« 1  Mfni'mum.;:- 

«'"^'i>-'-~ iMhrum.::; 

Mount  Sterling :  J^?f/^y"™  •  •  • 

p"^-'"« iki^Z^:/.: 

'''^p'''- --isifxrur.- 

'^°"=''-"'' ^^. 

'<-'—''■••• ;Mi^= 

Williamsburg :Maximum 

Minimum. 

Winchester |  -J'?^.'  ■"""> 

'  Minimum 


25     l.^j     12 


81.0 
13.2 
33.5 
11  8 


30.8 
13.7 
83.2 
12.2 
29.6 
10.4 
32  8 
•12.0 
32.3 
90 
31.7 
11.1 
29  9 
10.8 
27.9 
11.4 

12.8 
28.0 
10. 3 
27  6 

8.8 
27.1 

7.5 
27.8 

3o!6 
12.8 
31.7 
16.4 
29.7 
9.1 
29.1 
10.7 


32.  S 
13.7 
28.9 
12.7 


11  6 
S5.0 
19.5 


34.3 
11.7 
29.8 
14. 2 
84.6 


!*b'?*plT"\'!"H*i' *r!  "*''  ''1."^®,  fnorn'ng:  the  maximum  temperature  then  read  Is  charged  to  the  preonding  day.  on  which  it  almost  always  occurs 
.  .     eic.  ninifate  re.apprtivplv  l.  v    :<  «r,<>..  davs  miasinn  from  ranord. 
rxiiHsvillp.  3  15  10  110" 


u.  s.  departmi:nt  of  agriculture,  weather  bureau. 
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QSNESAL   SUMMAKT. 

Temperatures  varied  considerably  but  were  most  frequently 
below  noriunl.  The  r(4atively  warm  days  that,  occurred  were  so 
lew  and  scattered  that  they  liad  no  ellect  on  vegetation.  It  be- 
came evident  early  in  the  month  that  most  peaches  had  been 
killed  by  the  sub-zero  temperatures  in  January.  Other  fruit 
buds  remained  entirely  dormant,  with  some  uncertainty  as  to 
their  vitality.  The  snow  cover  that  had  v)rotected  grains  through 
the  long  period  of  severe  cold  disappeared  during  the  first  week, 
leaving  the  ground  deeply  frozen  and  thawing  slowly.  Winter 
grains  were  exposed  for  several  days,  but  with  the  ground  in 
this  condition  the  freezing  and  shallow  thawing  caused  little 
injury.  The  melting  of  the  snow  and  the  accompanying  rain 
fully  restored  surface  water  supplies  for  the  first  time  this 
winter.  The  short  interval  of  moderate  temperature  preceding 
the  middle  of  the  month  was  followed  by  heavy  snow  that  re- 
mained only  a  few  days  but  served  as  protection  for  grains 
during  the  short  period  of  hard  freezes.  The  last  decade  was 
decidedly  cold,  with  frequent  freezing  and  thawing  of  the  bare 
saturated  sarface.  There  was  some  complaint  of  damage  to 
winter  wheat  on  the  heavier  soils  at  this  time.  The  appearance 
of  the  plants  at  the  end  of  the  month  indicated  that  this  injury 
was  not  serious. 

Precipitation  much  heavier  than  the  normal,  and  occurring 
quite  frequenth',  kept  the  ground  too  wet  for  plowing  and  also 
prevented  most  other  outdoor  work.  A  few  tobacco  plantbeds 
were  burned  and  sown  in  the  western  counties  near  the  end  of 
the  month,  but  most  of  this  work  awaited  better  drainage  of  the 
soil.  The  weather  was  favorable  for  finishing  the  stripping  and 
niarketing  of  tobacco.  Cloudiness  was  exceptionally  persistent, 
even  for  a  midwinter  month.  The  generally  inclement  weather 
required  more  careful  shelter  of  young  livestock  than  usual. 


1  I- 14th.  Some  northern  localities  re[)ortcd  a  thundiTHtorm  on 
the  Ktth. 

MISCELLANEOUS. 

A  general  thaw  on  the  Tith,  followed  by  rain  on  the  l.'Uh, 
broke  up  the  ice  in  the  Ohio.  TIk;  moderate  ri.se  caused  th(!  ice 
to  move  out  rapidly.     Navigation  between  Louisville  and  (Jin- 

fiiHiiitl  wius  ri'sumod  on  tlio  14th.  ]t  had  bmiu  .su.spended  from  .'anuary  I'JtIi  to  Keb- 
nini  V  Utli-  I'his  rise  Hftfd  .stages  above  30  feet  by  the  21st.  after  which  tliey  doollned 
viiitil  thu  end  of  the  month. 

Brrata.— .lanuary  1940,  page  3:  Taylorsvllle,  minimum  temperature  should  be 

-IK  on  26th.  

PRESSURE.  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 

Cincinnati 
Evans  ville. 
Louisville 


...111 
.Ohio 
Ind 
..Ky 


Wind. 

Relative 

(reduced  to  sea-level.) 

humidity 

1i 

4 

3  O 

, 

S 

a 

a 

1 

w 

1 

I 

1 

■^3 
< 

a-3 

g 

S 

1 

09 

g 
s 

? 

30.03 

30.67 

2 

29.62 

18 

9.1 

24 

B 

8 

82 

71 

7, 

30.  0^ 

30.. -12 

2 

29.4E 

« 

K.;- 

41 

SW. 

12 

81) 

72 

78 

80.04 

30.58 

2 

29.  51 

IK 

9  6 

2R 

SVP, 

27 

83 

70 

73 

30.03 

30.56 

2 

29.47 

6 

y.i 

28 

8VV. 

27 

85 

74 

77 

COMPARATIVE  DATA  POB  FEBRUARY. 


Temperature.         Precipitation 


TEMPERATURE. 

Mean  temperatures  slightly  above  normal  occurred  in  very 
short  intervals,  usually  of  one  to  two  days,  but  the  prevailing 
daily  averages  were  from  5"  to  10°  below  seasonal  levels.  For 
the  month  the  temperature  averaged  considerably  below  normal. 
The  longest  cold  period  was  the  week  of  the  20-26th,  and  the 
coldest  day  in  most  districts  was  the  '25th.  Extremes  for  the 
State  were  68°  on  the  10th  at  Heidelberg  and  2°  on  the  3d  and 
loth  at  Farmers. 


PRECIPITATION. 

Precipitation  averaged  about  25  per  cent  more  than  the  normal 
amount  for  this  month.  Small  districts  in  the  extreme  north 
and  the  southeast  received  le.ss  than  three  inches.  Stations  in 
a  few  western  counties  and  near  the  eastern  boundary  reported 
from"  3.0  to  4.0  inches.  In  other  areas,  which  comprised  most 
of  the  State,  the  monthly  totals  ranged  from  4.0  to  6.0  inches. 
Amounts  reported  by  all  stations  varied  between  2.50  inches  at 
Grant  and  6.09  inches  at  Lovelaceville.  Precipitation  was 
moderate  to  heavy  in  the  periods  5-6th,  9-llth,  13-14th,  17th- 
21st,  and  27-2Sth.  Falls  of  1.0  to  2.0  inches  occurred  on  the 
10th,  14th,  and  18th.  The  total  snowfall  ranged  from  about 
1.0  inch  in  the  extreme  southeast  to  more  than  13  inches  at 
some  northern  stations.  Most  of  the  State  received  from  6.0  to 
8.0  inches.     The  larger  part  of  the  snow   fell  in  the  period 


1S»9 1  34.1 

isyo 45.6 

1891 !  42.2 

1892.... 

1893 •••• 

1894 

1895 

1896 ....... 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912.... 

1913 

1914 

1915.... 

1916 

1917.... 

1918 

1919 

1920 

1921 ..-  

1922 

1923 

1924 . . 

1925 

1926 

1927 

1928........ 

1929 .....••■ 

1930 

1931 

1932 

1933 

1934 •   •■ 

1935 

1936 

19X7.... 

IvWS 

1939.... 

pprind  -■■'-'-'  

;  52  year  iiverages. 


42.2 

37  7 

34.6 

25.9 

37.4 

39.8 

37.4 

26.2 

32.5 

32.4 

27.9 

37.5 

35.2 

27.9 

34.7 

1     35.7 

35.6 

42.4 

32.9 

42.0 

29.7 

34.8 

!     32.2 

j     41.9 

35.0 

34.8 

!     39.3 

.38.6 

35.7 

41.3 

41.3 

!     34.6 

;     36.0 

!     44.0 

41.1 

45.6 

38.1 

31.2 

45.1 

41.6 

4(1.7 

.S7.5 

31.8 

40.1 

32.  1 

3S.S 

45.7 

40.3 

36.1 

37.1 

4.72 
2.92 
4.40 


6.66 

3.06 

5.75 

1.61 

3.97 

4.68 

1.27 

1.30 

7.28 

2.32 

2.44 

1.81 

3.06 

5.56 

8.17 

4.70 

3.25 

3.08 

2.94 

4.14 

1.74 

2.99 

3.51 

2.04 

1.79 

2.27 

3.20 

3.68 

4.67 

2.56 

3. 91 

3.14 

2.65 

2.48 

3.58 

3.49 

3. 20 

3.36 

4.25 

2-20 

2.86 

1.95 

2.40 

2.39 

8.03 

4.56 

3.4R 

Number  of  days 


!   1 


p*sr^ 


CLlMATOLOGiCAL  DATA:  KENTUCKY  SECTION 


February,  1940 


Climatological  Data  foi  3February,   1940. 


Temperature,  in  degrees  Fahr. 


PreciDitation  in  inches 


Number  of  days 


Wentem  Dhigion 

Beaver  Dam Ohio  • 

Calhoua -Mctean  , 

KHrlington Hopki 

Vords  Ferry. Dam  50  ..|  Crittenden  . 


Gilberkville 

Greenville   

Hartford  (near,' 

Henderson — 

Hopkinsville 

Lovelaceville 

Mayfield 

Murray 

Owensboro 

Owensboro,  Dam  46.  ■• 

Paducah  

Princeton 

Rumsey,  Lock  2  i 

Russellville 

Oniontown.  Dam  49... 
Central  Division. 

Addison,  Dam  45 

Ancliorage 

Bowling  Green 

ijrowiisville.Lock  6t.. 

Burnside 

L'arrollton.Lock  1 

Cold  Sprintc,  Dam  36- .. 

Danville 

Dix  Dam.  Burgin 

JCadsville 

Eubank  

Frankfort,  Lock  4 

Gest.Lock  3 

Glasgow    — 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7.. 

Irvington  

LaGrange ■ 

Lancaster 

Leitchfield  

Lexington 

LittleSickman.LockSl 
Lockport,Lock2 

LOUISVIM.E 

Do.  Bowman  Field. . 

Mammoth  Cave 

Monti  cello 

Munf  ordville 

nt.  Jonn 

Salvisa,  Lock  61 

Shelby  ville 

Shepherd.sville 

Smith's  Grove 

.Stearns   

Taylorsville 

Tyroue.Lock  5^    

Williamstown 

Wooribury,  Lock  4  t  . 
EiiMeni  Oitixiiin. 

Annville 

Ashland   

Berea 

College  Hill.  Lock!  I    . 

Cumberland     

CynlhiHiiii . 

Falmouth 

Farmers   

Flemingsbnrg   

Ford,  Lock  101 

Grayson   

Qroonup,  Dam  30  — 

Hazard 

;ieidelbcre.Lockl4  .. 

Jackson 

.Jenkins  — 

Louisa 

.Maysville,  Dam  33  ... 

VUddlesboro 

Mount  Sterling 

Oneida    

Oneonta,  Dam  351  — 

fiilntsville 

Pikeville 

PippapasB 

QuickHiind 

Ravenna,  Lock  12. 

!<ir>bmond 

Valley  View,  Lock  9.. 
Vanceb'.irg,  Dam  32  . . 

William.eburir 

W'illnw.  Lock  13...... 

Winchester 

3tat<'  averages  and  pt 


Marshall    ... 
Muhlenourg. 

Ohio 

Henderson . . 

Christian 

Ballard 

Graves 

Calloway. ... 

Daviess 

Daviess 

McCracken   . 
Caldwell  .... 

M  cLeau 

Logan    

Union 


Breckinridge 

JeHerson 

Warren 

Edmonson  .  . 

Pulaski 

Carroll 

Campbell    ... 


Mercer 

Wayne 

Pulaski 

Franklin 

Uenry 

Barren 

Booae 

Green  

.lessamine 

Breckinridge 

Oldham 

Garrard 

Grayson 

Fayette 

.lessamine   ... 

Henry 

.lelTerson 

Jefferson 

Kdmonson-. . . 

Wayne 

Hart 

Hardin 


.'^iiPlby  ... 
Bullitt.... 
Warren . . . 
McCreary 
Spencer  . . 
Anderson. 

Grant  

Bntler 


Jackson  ... 
Boyd 

Madison. .  . 
Madison-  •  • 
Harlan  •  •  • . 
Harrison  .  . 
Pendleton  . 

Rowan 

Fleminj;   .  . 


irk 


Carter  . . 
Greenup. 
Perry    ... 


Breathitt 

Letcher.   .... 
Lawreme  . . . 

Mason 

Bell 

Montgomery 

Clay 

Ca  mpbell 

■Tohnson...   . 

Pike 

Knott  

Brealliitt...., 

Estill    

Madison 

Madison 

Lewis 

Whitley 

L"e    , 

Clark 

trnines 


23     36.4  +0.2     59 
36.5'-  2.6      59 
46      37.6—  0.2!     67 


-•2:5 

-  4.1 
-2.0 

-  3.2 

-  a. 6 


+•2.371  1.40 
+  1.S7  1.80 
+3.16  1.48 
+0.98  1.09 
1.06 
2.00 


+2.90 
+0.72 
+2.57 

+  2 

+2.  40 
+  1.0-' 
+0.69 
+0.90 
+0.4 
+  1.58 


4.9: 


■^1.51 
+0.25 
+1.73 


+  1.33 
+2.22 
+  1.59 


+  1.3- 
+1.26 
+2.13 
+  1.81 


B.'27 
5.24 
5.43 
4.62 

4.. 50 

3.9-!l+0.6 
4.94  +18 
5.U  +2.4I|  1.28 
4-27+0.76;  0.65 


0.76 


O.90 
-O.Ofil  0.95 
+  0.H2  0.87 
+  1.07    0.98 


4.64  +1.55|  081 

4.-('il  +  1.48|  n.95 

4.0.1 I  0.87 

3.84+1.01  0.61 


3.10;-0.  72,  0.S2 
4.01  +1.20|  (1.84 
»>\  o.so 
4.64  +0.62|  0.93 


10 


8t 


sw. 


Eldred  G.  Young, 
it.  C.  Bennett. 
Brick  Southworth . 
Lockmaster. 

Tennessee  Valley  Authority. 
C.  R.  Lovell. 
W.  R.  Carson.  Sr. 
Frank  T.  Street,  Jr 
W.  K.  Morris. 
Blaine  Malone. 
Mrs.  Joe  Payne- 
Pat  W.  Wear. 
Henry  S.  Berry. 
Lockmaster- 
Joe  Lagore.* 
S.  J.  Lowry. 
Lockmaster. 
Wm.  Shelton. 
Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lofkmaster- 

Lockmaster. 

R.  P.  Coldiron. 

Kent\]cky  Utilities  Co. 

Joe  Norfleet- 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Betlie  K.  H.  Alcorn. 

Lockmaster. 

L.  O,  Stiles. 

J-  C-  ngg. 

Kentucky  Utilities  Co. 

H.  H-  Willis. 

U.S.  Weather  Bureau . 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Bureau 

U    S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.  Cooper 

Chester  Williams. 

Sisters  of  J.>oretto. 

Lockmaster. 

WillaSRatta. 

C-  W.  Guernsey. 

Airway  Station. 

Airway  Station. 

Thad.  Cheatham.  Sr. 

Lockmaster. 

Miss  Nettif  B.   SimpsoB. 

Lockmaster. 

W.  A.  Worthington. 

Lockma.ster. 

Luther  M.  Ambrose. 

Lockmaster. 

Olou  Cook- 

S.  M  Hill. 

Jessie  Oldham. 

Lucille  C-  Stamper. 

C.  A.  Glascock 

I/Ockmaster. 

Mrs-  Ruby  A-  Burton. 

Lockmaster. 

H-  A.  Baily. 

Lockmaster. 

-las  T   Goff. 

R.  J    Howard, 

Zeb  Ilcston- 

Lockmaster. 

MattliHVV  Woodson 

W.  R    McKee. 

Garret  Combs - 

Lockmaster. 

A.  L-  Donta- 

TJ-  S  n  eutlier  Bureau. 

Cpnev  Run  Com.  Ceu." 

R.    \V.  Jones. 

Lockmaster. 

,1 .  W,  Crooke. 

Lockmaster. 

Lockmaster. 

Wadely  West, 

Lockmaster. 

Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperature  ami  iirccipitatiou  are  computed  01 

used  in  determinlngsection  or  division  means.  tltmnsc-y,  lirownsvil 

Reference  letters,  •,  *>,  •,  appearing  in  tlio  lalilc  indicat*^  nnml.er  of  days 

t  Also  on  other  dates.    +t  Received  too  lat"  \n  be  included  in  moans  and 

•Hainfall  record  by  U-  8.  Engineers;  tempor.ature  record  by  Joe  Lngori>  f 


ily  for  such  stations  as  have  ten  or  more  years  of  record  but  all  complete  reports  are 

I-  ami  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  K 

missing;  for  example,  b  represents  two  days,  etc. 

"innmaries  T    Precipitation  is  less  than  0.01  inch  rain  or  melted  snow 

t  Padncah  No.  2. 


Fkuki' 


i;)ii) 


cU.IMAT()iA)(ilC;Al-    ]).\\\\:    KKNTUCKY   SKCTION 


D 

Illy 

Pr 

icli 

Itutloii  to 

r  robruury,   1B40. 

Day  of  ui 

>nlli 

1 

a 

8 

4 

6 

6 

7      8 

9 

10 

u 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

I 

ir<«(«m  I>ivitiou 

HoBver  Piwii. 

Ciillioun 

Kftrliutrion    

Kords  Korry  Dam  60* 

(.Jllbertsvllle' 

unHMulUu 

llaittoril  

llemlorson 

Hoi>liiii9vllle 

r,ovolftcevlUe 

MiivlU-ld 

....G. 
....G. 

...,o. 

....O. 

....0. 

::::8: 
::± 

....G. 
....G. 
....O. 

....0. 

■■:t 
•.•.;.■£• 

....0. 

;::.' 

.06 

T. 
T. 

tv 

T.' 
T. 

t" 

T. 

tV 

T. 

.'oi 
t. 

T 
']' 
T. 

.01 
".Oi 

t. 

.'02 
.01 
.60 
.02 

tv 

^87 
.00 
.66 
.81 

.go 

.9< 
.92 

Vio 

.91 
.90 
1.09 
1.06 

.87 
.82 
.95 
.86 
.80 

.68 
.75 

■^ 
.38 
.70 

.57 
.56 

"62 
.bf> 
.82 

.85 
.53 

V54 
.62 
.80 
.85 

::83 

.67 
..56 
.87 
.87 
.63 
.64 
.26 

.80 

.69 

.90 

.79 

.65 

.24 

T 

.76 

.90 

.74 

.57 
.28 
.57 
.40 

^75 
.S.'i 
.4^ 
.60 
.62 
.4f 

'.3C 
.25 

V21: 
.4 
.3 

.5 
.2 
.0 

Va 
.5 

.5 
.5 
.12 
.3 
.5 

tv 

t. 

tv 

.02 

.06 

.09 

.■36 
.12 
.32 

Voii 

.25 
.02 

.'01 
.22 

.'03 

t 

tv 
'tv 

.50 

tv 

.'02 

^03 

tv 

Vos 
t. 

.09 

t.' 

V52 

.62 
.81 

'.m 

.14 
.72 
.34 
.06 
.30 
.03 
.22 
.56 
.16 
.14 
.04 
.31 
.23 
.43 
.01 

.11 
.14 
.46 
.43 
.22 
.03 

.'65 
T. 

.87 
.12 

V2.S 
.06 
.14 
OS 
.36 
T. 
.13 
.08 
.75 
.22 
.36 

.08 
.14 
.12 

.62 

.'30 
.30 
.06 

!20 

.28 

.'22 
.18 
.15 
.16 

.07 
V06 

Vis 

.08 
.97 
.15 

.62 

.88 

Vio 

.35 
.69 

.60 
.62 
.20 
1  40 
.27 
.21 
.89 
.16 
.30 
.62 
.16 
.37 
.09 

.82 
1.08 

.46 

.47 
1.51 

.'29 
.77 
.27 

1.32 

1.10 
.41 
.35 

1.28 
.23 

1.03 
.84 
.68 
.63 
.26 
.45 
.66 
.92 
.37 
.95 

1.08 
.56 

^83 
.42 
.68 
.58 
.45 
.82 
1.69 
.43 

'87 
.38 

.90 

.51 

.87 
.80 

.■49 
.31 

V75 
.95 
.76 
.64 

[75 
.8=i 
.22 
.60 
.62 
.86 

l.K 

.5S 

'.» 
.9f 

.8 
.6 

'.Q( 

.80 
.02 

.'64 
.85 
.03 
.20 

Vig 

.99 
.67 
.05 
.84 

.16 
.41 

1  05 

.23 
1.05 
.15 
.30 
.07 

.79 
.47 

Vl3 

V42 
.57 
.12 
.60 
.12 
.15 
.02 
.47 

.'so 

V20 
.79 

V44 

V20 
.12 
.54 
.38 
.15 
.32 
.16 
.13 
.28 
.30 
.14 

^23 

.16 

Vio 

.03 

tv 

.34 

tV 

T. 

.'lO 

.87 
.81 

>26 
.40 
.95 
.74 
.41 
.72 
.40 
.65 
1.40 
.16 
.16 
.86 
.72 
.80 
.62 
.24 

.14 

.71 

.75 
.48 
.42 

.12 
.65 
.07 
.80 
.02 

V68 

V25 
.20 
.OS 
.35 
.92 
.92 
.79 
.16 
.18 
.86 
.60 
.47 

V04 
.80 
.21 
.61 
.98 
.02 
T. 
.82 
.25 
.50 
.60 

.70 
.02 
.74 

f. 

T 
.08 

Vo7 
T. 
.02 
.05 
.01 

t, 
.93 

■.0 

1   ■' 
j.O 

.04 
.0-2 
.60 
.19 
.35 
.08 
.08 
.06 

.'19 
.40 
.24 
.08 
.44 
.43 
.09 

.27 

.09 
.12 
.33 

'.73 
.83 
.29 

■.'77 

"i 
.47 
.37 

.51 
.81 
.05 
.08 

.83 

'02 
.05 

".12 
.05 
.72 
.22 
.24 
.59 
.77 

V72 
.40 
.38 

.32 
.95 

.47 
.98 

.'70 
.72 
.99 

.'87 
.30 
1,10 
1.0b 
1.05 
.82 

'.8( 
.10 

'.'24 
l.OC 
1.41 

.28 

.10 
.06 
.63 

.8(1 
.13 
.15 
.05 
.60 
.26 
.25 
.28 
.47 
.90 
.80 
.48 
.01 
.53 
2  00 
1.28 
.78 

.07 
.11 

.20 
.56 
.20 
.12 
.09 
.18 
.18 
.20 
.21 
.36 
.37 
.77 
.18 
.35 
.66 
.12 
1.18 

.86 
.84 
.20 
.15 
.33 
.49 
.76 
.76 
.18 

".43 

■37 
]63 

.67 
.26 

:2'4 

.46 
.40 
.22 
,18 
.44 
.54 
.43 
.20 

'.'59 
.23 
.24 
.22 
.83 
.43 
.27 
60 

!03 
.28 

.22 
.37 

.09 
.15 

■;i5 

.71 
.32 
.45 
.19 
.30 
.47 
.06 

t^.^ 

.44 
.15 
.68 
.11 

'.'67 
.1- 
.03 

.18 
.24 

.26 
.46 
.34 
.20 
.24 
.31 
.36 
.88 
.80 
.88 
.26 
.32 
.87 
.21 
.25 

^52 

.57 
.33 
.10 
26 
.27 
.25 
.23 
.19 
.33 
.05 

.'72 
.25 
.24 
.18 
.20 
.12 
.40 
.22 
34 

.'20 
.23 
.32 
.23 
.21 
.17 
.06 
.17 
.10 
.31 
.47 
.55 
.48 

'!28 
.50 
.48 
.23 
.25 

'.19 
.25 
.35 

Vie 

.28 
.21 

■.'29 
.20 
.21 
.30 

.30 
.43 
.20 
.37 

!l2 

'J9 
.35 
.16 

T. 

.02 

.20 

.02 

.02 

T 

.01 

.01 

M 
.06 
.28 

.'64 
.02 
.02 
.06 
.03 
.04 

.06 

'.'04 
.03 
.06 
.05 
.04 
.05 

'.'28 

'!03 

.04 

.06 
.06 
.07 

Vio 

.01 

,08 
.07 

tv 

.30 

.10 
.09 

'^07 

T.' 

.04 
.03 

■.'05 
'.'24 

'.'is 

.04 
.14 
.37 
.08 
.15 
.22 
.05 
.08 
.05 
.09 
.12 
.26 

.05 
.15 
.12 

T. 
.02 

.02 
.02 
.'12 
.01 

.'62 
.05 
.01 
.01 

^05 

T. 

.04 

.15 

T 

.03 

■.'67 

f.' 

.04 
.08 

't'.' 

''61 
T. 
T. 
.01 

■^62 
.05 

t.' 
.01 

'tv 

T. 

■;62 

.02 
-^ 

'.'02 
.02 

.01 

T. 
".'04 

t. 
'.'62 

tv 

T. 

tv 
tv 

.01 

iV 
.02 
.01 

tv 

.02 
f.' 

'tv 

.03 

'.'40 

t. 

T.' 
.06 

■:63 

'.'oi 

.04 
'!02 

t.' 
t.' 

'."02 

T. 

iV 
'.'61 

.09 
.09 
.07 
.08 
.09 
.08 
.08 
.13 
.17 
.18 
.18 
.19 
-« 
.14 
.10 
.07 
.05 
.07 

.02 
.09 
.35 

.09 
.04 

t" 

'.'62 
.02 

.'io 

.12 

'j7 

t.' 
.06 

.05 
.28 

f,' 

.09 
.03 
.19 

.16 
.02 

'.'12 
T. 
.08 
.02 

.04 
'.'01 

'f.' 
.14 

't'.' 

'^09 
t.' 

.'62 
.'62 

.08 
.05 

.10 

.10 
.16 
.07 

.'12 
T. 

.44 

'.'12 
.09 

'.'ii 

.09 

f.' 

T. 

'.'16 

.14 

".n 

.05 

'iie 
'.'06 

'67 

!03 

.09 
.08 

'!i6 
".Yd 

.15 

.11 

'.'(16 
.17 
.02 

'!67 

.10 
.13 

'.'io 

.24 
'.'25 

.20 

'.'oe 

T. 

'.'19 

f.' 

.12 
.88 
.89 
.02 
.07 
.30 
.28 
.62 
.06 
.40 
.86 
.46 
.44 
.05 
.05 
.26 
.06 
.20 

.08 
.80 
.41 
.19 
.15 
.08 
T. 
.06 
.10 
.46 

!l6 
.26 
.05 
.23 
.15 
.38 
.30 
.42 

V,52 
.23 
.13 
.19 
.19 
.40 
.08 
.11 
.86 
.16 
.35 
.39 
.11 
T. 
.35 
.10 
.26 
.14 

f 
.42 
.08 

t'.' 
.01 
.07 

'.'67 

f.' 
.05 
.07 
T. 

'.'io 

.66 

.42 
.11 

t'.' 

T. 
.82 
.01 

t'.' 
f.' 

.44 

.21 

.'28 
.21 
.86 

.38 

t" 

.21 
.28 
.51 
.27 
.20 
.32 
.05 
.60 
.74 
.29 
.29 
.41 
.12 
.66 
.32 
.08 
.13 
.12 
.43 
.08 
.46 

.09 
.05 
.69 
.30 
.12 
.44 
.15 
.07 
.33 
.48 
.01 
.80 
.10 
.22 

.20 

.'07 
.42 

'.'39 
.22 

.51 
.45 
.47 
.70 
.53 
.68 
■  50 
1.00 
.60 
.84 
.30 
.25 

'.'78 
.15 
.76 
.59 

::: 

4.27 
4.99 
8  79 

r. 

T 

4.46 
4.77 

V26 

.03 
.09 
.01 

'.'20 
.36 
.46 
T 

.17 

6  27 

4.64 
8.84 
6.09 
6.26 

6.46 

Hiro,  D.»n46« 

Piiiici'toni      

Humsey,  Lock  No.  2  • 

Kussellville  ' ■ 

Unioutowii.  Uiim  49' 

Critlrnl  nirifion 

Addison,  nanus.' 

Anchorage 

Bowling  Oreeu    

Howling  Greonl^ro-  2«... 

UrownsviUe,  Lock  No.  6' 

Burnsido-   

CHrrollton    Lock  No.  I''' 

Cold  Spring,  Dam  36' 

Danville' 

Oix  Dam,  Bnrgin 

T. 
T. 

.01 

6.18 
6.68 
4.87 
6.12 

.82 

.27 
1.10 
.81 
.89 
.87 
.68 
.40 
.22 
.75 
.25 
.77 
.65 
.56 
.,55 
.84 
.45 
.60 
.72 
1.82 
1.06 
.16 
1.15 
.73 

1.1 
.68 
.44 
.55 
.89 

1.22 
.80 
.93 

1.22 
.68 
..37 
.22 
.65 

1.28 
85 

.53 
.33 

':48 

i!69 

.56 
.40 
.52 
.53 
.45 
.29 
.86 
.41 
.48 

'.'26 
.38 
.44 

.'52 
.3f 
.4C 
.3,. 

T. 

.08 

f.' 

.'67 
.14 
.06 
.09 

:68 

;;.' 

4.79 
6.14 

.25 

'.'70 

4.64 
4.60 
4.66 
5.16 
3.07 
3.97 
4.59 
4  24 

Kubank 

Krankfort.LookNo.  4' 

Gcst,  Lock  No. 3' 

c. 

■::± 

tV 

8.25 
4.62 

.13 
.10 
.03 
10 
.07 
.05 

t" 

4.21 
5.07 

(jraut    Dam  33' 

ti 

T 

T. 

2  60 

High  Bridge,  Lock  No.  -^ 

[rvington  

LaGrange 

....O. 
0. 

....K. 

....G. 

....K. 

....K. 

....K. 
0. 

....  0. 
.....G. 

..    .C. 

....G. 

■::::l 

s. 

....  s. 

g. 

c. 

■::::l 

L. 

G. 

C. 

tV 

.01 

tV 

T. 

.01 

T. 

.03 

T. 
T. 
T. 

T.' 
T. 
.06 

f.' 

01 

.04 

tV 

T. 

tv 

'.'02 
T. 
T. 

tv 

T. 

.02 

t. 
T. 

T. 

T. 

t. 
.51 
.01 

tv 

T. 
T. 

:oi 
tv 

.02 

tv 

.01 
t.' 

■  rV 

T. 

t.' 

4.74 
4.79 
4  68 

'.'09 

.65 

'.'65 
.'89 

Leitiiiliold  ' 

Lexinfjtou  t 

Little  Hickman    Lock  No.  8  't 

.03 

8.88 

'.'65 

.05 
.11 

4  69 

Lockport,  Lock  No.  2' 

Louisville'  t- 

Do.  Bowman  Field 

Mammoth  Cave' 

MoiilJcello' 

Alunfordville  ' 

6.09 
6.23 
4.83 
5.87 
4.74 
4  97 

't.' 

SMivisa.LockNoeM'.V.V.V.V.V. 

4.88 
5.27 

Shepberdsvllle. .  •  •  •  • 

6. 43 
4.62 

.04 

.08 

StParns 

.01 

4.50 
3  92 

Tyrone,  Lock  No.  5  °-t.... 

WillianiPtown                    

.10 
.02 

4.94 
5  11 

^■oodl)nry,Lock  No.  4'. 

Enstern  Z)irisioji 
Annvil'.e  ' 

t'.' 

tv 

T. 

.02 

■'40 
.30 

4.27 
4. 42 

Asliland  '    <> 

.03 

.16 
Vi2 

V09 
.06 

iVos 

.02 
.22 

.20 

'2 

.'32 

.04 
.0« 

.'0 
.K 

!o 

.3 
.0 

.28 
.02 
.05 

V35 
.80 
.27 
.25 

V48 

.'06 
T. 
.41 
.40 
.40 
.02 

^92 

.20 

.0- 

.ir 

Vii 

.5C 

j.2c 

.... 
... 

.09 
'.'69 

Vii 

.06 
.07 

'.'06 

'.'64 
.15 
.07 

.08 

'.'07 
.06 

'.'30 
,08 
.10 
.13 

'.'is 

.3f 

.05 
.07 
.29 
.08 
.07 

K. 

4.01 

CoUeseHill.  Lock  No.  n'  .... 
Cumberland  . .  ■  • .  . . . .  ■  ■ 

K. 

c. 

T. 

'.ho 

.01 
.03 
.10 
T. 
T. 
.01 
.10 

"ic 
.ic 

!03 

r''. 

T. 
.1 

.0 

T. 

.0 
.0 
.0 

4.00 

"h'.ib 

4.82 
4  il 

Planners  ' 

],. 

L. 

K. 

0 

O 

.....K. 

K 

K 

B 

B 

O 

.      c 

L 

...    .  K 

'.'.'.'.'.n 

B 

.....K 

K 

....   K 

K 

K 

O 

r 
K 

_     _       T,' 

'[45 

Fli-n-.inirsbnrs;  2 

Knrd.  Lock  No.  10  M 

Gravson  '. 

4.64 
4.45 
4.03 

(JreeiiTin.Dam    SO'-^. 

Hazard' 

Heidelberg,  Lock  No.  14'..... 

Jackson' 

Jenkins' 

■.'03 

T. 

T. 

.0' 

... 

T. 
.02 

V62 
T. 

.OS 

Vo 
t. 

T. 

Vo 

3.84 
4.16 
4.22 
4.77 
3.10 

Louisa' 

Maysville.  Dam  33' 

Middlpsboro 

Mount  Sterling 

Oneida '^t 

Oneonta  D:iTn  35  ' 

Paintsville  ^ 

Pikeville 

■f. 

t 

Vp5 
.31 

'.« 

T. 

Vo 

4.01 
4.92 
4.64 

"3.'i2 

4.04 
3.66 
3.87 

UiiicUsand' 

Ifavenna,  l.ockNo.  12'. 

Kiohmnnd   

Valley  View,  Lock  Nn.  <)K  . . . 
vanceburK.  Dam  No.  3'2  ' 

.3C 

,.5C 

.8 

.6r 
.4 
1.1 

.8 

'.'02 

f" 

'.If 

l.K 
.4L 
.fit 
.6. 
.2C 
.0 
.5 
.4 

.12 

^S 

.58 
.12 

.'3i 

'.'3(1 
.2f 
.fiC 
.15 
.0' 
.31 

.08 

'.'08 
.21 
.Of 
.OS 
.06 

f. 

.OS 

l'- 

'tv 

".m 

'!6- 

.10 
.08 
.18 

.40 
't.' 

'Vow 

.23 

.08 

".OS 
.11 
.06 

.30 
.40 
.30 
.4" 
.52 
.24 
.36 
.4? 

3.1s 
3.89 
4.30 
4.17 
4.46 
2.76 
4.48 
4.53 

Willow.  Lock  No.  13' 

Wincliester                 

.0- 

'!6e 

K^cepl  as  otluTwi-e  iiirliciitofi  ohservatiims  are  gKiM 
'First-order  We.athcr  Bureau  station;  precipitation 
amount  then  recorded  is  for  the  precedinir  24  hours 
T.  Trace,  or  precipitation  less  than  n,01  ineh. 
Lock  UI,  Red  H.'Hi.;e  Kv,  :  Oneonta,  California.  Kv 
Kcntuckv:  'S'  Salt-  (Qi  Green:  'O  Cumberland; 


'rally  made  late  in  tlie  afternoon,  near  sunset,  and  prec'iuitation  recorded  is  mr  24  luiurs  Hiidingaf  rijiie  of  observation. 

is  lor  the  24-hour  period.  midni!?ht  to  midnight  unless  otherwise  indicated.        'Precipitation  measured  in  the  morning: 

tPrecipitation  measured  with  recording  gage.  'Included  in  the  next  following  measurement 

tPost  office  addresses  as  follows;-Lock  5.  Lawreiicebnrs.  Ky.  :    Locke.  Versailles.   Kv,  :  Locks,  TJ^icholasville  Ky   : 

River   drainage   area   in  which  station  is  located  is  indicated  as  follows:  (B)Big  Sandy    (L)  Licklnir:  (K) 

Ti  Tennessee;  (OlObio:  IU>  Mississippi. 


CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION. 


February,  1940 


Daily  Temperatures  for  February 

,  1940 

stations. 

'h 

!_ 

4 

5 

6 

^ 

8 

9     10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

.^ 

22 

23 

24 

25 

26 

27 

28 

29 

SO 

31 

MeaD 

Westeni  Division. 

Maximum  . . . 

44 

37 

40 

40 

43 

40 

34 

57 

51 

49 

52 

69 

53 

36 

42 

6! 

43 

42 

42 

88 

38 

34 

40 

40 

88 

42 

49 

48 

66 

44.1 

Beaver  Dam  

Minimum.... 

23 

26 

13 

31 

84 

SS 

29 

30 

43 

81 

15 

42 

28 

18 

17 

28 

30 

36 

34 

32 

22 

2C 

18 

88 

85 

34 

:Maximura  ... 

44 

39 

89 

40 

44 

40 

84 

56 

52 

41 

51 

69 

52 

38 

42 

53 

48 

42 

41 

37 

S8 

34 

40 

42 

41 

60 

49 

56 

44.0 

Calhoun  

:Minimum.... 

26 

26 

14 

32 

S4 

33 

29 
36 

30 

43 

31 

16 

40 

29 

16 

19 

31 

31 

35 

34 

86 

83 

29 

24 

29 

19 

19 

37 

81 

84 

29.0 

Maximum  . . . 

46 

43 

40 

40 

43 

41 

57 

65 

42 

53 

66 

56 

38 

45 

54 

50 

42 

43 

38 

88 

35 

40 

41 

42 

51 

60 

57 

45.6 

Earlingtou 

Minimum.... 

25 

28 

15 

85 

86 

33 

3U 

31 

33 

32 

16 

35 

27 

20 

20 

82 

32 

36 

34 

22 

K3 

32 

23 

35 

33 

18 

39 

35 

29.5 

Dreenville 

Maximum  . . . 

47 

40 

41 

39 

40 

35 

59 

56 

61 

51 

59 

53 

38 

43 

52 

48 

40 

40 

37 

35 

83 

38 

40 

37 

39 

50 

50 

57 

44.7 

Minimum.... 

23 

24 

11 

81 

33 

SI 

28 

28 

42 

29 

14 

41 

27 

15 

15 

29 

39 

33 

33 

80 

30 

27 

26 

83 

18 

16 

36 

38 

32 

27.5 

Maximum  . . . 

51 

37 

42 

39 

37 

88 

32 

56 
30 

48 

40 

51 

89 

48 

39 

45 

50 

42 

40 

40 

37 

88 

34 

39 

37 

82 

41 

60 

54 

57 

43.2 

Henderson 

Minimum.... 

29 

22 

12 

31 

84 

30 

28 

30 

16 

42 

27 

17 

21 

28 

29 

35 

36 

32 

31 

24 

22 

81 

17 

18 

37 

42 

29 

28.2 

Hopkinsville   

Maximum  . . . 

47 

3S 

43 

88 

42 

40 

34 

58 

51 

40 

56 

60 

60 

86 

46 

55 

47 

44 

38 

38 

86 

35 

42 

41 

41 

48 

62 

80 

50 

44.6 

Minimum.... 

20 

25 

15 

32 

84 

28 

2S 

36 

40 

33 

18 

40 

34 

15 

17 

32 

32 

84 

35 

31 

32 

29 

23 

32 

20 

19 

34 

36 

33 

28.8 

Loveluceville 

Maximum  . . . 

48 

88 

39 

36 

40 

40 

33 

55 

51 

40 

61 

68 

36 

39 

45 

51 

52 

40 

40 

36 

38 

40 

42 

43 

85 

40 

51 

52 

55 

44.2 

Minimum.... 

22 

29 

17 

32 

34 

32 

30 

30 

39 

28 

11 

38 

30 

17 

23 

33 

35 

32 

82 

32 

36 

25 

85 

19 

2) 

35 

80 

33 

29.1 

Mayfield 

Maximum  . . . 

Minimum 

Maximum  . . . 

48 
25 
47 

45 
29 

38 

39 
19 
40 

38 
33 

41 
34 
41 

40 
32 
40 

34 
80 
85 

56 
30 
55 

55 
40 
62 

41 
29 
40 

63 
20 
65 

67 

65 
30 

54 

37 
18 
37 

43 

25 
48 

53 
36 
64 

62 

42 
35 
42 

42 
32 
40 

37 
32 
37 

39 
33 
38 

89 
27 

42 
29 

43 

42 

37 

20 
48 

42 
24 
42 

53 
42 
51 

62 
83 

51 

57 
36 
58 

46.3 
80.6 
44.6 

44 

66 

36 
42 

Murray   

Minimum.... 

24 

27 

13 

34 

34 

33 

30 

30 

36 

23 

29 

44 

29 

18 

26 

36 

36 

36 

32 

32 

33 

31 

28 

26 

22 

23 

41 

34 

36 

30.3 

Maximum  . . . 
Minimum.... 

42 
24 

27 

20 

35 
11 

85 
30 

37 
32 

35 
32 

35 
26 

55 

46 

40 
30 

45 
13 

63 

37 

37 

28 

46 

89 

39 

38 

37 

34 

35 

39 

37 

27 

36 

46 

40 
32 

60 
32 

39.0 

29 

39 

35 

25 

15 

18 

26 

29 

83 

30 

80 

29 

23 

33 

19 

34 

26.9 

IMaximum... 

47 

36 

38 

38 

41 

34 

34 

56 

47 

61 

55 

32 

40 

46 

53 

40 

41 

39 

38 

37 

38 

42 

41 

34 

49 

61 

60 

68 

42.7 

Paducah 

:Minimum.... 

18 

26 

18 

20 

34 

32 

30 

30 

31 

32 

18 

18 

32 

20 

20 

24 

34 

84 

83 

33 

33 

28 

28 

28 

20 

20 

25 

33 

84 

27.1 

Paducah  (near) 

Maximum  .   . 

48 

44 

39 

42 

41 

39 

36 

50 

66 

40 

53 

57 

53 

39 

46 

52 

47 

42 

42 

39 

39 

40 

42 

43 

36 

44 

55 

53 

52 

45.3 

Minimum.... 

27 

31 

19 

&3 

35 

33 

31 

40 

30 

20 

44 

31 

22 

26 

34 

84 

36 

84 

88 

34 

29 

23 

20 

24 

40 

34 

34 

31.0 

Prinnptj^n 

Maximum .  . . 

48 
25 

34 

27 

40 
15 

39 
83 

42 

36 
33 

35 
30 

56 

53 

46 
30 

54 

53 

60 

38 
17 

t 

53 

41 

42 

42 
32 

38 
32 

38 
33 

37 
28 

40 

40 
34 

39 

41 
20 

52 

38 

49 
33 

58 
34 

44.3 
29.5 

rnut-cLuii iYiiuiLuuui. . . . 

44 

17 

43 

SO 

33 

34 

24 

19 

RnssellviUa^S 

Maximum... 

42 

31 

38 

37 

36 

36 

86 

51 

47 

38 

46 

37 

37 

27 

33 

33 

39 

39 

39 

34 

34 

30 

35 

35 

28 

41 

38 

46 

56 

37.9 

Minimum.... 

6 

26 

13 

26 

33 

84 

27 

28 

30 

36 

19 

19 

35 

19 

25 

31 

81 

36 

31 

31 

28 

24 

27 

22 

17 

20 

85 

33 

26.2 

Central  Dh 

isinn. 

Maximum  . . . 

38 

37 

38 

40 

40 

37 

34 

53 

49 

46 

47 

67 

42 

36 

37 

42 

40 

41 

41 

88 

85 

82 

89 

39 

37 

37 

45 

46 

47 

41.0 

Ancnorage  

Minimum.... 

18 

16 

6 

27 

35 

31 

29 

29 

41 

33 

16 

35 

27 

15 

3 

21 

26 

36 

36 

32 

31 

29 

19 

S4 

19 

18 

34 

35 

33 

26.3 

Maximum  . . . 

44 

42 

38 

95 

42 

48 

36 

58 

62 

60 

52 

69 

55 

44 

44 

62 

48 

45 

45 

40 

40 

35 

40 

40 

40 

43 

49 

49 

66 

45.7 

Bowling  Green 

Minimum.... 

23 

28 

18 

31 

36 

85 

30 

28 

43 

33 

21 

39 

83 

20 

20 

28 

37 

35 

33 

34 

SO 

25 

35 

26 

20 

88 

88 

36 

30.4 

(Maximum... 

39 

36 

37 

43 

40 

47 

35 

55 

49 

60 

50 

62 

60 

34 

87 

45 

44 

51 

48 

40 

36 

41 

40 

87 

41 

45 

45 

60 

48.8 

Danville 

Minimum.... 

16 

20 

14 

27 

83 

34 

28 

25 

40 

37 

25 

37 

30 

20 

11 

22 

27 

86 

39 

82 

32 

28 

19 

35 

26 

16 

% 

35 

83 

27  9 

Maximum  . . . 

40 

38 

39 

44 

42 

65 

37 

65 

55 

58 

50 

61 

57 

38 

89 
14 

45 

44 

61 

51 

43 

87 

35 

42 

40 

40 

42 

45 

60 

45.3 

DixDam 

Minimum.... 

16 

22 

9 

27 

36 

36 

30 

29 

41 

4fi 

27 

39 

33 

23 

24 

29 

87 

37 

83 

33 

31 

22 

36 

Ifl 

87 

38 

35 

29.9 

Kabank  

Maximum  . . . 
Minimum.... 

42 
12 

18 

40 
5 

45 
22 

43 
32 

55 
33 

46 
25 

67 

50 

63 

62 
24 

62 

5.5 

53 

20 

42 

63 
24 

50 

64 

52 

49 
31 

44 

41 

37 

41 
29 

38 

42 

fx 

44 
31 

57 
34 

48.1 
26.1 

25 

40 

34 

31 

15 

29 

35 

37 

31 

24 

18 

24 

15 

24 

Frankiort 

Maximum  . . . 

37 
13 

35 
19 

42 
5 

42 

25 

43 

50 

36 

54 

50 

49 

it 

61 

55 

?S 

36 

41 

43 

47 

44 

40 

38 
31 

34 

26 

89 

40 

47 
35 

44 
34 

47 

48.  a 

27.4 

Minimum.... 

34 

34 

29 

38 

40 

23 

36 

30 

20 

6 

20 

35 

38 

32 

29 

36 

25 

18 

33 

Maximum  . . . 

44 

45 

48 

44 

42 

43 

35 

68 

58 

53 

52 

60 

69 

35 

43 

62 

62 

47 

4e 

40 

37 

38 

4] 

42 

39 

45 

49 

60 

57 

46.5 

Glasgow   

Minimum 

17 

25 

11 

26 

35 

34 

29 

19 

43 

40 

22 

40 

34 

20 

19 

24 

31 

38 

38 

38 

33 

29 

21 

36 

25 

19 

80 

37 

35 

29.0 

Maximum  . . . 

42 

40 

41 

42 

42 

56 

36 

58 

64 

56 

61 

60 

56 

36 

42 

62 

60 

45 

40 

38 

35 

42 

41 

39 

44 

46 

47 

55 

•'• 

46.9 

Greensburg 

Minimum.... 

13 

23 

6 

25 

32 

32 

27 

26 

39 

37 

21 

82 

30 

20 

15 

21 

26 

35 

36 

29 

80 

27 

18 

34 

24 

14 

86 

34 

82 

26.7 

Maximum  . . . 

43 

35 

42 

42 

47 

66 

51 

61 

61 

63 

52 

56 

66 

85 

52 

45 

42 

41 

45 

40 

47 

35 

48 

44 

38 

44 

48 

47 

53 

46.3 

iFvington 

Minimum.... 

8 

20 

15 

12 

35 

33 

28 

31 

32 

31 

20 

40 

28 

19 

15 

25 

28 

37 

33 

34 

28 

24 

29 

22 

22 

38 

36 

34 

27.0 

Leitchfield 

Maximum  . . . 

41 

39 

37 

40 

89 

33 

57 

62 

49 

59 

61 

33 

42 

45 

41 

40 

41 

85 

34 

32 

87 

41 

33 

46 

48 

60 

43.2 

Minimum.... 

24 

24 

IS 

30 

34 

33 

23 

29 

43 

32 

19 

39 

29 

16 

16 

25 

28 

36 

35 

31 

31 

28 

21 

33 

■  2£ 

18 

84 

34 

85 

28.1 

Maximum  ... 

87 

33 

38 

41 

40 

53 

52 

47 

57 

46 

b'^ 

38 

32 

38 

42 

41 

48 

43 

36 

35 

32 

41 

38 

31 

39 

44 

42 

45 

41.4 

Lexington   

Minimum.... 

21 

13 

10 

30 

34 

32 

28 

29 

40 

20 

25 

36 

22 

17 

14 

22 

26 

34 

33 

32 

80 

25 

20 

30 

18 

18 

37 

84 

83 

26.8 

Maximum  . . . 

38 

32 

38 

41 

42 

37 

33 

54 

50 

46 

48 

67 

37 

34 

43 

43 

41 

42 

35 

84 

38 

30 

39 

47 

40 

48 

40.3 

Louisville 

Minimum.... 

28 

18 

17 

32 

36 

32 

30 

32 

44 

30 

24 

37 

24 

24 

18 

26 

29 

37 

36 

34 

82 

29 

27 

31 

24 

24 

39 

37 

86 

29.8 

Do.  Bowman  Field 

:  Maximum... 

38 

83 

39 

41 

41 

87 

32 

54 

48 

12 

46 

67 

36 

34 

37 

39 

39 

41 

41 

35 

33 

39 

40 

32 

40 

46 

40 

60 

40.2 

:Minimum .... 

22 

17 

10 

31 

34 

31 

28 

30 

43 

29 

22 

36 

24 

11 

8 

21 

24 

36 

84 

32 

32 

26 

23 

30 

23 

22 

36 

35 

34 

•■ 

27.0 

Mammoth  Cave 

Maximum  . . . 

42 

39 

40 

36 

41 

54 

35 

56 

61 

39 

58 

58 

54 

47 

43 

63 

46 

45 

48 

41 

40 

35 

40 

41 

38 

43 

48 

48 

57 

.. 

45.7 

Minimum.... 

16 

22 

4 

28 

33 

31 

26 

26 

41 

38 

13 

39 

27 

10 

15 

28 

27 

34 

80 

80 

30 

■JO 

15 

32 

21 

10 

37 

34 

31 

25.8 

Maximum  . .. 

26 

26 

28 

27 

28 

41 

31 

50 

49 

49 

48 

56 

56 

32 

34 

39 

40 

40 

38 

39 

37 

85 

37 

40 

45 

45 

51 

89.4 

.■^t.  John 

Minimum.... 

!4 

22 

6 

21 

32 

32 

26 

27 

39 

34 

18 

36 

27 

18 

10 

23 

27 

33 

36 

80 

30 

27 

19 

35 

32 

17 

84 

33 

32 

26.1 

Shelby ville  

Maximum  . . . 

36 

29 

40 

38 

40 

40 

84 

h2 

48 

46 

47 

5S 

62 

35 

87 

39 

4( 

40 

40 

8f 

89 

37 

39 

45 

45 

46 

11.0 

Minimum.... 

U 

Iti 

6 

25 

32 

32 

25 

27 

38 

18 

34 

27 

18 

4 

12 

22 

84 

80 

28 

27 

18 

31 

23 

18 

32 

82 

21 

24.8 

Smith's  Grove  ■■■■  ^. 

Maximum... 

42 

3'' 

40 

39 

52 

52 

33 

66 

49 

48 

60 

59 

40 

36 

42 

61 

45 

4f 

42 

40 

38 

39 

39 

35 

46 

48 

46 

57 

44.0 

Minimum.... 

20 

29 

13 

30 

33 

37 

29 

29 

41 

18 

38 

36 

20 

19 

26 

32 

40 

32 

34 

30 

20 

35 

26 

18 

38 

37 

84 

30.2 

:  Maximum  . . . 

44 

30 

40 

38 

52 

58 

30 

56 

60 

60 

52 

62 

53 

34 

41 

50 

60 

56 

44 

42 

84 

30 

43 

40 

35 

46 

44 

60 

56 

45.5 

Stearns...   — 

'Minimum  — 

24 

30 

10 

29 

30 

40 

29 

24 

44 

44 

25 

35 

47 

20 

16 

22 

30 

36 

42 

80 

21 

85 

26 

14 

40 

38 

32 

30.1 

Taylorsville   

JIaximum  ... 

40 

36 

40 

42 

43 

44 

35 

56 

49 

48 

59 

47 

31 

40 

41 

41 

43 

42 

38 

37 

S8 

40 

41 

34 

40 

47 

48 

50 

42-8 

.Miuimum.... 

U 

16 

5 

27 

34 

33 

29 

31 

32 

24 

37 

20 

4 

17 

22 

36 

36 

31 

21 

28 

2( 

19 

20 

35 

85 

31 

26.0 

Williamstown 

Maximum... 

36 

35 

38 

40 

40 

43 

38 

50 

4S 

46 

44 

87 

62 

83 

35 
13 

40 

40 

41 

41 

39 

35 

40 

38 

36 

37 

43 

43 

43 

40.8 

Minimum.... 

22 

17 

9 

26 

34 

34 

27 

27 

40 

37 

21 

87 

29 

14 

20 

34 

35 

32 

28 

2! 

20 

33 

20 

16 

32 

84 

32 

26.4 

Eastern   Dix 

sirm. 

Annville 

.Maximum  ... 

43 

36 

37 

41 

44 

57 

37 

56 

61 

65 

60 

64 

55 

31 

40 

49 

49 

56 

52 

58 

37 

60 

46 

40 

48 

50 

55 

53 

43. 0 

:Minimum.... 

12 

17 

4 

20 

32 

35 

28 

21 

27 

39 

26 

27 

35 

20 

7 

20 

27 

86 

40 

33 

.^2 

26 

17 

24 

23 

n 

31 

36 

83 

26.4 

Ashland    

Maximum  . . . 

39 

34 

41 

42 

43 

60 

39 

56 

53 

68 

49 

05 

66 

35 

39 

40 

49 

48 

42 

41 

39 

41 

44 

45 

42 

33 

43 

41 

43 

46.2 

Minimum.... 

17 

18 

10 

22 

S3 

31 

31 

30 

34 

41 

28 

32 

33 

22 

13 

35 

35 

81 

29 

27 

86 

25 

13 

29 

36 

34 

27.5 

Maximum  . . . 

41 

37 

36 

42 

41 

56 

38 

45 

57 

66 

49 

63 

60 

.16 

40 

if. 

57 

66 

56 

42 

38 

36 

43 

43 

43 

47 

46 

49 

"46.8 

Berea 

Minimum.... 

19 

20 

10 

19 

34 

34 

29 

26 

27 

45 

26 

36 

34 

20 

11 

24 

38 

41 

32 

22 

20 

11 

10 

25 

35 

34 

•26.6 

Cumberland 

Maximum  . . . 
Minimum.... 

.. 

Maximum  . . . 

34 

84 

.35 

39 

39 

38 

38 

.55 

65 

60 

50 

60 

60 

35 

36 

39 

44 

46 

46 

43 

36 

85 

48 

43 

39 

^ 

44 

45 

44 

"42.' 8 

Farmers 

Minimum.... 

11 

17 

2 

18 

33 

32 

80 

29 

31 

42 

26 

21 

2 

14 

26 

86 

39 

38 

31 

22 

24 

34 

24 

12 

31 

85 

33 

25.8 

.  ,  ., 

Maximum  . . . 

42 

89 

40 

42 

42 

47 

41 

69 

64 

69 

59 

65 

61 

34 

38 

47 

47 

47 

48 

45 

40 

37 

42 

42 

42 

39 

il 

43 

48 

46.3 

Minimum.... 

15 

22 

8 

23 

27 

32 

32 

27 

30 

41 

40 

2.5 

34 

8 

15 

27 

37 

41 

34 

26 

24 

33 

27 

13 

32 

39 

86 

27.7 

Maysville 

Maximum.  .. 

35 

35 

39 

41 

42 

53 

37 

53 

49 

54 

47 

59 

65 

33 

39 

30 

44 

45 

45 

41 

40 

41 

40 

89 

87 

43 

42 

43 

43.0 

Minimum.... 

14 

17 

5 

20 

34 

33 

30 

30 

36 

27 

31 

31 

21 

6 

25 

86 

84 

;io 

''8 

26 

35 

26 

14 

32 

35 

34 

• 

26.8 

Middlesboro 

Maximum  . . . 
Minimum.... 

44 

16 

38 
20 

H9 
27 

33 

69 

41 
81 

64 
27 

49 
39 

60 
43 

49 

30 

60 
33 

36 
23 

41 

17 

62 

21 

i 

52 
88 

4!' 
42 

4.') 
33 

83 

8fi 
30 

46 
23 

l\ 

39 
25 

43 
15 

46 
37 

58 
41 

56 
36 

•• 

''46.6 

'80.  1 

Mount  Sterling 

Maximum  . . . 

37 

25 

35 

40 

40 

52 

36 

63 

50 

63 

48 

fiO 

54 

31 

40 

41 

48 

46 

42 

35 

.^4 

41 

40 

33 

36 

42 

42 

44 

42.4 

Minimum.... 

13 

20 

7 

21 

34 

34 

29 

29 

3- 

44 

25 

32 

20 

5 

21 

26 

35 

40 

32 

30 

27 

21 

36 

23 

16 

34 

35 

33 

27.4 

Pikeville 

Maximum.  .. 

43 

38 

42 

66 

36 

62 

fio 

71 

62 

66 

55 

33 

41 

49 

54 

57 

50 

39 

41 

38 

46 

49 

37 

36 

48 

46 

60 

■• 

47.4 

Minimum.... 

26 

82 

20 

33 

32 

35 

25 

27 

44 

35 

26 

45 

23 

14 

16 

37 

41 

35 

34 

30 

28 

34 

30 

16 

30 

40 

36 

29.3 

p. 

.Maximum  . . . 

Minimum 

IMaximum... 
IMinimum.... 

;■ 

]] 

•• 

Quickscind •• 

28 

24 

26 

41 

27 

24 

19 

6 

14 

26 

35 

39 

«n 

81 

23 

22 

31 

19 

37 

40 

36 

33 

■f27.'8 

Kictimond  — ■■  - 

: Maximum  ... 

38 

28 

40 

40 

■io 

52 

35 

61 

48 

65 

50 

60 

36 

36 

S7 

40 

44 

47 

45 

40 

38 

36 

42 

4(1 

34 

40 

40 

40 

50 

42  6 

:Minimum  ... 

22 

23 

13 

28 

35 

35 

30 

28 

42 

43 

26 

34 

40 

22 

16 

23 

28 

35 

37 

35 

30 

28 

23 

86 

25 

20 

35 

36 

34 

29.7 

Williamsburg 

:Maximum.  .. 

42 

36 

39 

61 

63 

65 

39 

56 

61 

60 

61 

66 

67 

30 

4.=i 

54 

61 

^7 

61 

39 

87 

4) 

48 

68 

60 

62 

62 

58 

60.9 

:  Minimum.... 

20 

21 

3 

26 

30 

3S 

33 

34 

33 

42 

25 

30 

39 

22 

11 

22 

31 

32 

34 

28 

30 

26 

33 

3" 

80 

33 

36 

37 

•■' 

29.1 

Winchester   

Maximum... 

87 

28 

39 

39 

39 

66 

34 

54 

48 

53 

47 

fiO 

86 

34 

35 

40 

43 

6C 

46 

41 

37 

32 

40 

40 

36 

4-^ 

43 

38 

^0 

41.6 

Minimum  .... 

18 

26 

8 

26 

24 

34 

28 

42 

44 

25 

84 

20 

10 

21 

26 

86 

41 

32 

80 

29 

^ 

36 

^ 

16 

32 

36 

33 

28.1 

SS  Instmmentsare  read  in  the  morninp;  the  maximum  temperature  then  read  is  f barged  to  the  preceding  day.  on  whicli  it  almost  always  occurs 
•.''.''  etc  indicate  respectiveU-  I.  2.  ?.  Htc.    davs  missing  from  i<voord. 
Louisville   3  15  10  llO!' 
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GENERAL   SUMHAB'Sr. 

Weather,  colder  than  the  average,  with  freezing  temperature 
on  most  nights,  prevailed  until  late  in  the  month.  The  brief 
periods  of  warmth  were  accompanied  by  n)oderate  to  heavy 
rains,  which  interfered  with  the  spring  activities  usual  at  this 
time.  Because  of  these  unfavorable  weather  conditions,  progress 
with  sowing  tobacco  plant  beds  and  other  preparatory  spring 
work  was  very  slow.  Such  advances  as  occurred  along  these 
lines  were  largely  determined  by  character  of  soil  and  drainage. 
The  work  proceeded  haltingly,  and  only  in  those  localities  with 
the  lighter  and  better  drained  soils.  There  was  some  plowing 
in  such  places  in  the  second  week  and  toward  the  end,  but  this  was 
stopped  by  rain  after  slight  progress.  Most  tobacco  plantbeds 
were  sown  in  the  last  decade,  but  frequent  rain  near  the  end  of 
the  month  prevented  completion  of  this  work.  For  the  same 
reason  the  planting  of  early  potatoes  was  interrupted  soon  after 
it  began.  Somewhat  better  progress  occurred  with  spring  work 
in  the  western  counties,  where  rainfall  was  generally  lighter 
and  there  was  more  sunshine.  All  spring  activities  were  from 
one  to  two  weeks  behind  at  the  end  of  the  month. 

Prior  to  the  last  five  days,  vegetation  remained  as  dormant  as 
in  a  winter  month.  Livestock  required  the  same  care  and  heavy 
feeding.  Because  of  the  backward  condition  of  pastures,  there 
was  considerable  grazing  of  the  more  advanced  winter  grains. 
In  some  cases  this  grazing  was  too  severe,  leaving  the  plants  in 
a  weakened  condition.  Vigorous  growth  began  in  the  short 
warm  period  at  the  end  of  the  month,  but  grass  had  not  come 
forward  sufhciently  to  be  of  any  use  as  pasture.  Grain  fields 
presented  a  variable  appearance,  ranged  from  very  small  plants 
in  those  sown  late  to  normal  size  in  the  early  sown.  There  was 
considerable  irregularity  in  the  stands  of  the  earlier  seedings, 
especially  in  the  hilly  sections,  but  little  indication  of  important 
winter  injury.  Even  the  smallest  plants  seemed  to  be  in  good 
condition.  Fruit  buds  were  practically  dormant  at  the  end  of 
the  month. 


TEMPEKATtTRE. 

The  first  20  days  averaged  about  four  degrees  below  normal 
and  culminated  in  the  coldest  weather  of  the  month.  In  this 
period  from  the  22d  to  26th  inclusive,  daily  mean  temperatures 
ranged  from  13  to  25  degrees  below  the  seasonal  level.  As  a 
rule  the  coldest  day  was  the  2.5th,  when  minima  varied  between 
11°  and  20°  at  most  stations.  Decidedly  warm  weather  on  the 
last  four  days  reduced  the  monthly  deficiency  to  about  two 
degrees.  Short  periods  of  warmth  also  occurred  in  the  periods 
lst-3d  and  17th-18th.  Temperatures  were  below  the  average  on 
nearly  every  other  day,  with  deficiencies  ranging  from  5"-'  to  15  ' 
Extremes  for  the  State  were  81°  on  the  31st  and  11°  on  the 
25th  at  St.  John. 


PRECIPITATION, 

Precipitation  averaged  slightly  more  than  the  normal  amount 
for  March.     Most  stations  along  or  near  the  Ohio  River  from 

Ballard  to  Boone  County  and  in  the  eastern  border  counties  reported  less  than  4.0 

ate  from  the  lower  Salt  River 
lehes.  In  other  sections,  which 
aried  between  4.0  and  fi.n  inches, 
at  rniontown  and  7.33  inches  at 
in  the  periods  2-3d, 


inches.  Several  counties  in  the  central  part  of 
Valley  south  to  the  boundary  received  from  6.0 
comprised  most  of  the  area  of  the  State,  precipit 
For  the  State  as  a  whole  it  ranged  betweefi  i.us 
St.  John.  Moderate  to  heavv  rains,  in  some  <■[ 
ll-14th,  and  'iHth-Slst.  Liglit  to  moderate  shf,we 
on  the  l.Sth  and  22d-25th.  As  a  rule  the  heuvii 
amounts  exceeding  three  inches  wen'  reported  f 


■'xcessi 

ither  locally  distributed,  occur 
lins  fell  on  the  3d,  when  24-h( 
some  central  stations.     Snow  w 


icavlost  In  I  ho  southern  oountlcH,  where  tiiontlily  amoiintii  ransod  from  3.0  to  8  0lncli<;n, 
'^Isewhcnt  In  tho  Stato  inoHt  hiatloiis  reported  from  1.0  to  'i.U  liichen.  Uat^fi  with 
hunilonitorms  wore:  2.  11,  12.  l;i,  18,  2'.).  and  30. 

MISCELLANEOUS. 

March  2-3.  -A  suddnn  rise  In  Salt  Klvor  and  Hnuihoars  Creek  lloodr.d  thp  town  of 
Taylorsvllle.  Between  JOO  and  SOO  persons  living  In  one-stfiry  dwellliiKu  were  driven 
from  their  homes, 

AVrpri).— A  rise  early  in  the  month  lifted  tho  water  lovol  In  the  Ohio  to  a  Htaflre  of 
3.S  to  40  feet  at  most  stations  aloiitf  the  north  boundary  of  the  State,  /.nother  moderate 
rise  that  occurred  In  the  thinl  week  was  subsldlnR  at  tho  end  of  the  month. 

Errata.  -.lanuary,  11)40,  page  2:  Mt.  Sterling  total  snowfall  should  be  12.6.  Tay- 
lorsvllle minimum  temperature  should  be  lb  on  the  26th. 

PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo Ill 

•innati  Ohio 

Evansville Ind 

Louisville   Ky 


30.01 
30.01 
30.00 


30.56 
30 

30.67 
30.54 


29.59 
29.61 
29.63 
29.66 


COMPARATI'VE  DATA  FOR  MARCH. 


Temperature. 


Precipitation        Number  of  days 


Ivi38.... 
1935.... 

Period 


40.5 

41.2 

41.8 

40.6 

45.0 

50.8 

45.0 

41.1 

49.6 

50.7 

43.9 

42.8 

46.4 

47.2 

52.5 

47.7 

52.2 

39.2 

54.9 

51.8 

44.8 

55.0 

46.0 

41.3 

46.5 

41.8 

37.8 

43.5 

45.9 

51.6 

47.6 

46.3 

56.7 

49.4 

45.6 

41.5 

1     49.2 

1     40.2 

48.4 

4.5.6 

52.0 

44.5 

41.4 

41.2 

1     46.0 

!     43.6 

54.6 

50.7 

42.2 

53.7 

49.4 

43.9 

46.0 

6.16 
7.94 
7.59 
8  10 
2.58 
3.50 
4.44 
4.43 


2.57 
6.22 
7.22 
3.62 
2.11 
3.39 
6.52 
1.97 
5.65 
4.85 
5.75 


9. 56 
4.85 
1.43 
6.29 
5.78 
8.04 
4.7^ 


,^S  i 


!  10 


t52  year  averages. 
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March,  1940 


CUmatological  Data  foT  Mar c h.  19 4 0 . 


Ohio.  •■• 

McLean 

Hopkins 

Crittenden 

Marshall 

Muhlenourg... 

Ohio 

Henderson 

Christian 

Ballard 

Craves 

Calloway ■ 

Daviess 

Daviess 

McCracken   ... 

Cald'.vell 

McLean 

Logran   

Union 


Breckinridge 

Jefferson 

Warren 

Edmonaou  .  .  • 

Pulaski 

Carroll 

Campbell   — 


Western  DivitUm. 

Beaver  Dam 

Calhoun 

Karlington 

Fords  Ferry,  Dam  50  . 

Gilbertsville 

Greenville   

Hartford  (near," 

Henderson 

Hopkinsville 

Lovelaceville 

Maytield 

Murray 

Owensboro 

Owensboro,  Dam  46.  ■ 

Paducah  

Princeton 

Rnmsey.Lock  2  t 

Russell  ville 

Uniontown,  Dam  49.. 

Central  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Lock  6i. 

Burnside 

Carrollton,  Lock  1 

Cold  Spring,  Dam  36.. 

Danville 

Dix  Dam,  Burgin 

Eadsville 

Eubank  

Frankfort,  Lock  4 — 

Gest,  Lock  3 

Glasgow   

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7.. 

Crvington  

LaGrange 

Lancaster 

Leitchfield  

Lexington 

Littlellicknian.LockSl 

Lockport,Lock2 

LODISVILI.R 

Do.  Bowman  Field.. 

Mammoth  Cave 

Monticello ■ 

Munfordville 

6t.  Jonn 

Salvisa,  Lock  61 

Shelby  ville 

Shepherdsville 

Smith's  Grove 

Stearns   

Taylorsville 

Tyrone,  Lock  51    

w'illiamstown 

Woodbnry,  Lock  4  t.  . . 

Etiflent  Dii'isioii. 

Annville 

Ashland   

Berea 

College  Hill,  Lock  U... 

Cumberland  

Cynthiana 

f  almouth 

Farmers   

Flemingsbnrg   

Ford,  Lock  101 

Grayson   

Greenup,  Dam  30 

Hazard 

Heidelberg, Lock  14  ... 

Jackson 

.Jenkins 

Louisa 

Maysville.  Diira  83  .... 

Middlesboro 

Mount  Sterling 

Oneida    

Oneonta.  Dam  351 

I'aintsville 

Pikeville 

Pippapass 

Quicksand 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9. . . 
Vanceburg.Dam  32... 

Williamsburg 

Willow.  Lock  13.  ...... 

Winchester  

Ht&ii'  averages  and  p.x 

All  temperature  data  are  taken  from  : 
The  departures  from  normal  tnmpeni 

used  in  determiningsection  ordivifion  i 
Reference  letters,  *,  '',  ",  apiv  iirin 
+  Also  on  other  dates.  +t  |{(.r.i\  .'i 
•rtainfall  record  by  tj.  S.  ICiiginee 


Mercer 

Wayne 

Pulaski 

Franklin 

Henry 

Barren 

Boone 

Green 

.lessamine 

Breckinridge   ... 

Oldham 

Garrard 

Grayson 

Fayette 

Jessiimine  

Himry 

.lefferson 

Jefferson 

Edmonson 

Wayne  • 

Hart 

Hardin 

Mercer 

Shplby 

Bullitt 

Warren 

McCreary 

Spencer 

Anderson 

Grant 

Bntl^r 


Jackson  ... 

Boyd 

.Madison.. . 
Madison.. . 
Harlan  .  . . . 
Harrison  .  . 
Pendleton . 
Rowan 


infT 


Clark 

Carter   

Greenup 

Perry    

Lee 

Breathitt....'^ 

Letcher 

Lawrence 

Mason 

Bell 

Montgomery  . 

Clay 

Campbell 

•Johnson 

Pike 

Knott 

Breathitt 

Estill   ........ 

Madison 

Madison 

Lewis 

Whitley 


Temperature,  in  degrees  Fahr. 


31 


Precipitation  in  inches  Number  of  days' 


+0.S3I  1.16 
4.95-1.001  l.OS 
2.58-1,69]  0.57 
2. 69  -1.081  U.69 


+  0 

-0.41 
■H.  12 

-1 


1.  62  -{ 

1.62+5 


25 


52 


1.45 

1.70 

..    2.45 

46    2.95 

.    1.46 

.1    2.46 

99    2.37 

1.70 

1.95 

..      2.35 

.54    1.35 


+2.69 

.38 

+1.93 


-1.9(1 
+  1.50 
+0.26 
+  1.14 
+  0.16 
57 
+2  06 

-031 


1.85 
..    1.52 
48    2.18 
1    1.40 
2.68 

1.85 

■1.8s  2.60 
2.64 
...„  1.87 
-0.54  2.05 
+0.95  3  17 
2. 59 
2.70 
1.60 
2.19 
3.26 
2.13 
3.98 
3.30 
1.88 
1.68 
3.  82 
2  75 
3.15 
2.12 


.35 


Eldred  G.  Young. 

K.  C.  Bennett. 

Brick  Sonthworth . 

Lockra  aster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  T.  Street,  Jr 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Pat  W.   Wpar. 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lagore.* 

S.  J.  Lowry. 

Lockmaster. 

Wm.  .Shelton. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Cau.sey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

.Toe  Norfleet- 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Bettio  IC.  H.  A)cox~n. 

Lockma.ster. 

L.  O,  Stiles. 

J.  C.  ngff. 

Kentucky  Utilities  Co. 

D.  Lem  Hughes. 

U.  S.  Weather  Bureau - 

Lockmaster. 

Lockmaster. 

U.S.  Weather  BnreHii 

U    S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O-  Cooper. 
Chester  Williams. 
Sisters  of  Loretto. 
Lockmaster. 
Willa  S.  Ralta, 

C  W.  Guernsey. 

Airway  Station. 

Airway  Station. 

Thad.  Cheatham,  Sr. 

Lockmaster. 

Miss  Nettie  B.    SimpsoD. 

Lockmaster. 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  Ambros  . 

Lockmaster. 

Oion  Cook. 

S.  M  Hill 

Jessie  Oldham. 

Lucille  C-  Stamper. 

C.  A.  Glascock 

Lockmaster. 

Mrs-  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

.Jas.T   Goff. 

R.  J    Howard, 

Zeb  Heston. 

Lockmaster. 

Matthew  Woodson 

W.  K    McKoe. 

Garret  Combs. 

Lockmaster. 

A.  L.  Donta. 

U.  S  Wi-atiier  Bureau. 

Cpriev  Unn  Com.  Cen. 

U.    W.  .loiips. 

Lockmaster. 

.1.  W.  crooke. 

Lockmaster. 

Lockma.ster. 

Wadely  Wo.^t, 

Lockmaster. 

.\ir\vay  Station. 


;  thermometers. 

litalioii  ari'  cumputiid  only  for  such  "Jtations  as  have  ten  or  mo: 
MininM.y.    UrnwiiHvill,.  and  Woodbury  an- LockH  on  the  (in 
nrii'  at"  iiiimbor  of  <laya  mis.tiiiK;  for  example,  h  represent 
incluiiivi  in  nii'ansand  summaries  'I'    Procinitation  is 

I'  rcconi  liy  .loe  Lagore  at  Padiicah  \o.  2. 


rs  of  record,  hut  all  complete  reports  are 
Irc'Ti  River;   other  Locks  are  ou  the  Kentucky  River 
wo  days,  etc. 
ss  than  0.01  inch  rain  or  melted  snow 
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40. 

Dal 

!Zi 

'reolpUutlon  for  Maicli,    19 

1 

8t«tlOIM 

Day  of  MioMl.li 

1 

3 

8 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

18 

16 

17 

18 

W 

20 

21 

22 

28 

24 

26 

2« 

27 

28 

1 

.43 

.40 
.50 
.48 
.30 
.46 
.41 
.27 
.61 
.66 
.28 
.62 
.29 
.27 
.46 
.57 
.84 
.62 
.24 

.82 
.10 
.18 
.65 

.10 

.13 
.06 

1.32 
.03 

1.35 
.17 
.25 
.14 
.09 
.04 
.06 
.21 
.28 

1.85 
T. 
.11 

'.'23 

.16 
.12 
.35 
.05 

';2fl 

>23 
.22 
1.28 
.44 
.26 
.18 
.80 
.50 

.14 

.09 
.11 

.18 

80 

.if- 
.24 
.37 
.OH 
.411 
.60 

i 

.10 
.44 
.47 
.16 
.11 
.16 
.38 
.07 
.62 
.02 

.29 

1.15 
.95 
.68 
.77 

1.46 
.61 
.49 

1.70 
.90 

2.35 

'.'48 
.40 

1.14 
.32 

1.52 
.97 
.49 
.83 
.87 
.70 

1.10 

1.84 
.56 
.87 

1.08 
.88 

1.60 
.98 
.86 
.89 
.90 
.98 
.90 

1.68 

:^6^ 
.95 

.63 

1.88 
1.20 
2.26 
1.00 

81 

Wfsteni  Pii-ision 
Heaver  Pam U. 

.74 
.48 

':8 

1.00 
.60 
.21 

2.46 
.62 

.80 
.72 

.10 
.08 
.16 
.71 
.61 
.15 
.09 

1.10 
.50 
.04 
.iPl 

.35 
.91 
.16 
.53 
.40 
.26 

.09 

■.'87 
.53 
.42 
.71 

'!i6 

.15 
.55 

.'' 

".6\ 

.66 
.66 

1. 00 
.80 
.7.) 
.62 
.60 
.31 
.46 
.20 

1.16 
.69 
.32 
.30 
.82 
.66 
.58 
.84 
.05 

.20 

'.'24 
.35 
23 
.34 

.07 
.09 
.46 
.22 

'!08 
.22 
.27 
.54 
.15 
.09 
.65 

■i 

.05 
.07 
.33 
.53 
.52 
.27 
41 
.27 
.:« 
.07 
.25 
.31 
.57 
.01 
.20 
.03 

.51 

.08 
.06 
.08 

Vofi 
.52 
T. 

V02 
T. 

.09 

'.'01 

Vis 
.12 

.06 

.16 
.02 

.90 

T. 
.01 

:i2 

.19 
.02 
.80 
.16 
.06 
.03 

'iio 

.60 

i?^ 
.02 
.26 
.09 
.11 
.17 
.06 

T. 

.04 
.01 

t"' 
.01 
.10 

.10 
.82 

.04 
.01 

t" 

f.' 
T. 

'.'43 

'.'oi 

.10 
.16 

.14 

'i98 
.27 
.44 
.78 

'!37 
.75 

'^78 

'.'54 
.38 
.80 
.35 
.64 
.94 

'.'22 

'.'05 
.94 
.74 
.22 

'.'59 
.86 

.31 
.01 
.87 
.09 

.... 

'.'." 

.77 

■:i4 

".n 
'.'90 

6, -2 
3.89 
«.1)3 
8.80 
3.69 

l^ 
8.48 
6.79 
3.97 
4.86 
4.96 
2.68 
2.69 
4.87 
4.90 
4.09 
6.89 
2.08 

3.62 
6.62 
7.28 
7  07 
6.69 
6.10 
3.71 
4.54 
5.51 
6.26 
6.36 
4.17 
5.04 
6.48 
5.04 
3.49 
6.64 
5.78 
4.88 
4.90 
5.83 
6.30 
6.07 
6.32 
3.90 
5.34 
5.27 
6.80 
6.26 
5.63 

6.56 
6.48 
6.11 
6.29 
5.97 
5.67 
5.45 
5.42 
6.89 

5.19 
4.79 
0.2S 
8.01 

.02 

T. 

... 

'tv 

T. 

'.'i6 
'.'08 

T. 
'.'63 
'.'02 

T. 

'.'.'.'. 

tv 

'f.' 

bonis  Korry'Dam  56« 0. 

.05 

.05 
1.38 
.04 

"OT 
.27 
.66 
.05 

'."37 

T. 

T. 

T. 

.... 

■f.' 

.47 
.86 
.96 

.09 

T. 

.16 

.08 

T 

.18 

T. 

T. 
.42 

1.02 
1.16 

Vei 

.80 
.90 
.66 

'.■•26 
.'36 

'.'99 

.70 
.14 

T. 

T, 

'tv 

■.■62 

t.' 
.01 

'tv 

T. 

T. 

t. 

'.'oi 

'^04 

T 

.03 

.01 

T. 

T. 

f.' 

t.' 
T. 

I 

.07 

t'.' 
T. 

t 

'..vruvillB «. 

IlHitronl  G. 

tV 

•.•6i 

.69 
.55 
1.20 
1.00 
1.08 
.49 
.13 
1.06 
1.48 
.81 
.60 
.25 

.01 

V30 

.65 
.48 

.28 

■.'62 
.12 

.41 

t. 

Vss 

llopUinsvillo 0. 

Lovt-lftoevlllB M. 

Maylield M. 

2.30 

T. 

'.'57 
.49 
.36 
.98 
1.07 
2.00 
.06 

1.45 

1.70 
2.45 
8.44 

2.95 
118 
2.46 

2.37 
153 

i.y5 

.57 
.tio 
3  17 

T. 

.01 

.... 
tV 

tv 

t°' 

f.' 
.20 
.15 

t.' 

'.■56 

.65 

V69 
.28 

.90 
.30 
.92 

.77 

'.'29 
.34 
.61 

.16 
.08 
.69 

V75 

.28 
.42 
.49 
.05 
.54 
.81 

'.■72 
f.' 

'.'06 
.28 

t.' 

■f.' 

.01 
'!66 

f.' 

t.' 
.01 

t.' 
.05 

''08 
T. 
T. 

.'11 
'.'06 

'.'6i 

'.'05 
t. 

.08 

viwi'iishoro    0. 

Owiiislioro   Dam  46  •          0 

T. 
.08 
.03 

.04 

!09 

.18 
.09 
.66 
.34 
.38 
.54 
.10 
.88 
.43 

'.■50 
.62 
.82 
.04 
.28 
.20 
.40 
.43 
.15 
.31 

'.■45 
.15 
.36 
.28 

?: 
.37 

.50 
.39 
.44 
.42 
.30 
.;^3 
.06 
.63 
..30 
.38 
.22 
.41 

.32 
.40 

.47 
.41 

... 

[47 

'.40 
.43 
.30 
.35 
.40 
.43 
.52 
.22 
.47 
..30 
.04 

f. 
t" 

Voi 

f.' 
Vol 

T. 

t.' 

'tV 
.02 

a  .'36 
t'.' 

I'a.liKiili" 0. 

I'riiH'Oton                                          .  .(^ 

T. 

^0» 
T. 
•f.' 

T. 
.10 

■f.' 

'tv 

".u 

>{uiii».'y ,  Lock  No.  2  « G . 

I'uiontowii,  Dam  49' O. 

.11 

.16 
T. 

"t.' 

tv 

it 

.03 
.25 

T. 

'iV 

.05 
.07 
.10 

■.'06 

■.'01 
T. 
.01 

.14 

't. 
.02 

T. 

T. 

'.'oi 

'.'02 

T.' 

".0\ 
T. 

.02 

'.'62 
T. 

'.'08 
.01 

.04 

tv 

.05 

'tv 

t. 
.01 

T. 

.02 
.02 
.03 
.04 
.03 

t. 

T. 

t 

T. 
t.' 
t.' 

'.'62 

Central  Di  vision 
.\Misou,  Diuu45.  - 0. 

i."49 

.•ViKlionvKe 0 . 

Bowling  Oreen   ., G. 

HowliuKOreenr^ro.  2'.-. G. 

Hrowu.ville.Loc'kNo.  6» G. 

Bnrnsi.le'   C. 

C'arroUton    Lock  No.  1= K. 

Cold  Spring,  Dam  36' O . 

Danvillo' K 

Dix  nam,  Burgin Iv . 

Eadsvllle' 

Eubank c- 

IfranUfort.  Lock  No.  4- K . 

.03 

t 
T. 

".ok 

.06 
.07 

t.' 

■.'67 
t" 

'f.' 
.09 
.13 

t' 
.04 

::." 

'i66 

Glasgow G. 

(iraut,  Dam  S'i'                           .            0 

.:::,:S 

....1.28 

•  ■•ri.is 
Mo;i.jo 

.07,2.  W 
1.65    .01 
T.    2.60 
T.    2.61 

....  1.,S7 

.05 

.02 

.02 

Greensburg  G . 

High  Bridge, Lock  No.  7' K. 

t.' 

t.' 

't. 

t 
T. 

't.' 
V02 

tV 

t.' 

.01 
.01 

.14 

Vl5 
.65 
.02 
.08 

t.' 
T. 

.70 
.07 
T. 

VlO 
.20 
T. 

T. 
.40 
.62 
.80 
.05 

.'05 
.49 

'.'39 
.25 

.■73 
.07 

.'S5 

".41 
.40 

1.'45 

V'48 
.87 
.31 
.64 

.02 

.04 
.01 

.... 
.... 

■.'69 

T. 
.03 

LaGrange 0. 

Lancaster' K. 

Loitchtield  ' <i 

Lexington  t K. 

Little  Hicknum,  Lock  No.  S'f K. 

Lockport,  Lock  No .  2  ' K . 

t'.' 

t 

T 
'.'12 

't. 
.02 

.'01 

T. 

.03 

.'ig 
t. 

Vol 

T. 

.05 
.02 

'.U 

.  15 

■r 
.21 

.19 
.04 
.03 

't.' 

vv 

.... 

'54 
'!45 

il 

.04 
.86 
.05 
.02 

t. 

'!6i 

.02 
'.'14 
.... 

'^15 
T. 
.06 

t.' 

.... 

t'.' 

LurisviLi.F.i  i O . 

Do.  Bowman  Field O. 

....2.51    .nn 

■•■    2,59,  .42 
■■■•;,.      '2.-0 
SH     .- 

'.'is 

.19 

'.'61 

.10 

t'.' 

07 
.18 

T. 
T. 
.06 

T. 
T. 

.12 
.10 

Munfordville  ' G. 

St.  John   S 

Salvisa,  Lock  No  6  '1 K . 

Shelbwille                                             S 

....;2.i. 

.12::i.26 
.08,2.13 
OS  3  9« 

V62 

'  r.' 

.03 
T. 

T. 

Vol 

T. 

... 
t. 

T. 

T. 

't'.' 

t" 

.17 

t.' 
.02 

T. 

T. 

T 

T.' 
33 
T. 

".Oi 
.90 
.72 

.'37 

.46 
Vl3 

t. 

.13 

t. 
.03 
.10 
-6 

.01 

Shepherdsville...... S. 

:::: 

3. SO'    .02     - 
3  32    .      1 . . . . 

Tavlorsville S- 

Tyrone,  Lock  No.  5  't K. 

Williamsto wn  L 

.Voodbnry ,  Lock  No.  4°-. G 

Eit.<tcrn   Dirif!!.-!,) 
-^'uivil>  ■- C. 

UtTi-a    K. 

Culh;i-n' Hill,  Luck  No.  11= K. 

Cumberland  .-■•  . C- 

....'2.75 
.05  3  15 
...    2.12 

...-1.45 
...     1.07 
....ii.41 
....iL39 

::::|3;35 

.... 
.07 

.27 

■."05 

!l2 
.28 
.11 
.05 
.09 

'.'11 

.08 

51 
.37 

.- 

T. 

:■ 

.... 

V02 
t. 

'!io 

.64 
V26 

.69 
.09 

'.50 
.94 

'."69 

T. 

.02 

T. 
.02 

'!07 

.10 
'.'03 

'.'02 
T. 
t. 

'.'62 

.'22 
V42 

.18 
.20 

'!30 
.6h 

!85 
.35 
.83 
.78 
.31 
.15 
.25 
.52 

".OS 

r. 

i',' 
.11 

.06 

'.'05 

.05 

'.'08 
.04 
.08 

't'.' 

T. 

T. 
T. 

".m 

t. 
t.' 

.'05 

.'18 

".eo 

t. 

.04 

T. 

T. 

T 

.10 

.04 

.05 

.22 

T. 

t. 

T. 

.14 
.14 
.09 
.07 
T. 
.09 
.02 
.17 
.15 

1.39 

.50 
1.16 

.62 
1  32 

.70 
.46 
.94 

106 
.80 
.82 
.96 
.56 

1.14 
.6! 

.8! 
.84 

6.22 
5.40 
4.16 
6.45 
5.91 
3.77 
4.88 
4.08 
5.70 
4.31 
3.49 
3.67 
5.48 
4.67 

r. 

T. 
.03 
01 

■;o2 

T. 

t'.' 

t. 

".6(, 

T. 

'.'65 

.'76 

t. 

t. 

.'r8 
.11 
T. 
.58 

:     ^ 0. 

Heid«lbergl  Lock  No.'  14°- '. '.'.'.'. '. '. '. '. '. .  k'. 

Jackson  - K. 

ieiikins' B 

.- 

1.25 
2.1« 
2 .  22 
1.00 
l.l.S 

.88 
1.28 
1.26 

.21 

.79 
2.42 

.34 

t. 
t. 

t. 

Louisa' B 

Maysville.  D:im  S3'^ 0 

Middlcshoro      . (' 

Mount  Sterling L. 

.09 
.14 
.14 

.70 
1.00 
1.15 

OneidaM K. 

Oneonta  Dam  35 '                    ( i 

...     1.2f 
...    2.21 

.ir 

.13 
.13 

t. 

■  Or 
.26 

.m 

■.'64 
.02 

'tv 

".Ob 
.0;-' 
.19 

T. 

T 
t 

T. 
T. 

T. 

T. 

'.'22 
T 

t. 

t. 

Voc 
.'01 

T.' 
.01 

t 

T 

.'is 

Vi6 

Vol 

40 
.13 
.49 
.87 

tv 

.20 

t. 
t'.' 

.80 
.16 
.53 
.61 

'tv 

t. 

T. 

't.' 

'^20 

t.' 

t' 

'!03 

.31 
.14 

.06 
.02 

■;27 

.64 

.05 

.62 
.37 

1.28 
1.19 

4.08 
3.56 
4.15 
3.38 

Paiutsville  ' .1? 

Pikeville P, 

{ 

Quicksand' Iv 

..  1... 

2.06 
1.77 
.15 
1.6* 

.14 
.10 

.?.^ 

.'■if. 
.11 

.0'. 

.03 
.45 

"53 

.47 

".Oi- 
.5f 
.02 

t.' 
.06 
.09 

t. 

Vof 

Vos 
'.'57 

1.2P 
.69 

V75 
.46 
.78 
.87 

'.'63 
.08 

.02 
t. 

f.' 
.06 
T. 

'.'06 

't.' 
.23 

t'.' 

'."io 

'.'06 

.97 
.14 
.70 
.05 
.09 

'.'is 

.10 

... 

1.5:^ 

1..S0 

1.60 

1.08 

1.G8 

I.S 

.70 
1.18 

'.95 
.12 
.98 
.81 

3.97 
5.46 
4.65 
6  82 
4.80 
4.08 
6..S6 
6.11 

Rirhraond  K 

Valley  View,  Lock  No.  9' K 

Vanceburg. Dara  No.  32  ' 0 . 

VVillianKburg'     (^ 

1.4f 

Willow,  Lock  No.  13' K 

Winchester K 

1 

Kxcept  as  otiierwisu  nulicattjd  obser 
'Fir.st-order  Weather  Bureau  station 
amount  then  recorded  is  for  the  pre 
T.  Trace,  or  precipitation  less  than 
T.<ickin,  R..dTTnn.e    Kv.  :   Oneonta 
Kentucky:  iS^  .Salt-  'Gi  Green:  <C 
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CLIMATOLOGiCAL  DATA:  KENTUCKY  SECTION. 


IMarch,  1940 


Daily  Temperatures  for  March, 

1940. 

stations. 

^ 

2 

3 

4 

5 

6 

J_ 

^ 

9 

10 

" 

12 

13 

14 

15 

16 

^ 

18 

h 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean 

Wertem  Divi 

sinn 

~~ 

Beaver  Dam  

1  Maximum  ... 

72 

71 

60 

44 

43 

46 

40 

41 

49 

61 

42 

43 

56 

41 

49 

60 

73 

6- 

60 

54 

58 

52 

37 

33 

36 

61 

68 

63 

65 

66 

80 

53.9 

(  Minimum.... 

85 

63 

43 

S7 

34 

31 

25 

28 

20 

83 

33 

S3 

39 

39 

2f 

40 

36 

50 

32 

39 

82 

27 

2b 

21 

19 

24 

87 

50 

55 

50 

49 

35 -U 

Calhoun 

:Maximum  . .. 

72 

71 

62 

49;     44 

49 

43 

44 

50 

62 

39 

42 

56 

42 

50 

62 

75 

74 

61 

67 

60 

67 

40 

40 

62 

68 

62 

74 

68 

•55.0 

:Miuimum  — 

35 

52 

42 

37 

33 

31 

27 

28 

22 

32 

83 

33 

40 

27 

25 

39 

38 
74 

38 

32 

43 

34 

28 

25 

25 

19 

25 

84 

62 

55 

60 

'34!  4 

Earllngton 

1  Maximum  . . . 

69 

60 

62 

43 

45 

46 

48 

47 

48 

60 

49 

48 

5b 

44 

50 

63 

6f 

61 

62 

60 

40 

3  b 

39 

5; 

64 

72 

6' 

81 

65.6 

'Minimum.... 

41 

^2 

45 

41 

35 

36 

37 

35 

3b 

38 

33 

34 

35 

29 

26 

41 

89 

53 

32 

43 

34 

29 

23 

20 

23 

40 

55 

66 

52 

56 

37.  6 

Greenville 

1  Maximum  . . . 

73 

74 

64 

47 

42 

44 

40 

4U 

61 

52 

46 

43 

54 

4U 

5( 

62 

74 

66 

60 

57 

68 

55 

37 

30 

35 

51 

70 

60 

62 

6' 

80 

64.2 

(  Minimum.... 

34 

4S 

42 

3b 

33 

24 

24 

2d 

18 

33 

32 

32 

38 

27 

23 

37 

52 

29 

39 

31 

25 

24 

20 

21 

30 

61 

53 

48 

50 

33.4 

n       A 

1  Maximum  . . . 

Minimum.... 

70 
36 

73 
62 

61 
42 

44 
37 

42 

47 
29 

42 
24 

40 
28 

53 
22 

44 

33 

41 
32 

39 
34 

51 
88 

38 
25 

47 
24 

62 
36 

74 

40 

60 
45 

61 
30 

50 
38 

60 
32 

65 
26 

34 
23 

38 
22 

39 

18 

51 
21 

70 
36 

62 

55 

76 
65 

70 
67 

80 
51 

54.0 

Henciersou 

31 .7 

Hopkinsville 

)  Maximum  . . . 

75 

70 

58 

40 

48 

40 

43 

52 

58 

48 

68 

56 

40 

53 

67 

74 

62 

62 

53 

50 

44 

88 

32 

39 

54 

69 

66 

62 

68 

80 

56. 0 

Minimum.... 

85 

46 

4.^ 

38 

36 

25 

28 

28 

21 

34 

85 

34 

4b 

28 

25 

38 

40 

60 

32 

88 

34 

26 

28 

21 

24 

40 

60 

52 

50 

51 

35.3 

Lovelaceville 

Maximum  . . . 

70 

72 

70 

4( 

48 

50 

50 

4fi 

53 

54 

51 

46 

63 

40 

63 

65 

71 

65 

61 

58 

60 

42 

34 

31 

83 

68 

68 

69 

72 

78 

66.8 

Minimum 

36 

52 

43 

38 

35 

24 

32 

31 

21 

37 

34 

36 

40 

27 

24 

88 

43 

51 

29 

37 

28 

29 

23 

16 

25 

37 

63 

65 

53 

5'' 

36.2 

Mayfield 

Maximum  . . . 

72 

71 

59 

48 

48 

52 

50 

46 

53 

56 

54 

54 

56 

41 

54 

66 

70 

61 

61 

57 

62 

69 

44 

35 

32 

67 

67 

68 

67 

72 

79 

67.4 

Minimum.... 

42 

67 

42 

39 

36 

28 

32 

32 

2b 

37 

36 

40 

27 

27 

43 

47 

49 

34 

42 

30 

30 

19 

17 

27 

45 

54 

55 

63 

64 

88.  6 

Murray  

Maximum  ... 

75 

71 

68 

47 

46 

51 

42 

45 

53 

59 

57 

6i 

67 

41 

58 

67 

72 

67 

69 

53 

61 

58 

40 

34 

34 

55 

65 

66 

70 

79 

56.8 

Minimum.... 

42 

56 

43 

39 

36 

27 

33 

30 

26 

42 

37 

83 

40 

27 

26 

38 

40 

50 

35 

43 

35 

29 

30 

23 

17 

27 

33 

52 

55 

51 

56 

37  1 

Owensboro 

Maximum  . . . 
Minimum.... 

59 

35 

64 
50 

55 
42 

43 

35 

44 
31 

44 
30 

39 
26 

36 

46 
21 

48 
33 

37 
29 

37 
32 

40 

39 
25 

46 

22 

45 
33 

72 
86 

6,- 
4f 

5C 
29 

42 

3i 

55 
25 

41 
22 

f. 

35 
17 

49 
25 

64 

35 

69 
45 

74 
45 

76 
50 

80 
47 

51.1 

32.8 

Paducah  (near) 

:  Maximum  .   . 

72 

75 

70 

50 

48 

52 

47 

48 

51 

57 

48 

47 

65 

42 

65 

63 

79 

65 

61 

58 

60 

46 

40 

36 

57 

70 

70 

69 

74 

80 

58.2 

■•Minimum.... 

.S9 

50 

44 

40 

36 

29 

34 

32 

27 

39 

35 

37 

41 

29 

28 

41 

45 

49 

34 

44 

37 

30 

30 

25 

21 

29 

43 

54 

56 

62 

59 

frinceion 

Maximum .  . . 
Minimum.... 

73 
39 

72 
57 

62 
43 

48 
88 

41 
8i 

49 
26 

45 
29 

44 
29 

53 
21 

53 
36 

63 
34 

49 
31 

54 

40 

44 

27 

51 
24 

65 
39 

44 

63 
50 

64 
33 

69 

60 
34 

58 
28 

■^5 

83 
22 

16 

62 
24 

67 

40 

64 

64 

70 
65 

69 
62 

79 
54 

66.2 

36.2 

Rnssellville§§ 

Maximum  . . . 

76 

71 

58 

49 

38 

40 

39 

35 

47 

47 

43 

S3 

53 

40 

46 

58 

73 

67 

55 

56 

53 

52 

42 

31 

50 

68 

62 

65 

64 

62.9 

Minimum.... 

34 

41 

46 

37 

35 

27 

27 

27 

20 

23 

34 

33 

35 

28 

25 

26 

38 

41 

S3 

32 

27 

27 

20 

18 

20 

29 

38 

53 

60 

47 

32.4 

Central  Di 

iaion. 

Ancnorage 

Maximum  . . . 
Minimum 

65 
30 

46 

57 
45 

46 
35 

37 
32 

29 

46 
24 

35 
25 

44 

22 

41 

24 

31 

11 

33 

55 
33 

37 
2C 

42 

25 

54 
36 

74 
31 

61 
44 

68 
27 

48 
32 

56 
27 

48 
25 

23 

33 
21 

35 
17 

44 
19 

62 
35 

69 
49 

69 

54 

59 
49 

80 
48 

.50.9 

32.2 

Bowling  Green 

Maximum  . . . 

73 

72 

R4 

62 

44 

49 

44 

52 

50 

65 

49 

53 

64 

50 

76 

65 

63 

56 

57 

65 

42 

36 

55 

68 

64 

65 

62 

60 

63 

80 

67.0 

Minimum.... 

89 

50 

45 

39 

38 

33 

26 

23 

33 

35 

35 

S^ 

43 

26 

89 

59 

55 

51 

36 

30 

30 

22 

18 

24 

33 

51 

62 

48 

48 

49 

66 

38.8 

Danville 

Maximum  . . . 
Minimum.... 

68 
34 

72 
44 

64 
46 

47 

41 
34 

42 

42 
24 

40 
24 

48 

46 
30 

41 
31 

40 
30 

62 
38 

42 
27 

45 
24 

57 
38 

73 
33 

70 
51 

69 
31 

57 
35 

67 
28 

53 
25 

40 
25 

35 
19 

18 

48 
1» 

7(1 
81 

73 
44 

65 

52 

45 

44 

54.0 

32.8 

Uix  JJam 

Maximum  . . . 
I  Minimum .... 

68 
32 

72 
46 

67 
48 

4h 
38 

40 
36 

40 
32 

40 
32 

40 
28 

1 

47 
30 

41 
31 

39 
32 

59 

48 
29 

48 
26 

57 
82 

74 
40 

63 
46 

63 
35 

67 
88 

59 
30 

66 
28 

'2I 

T. 

46 
20 

70 
33 

72 
44 

69 
53 

61 

78 

46 

54.4 

34.4 

Eubank  

Maximum  . . . 

72 

71 

65 

56 

46 

43 

43 

40 

60 

54 

50 

54 

58 

56 

43 

60 

73 

71 

60 

54 

43 

47 

65 

72 

69 

63 

76 

78 

67.9 

Minimum.... 

29 

61 

45 

35 

32 

29 

20 

25 

24 

28 

31 

31 

41 

26 

23 

35 

29 

45 

33 

31 

25 

22 

23 

19 

12 

18 

43 

54 

44 

40 

41 

31.7 

Frankfort 

Maximum  ... 

69 

70 

66 

5( 

40 

39 

47 

43 

49 

42 

40 

37 

59 

41 

46 

56 

76 

70 

61 

53 

57 

54 

39 

34 

36 

45 

68 

64 

80 

63  9 

Minimum.... 

27 

43 

48 

37 

32 

30 

26 

28 

29 

31 

31 

32 

29 

25 

40 

28 

47 

28 

36 

26 

25 

22 

20 

10 

17 

84 

47 

55 

61 

44 

32.8 

Glasgow   

Maximum  . . . 

73 

71 

69 

46 

41 

46 

4li 

41 

48 

56 

56 

63 

56 

42 

47 

61 

73 

73 

60 

69 

54 

54 

43 

38 

36 

62 

03 

66 

64 

64 

77 

56  7 

Minimum.... 

34 

48 

45 

38 

32 

28 

26 

29 

21 

29 

34 

36 

41 

29 

26 

41 

32 

48 

34 

37 

31 

29 

29 

21 

16 

24 

31 

52 

55 

48 

49 

34.6 

Greensburg 

Maximum  . . . 

70 

69 

68 

47 

42 

48 

43 

42 

60 

55 

47 

50 

59 

48 

48 

59 

74 

71 

01 

67 

58 

62 

42 

37 

36 

52 

69 

67 

65 

63 

77 

55.6 

Minimum.... 

29 

45 

43 

35 

32 

25 

20 

25 

26 

29 

30 

SI 

40 

27 

36 

27 

49 

30 

SI 

26 

25 

19 

15 

18 

30 

52 

45 

46 

31. 7 

Irvington 

Maximum  . . . 

70 

70 

fiO 

47 

43 

44 

43 

41 

48 

47 

40 

39 

55 

39 

46 

65 

7.3 

60 

58 

53 

58 

56 

41 

36 

36 

55 

70 

69 

76 

63 

75 

63.7 

Minimum.... 

37 

37 

38 

36 

33 

30 

27 

27 

26 

25 

81 

32 

35 

28 

25 

86 

48 

33 

39 

26 

24 

17 

27 

40 

51 

46 

48 

48 

Leitchfield 

Maximum  . . . 

74 

74 

65 

42 

42 

46 

44 

42 

50 

51 

43 

40 

54 

65 

49 

on 

7.5 

71 

60 

56 

69 

6.1 

45 

35 

30 

52 

69 

66 

64 

63 

80 

55^3 

Minimum.... 

45 

40 

56 

36 

35 

31 

25 

26 

23 

34 

30 

30 

89 

2f 

24 

39 

35 

51 

31 

39 

30 

26 

26 

20 

la 

25 

37 

38 

54 

48 

47 

84.3 

Lexington  

Maximum  . . . 

67 

71 

60 

41 

38 

36 

45 

33 

47 

43 

39 

40 

57 

33 

43 

64 

73 

63 

68 

62 

55 

41 

30 

31 

46 

67 

73 

68 

68 

77 

50.9 

Mimmum.... 

34 

47 

41 

34 

32 

31 

30 

26 

29 

32 

30 

29 

32 

26 

24 

36 

35 

39 

32 

31 

29 

26 

22 

20 

17 

21 

35 

48 

63 

45 

44 

32.8 

Louisville 

Maximum  . . . 
Minimum.... 

66 
38 

69 
47 

56 
41 

42 
38 

38 
33 

39 
33 

45 
81 

36 
29 

45 
27 

43 
34 

40 
34 

40 
34 

56 
34 

34 
29 

48 
27 

55 
37 

74 
38 

6(. 
.S8 

68 

49 
40 

56 

l^ 

34 
24 

31 
28 

35 
18 

45 
27 

67 
38 

67 
54 

70 
56 

^9 

80 
51 

60.9 

35.3 

Do.  Bowman  Field 

: Maximum  ... 

65 

68 

57 

4? 

38 

39 

45 

36 

45 

42 

39 

3^ 

55 

33 

49 

55 

00 

59 

47 

66 

39 

35 

84 

31 

46 

67 

68 

70 

60 

80 

50.8 

:Minimum.... 

S3 

43 

41 

37 

83 

80 

26 

26 

25 

32 

32 

33 

33 

2« 

26 

37 

36 

37 

31 

33 

30 

26 

24 

23 

18 

25 

87 

51 

53 

49 

50 

33.5 

Mammoth  Cave 

Maximum  ... 

73 

70 

64 

47 

41 

45 

41 

47 

49 

56 

41 

48 

56 

41 

48 

6' 

74 

65 

60 

53 

61 

51 

38 

33 

36 

64 

68 

65 

64 

62 

80 

54.5 

Minimum 

S3 

52 

42 

35 

31 

25 

19 

17 

15 

80 

30 

31 

38 

25 

21 

40 

51 

30 

37 

26 

29 

26 

19 

15 

17 

36 

49 

53 

45 
63 

47 

32.1 

St.  John 

Maximum  . . . 

66 

62 

46 

46 

43 

40 

40 

87 

44 

43 

42 

38 

41 

41 

44 

56 

70 

52 

58 

58 

54 

5} 

86 

86 

32 

45 

62 

60 

62 

81 

50.1 

Minimum .... 

31 

45 

43 

35 

32 

20 

22 

25 

23 

31 

29 

29 

&i 

24 

22 

33 

32 

49 

29 

38 

29 

24 

24 

18 

11 

22 

33 

44 

61 

46 

45 

81.5 

8helbyville  

Maximum  . . . 

66 

67 

63 

49 

40 

37 

44 

41 

46 

41 

40 

36 

55 

40 

43 

55 

73 

66 

58 

64 

56 

61 

33 

33 

42 

64 

68 

68 

CO 

78 

51.8 

Minimum.... 

32 

44 

45 

34 

32 

29 

27 

23 

23 

30 

28 

80 

30 

25 

35 

8? 

43 

26 

37 

26 

23 

20 

19 

15 

18 

32 

45 

51 

46 

43 

31.2 

Smith's  Grove  ....  ^. 

Maximum  .  . . 

73 

69 

69 

44 

42 

46 

40 

39 

4S 

65 

4  5 

56 

42 

47 

61 

73 

62 

60 

62 

63 

50 

38 

31 

36 

52 

67 

61 

61 

60 

78 

63.6 

Minimum.... 

36 

50 

44 

37 

35 

30 

24 

28 

23 

34 

33 

35 

41 

28 

40 

34 

47 

34 

38 

30 

27 

28 

20 

16 

24 

38 

49 

54 

■in 

47 

34.7 

Stearns 

: Maximum  ... 

72 

70 

62 

41 

37 

43 

44 

39 

46 

54 

46 

65 

56 

50 

46 

60 

75 

63 

58 

58 

51 

48 

40 

34 

33 

49 

62 

59 

51 

58 

75 

62.  4 

:  Minimum.... 

40 

55 

53 

36 

S3 

40 

29 

22 

28 

28 

SI 

34 

34 

46 

27 

22 

36 

34 

46 

36 

33 

28 

31 

25 

19 

14 

18 

39 

46 

53 

44 

40 

34.2 

Taylorsville    

:  Maximum  . .. 

68 

70 

64 

68 

40 

45 

37 

47 

44 

39 

39 

57 

42 

65 

73 

57 

48 

50 

58 

54 

36 

34 

35 

40 

67 

70 

68 

60 

78 

62.5 

:  Minimum  — 

25 

53 

42 

27 

33 

29 

24 

26 

27 

31 

32 

31 

38 

28 

26 

28 

29 

42 

29 

36 

29 

26 

24 

21 

18 

20 

30 

45 

50 

51 

45 

32.1 

Williamstown 

Maximum  ... 

ei 

65 

64 

49 

89 

34 

4:-i 

45 

40 

43 

42 

65 

41 

40 

51 

74 

67 

68 

53 

55 

50 

36 

30 

30 

40 

65 

70 

65 

51.4 

Knelern   Dh 

Minimum.... 

31 

42 

49 

37 

32 

31 

30 

20 

80 

27 

27 

30 

28 

22 

35 

32 

49 

2H 

89 

26 

24 

20 

17 

15 

19 

47 

55 

46 

45 

32.1 



.Maximum  ... 

73 

74 

62 

47 

55 

51 

43 

45 

52 

54 

52 

47 

61 

54 

45 

59 

74 

67 

59 

58 

55 

42 

40 

38 

3^ 

41 

69 

6 

67 

57 

-- 

55.6 

:Minimum.... 

21 

41 

42 

36 

33 

30 

19 

20 

30 

32 

25 

30 

80 

29 

25 

31 

25 

35 

34 

26 

21 

28 

26 

21 

14 

24 

37 

42 

40 

37 

29.1 

Maximum  ... 
Minimum.... 

65 
27 

66 
41 

70 
49 

52 
39 

44 
32 

40 
32 

50 
32 

40 
25 

43 
31 

50 
30 

44 
26 

88 
25 

57 
39 

54 
81 

40 
26 

54 
37 

79 
28 

70 

40 

fO 
38 

59 
35 

67 
52 

67 
31 

40 
2; 

37 
19 

34 

20 

44 
15 

33 

72 
49 

80 
50 

70 
45 

81 
41 

55.4 

33.. 1 

Rerea 

Maximum  . . . 
Minimum.... 

68 
36 

73 

57 

70 
47 

48 
36 

39 
34 

38 
30 

43 
29 

43 
25 

47 
29 

47 
30 

43 
32 

45 
31 

61 
42 

63 
27 

40 
19 

57 
35 

74 
36 

74 
34 

57 
34 

66 

40 

^^ 

53 
30 

38 
26 

38 
30 

33 

18 

48 

69 
38 

74 
63 

69 
56 

63 
45 

n 

54.7 

34.2 

Cumberland 

Maximum  . .. 
-Minimum.... 

;; 

Maximum  ... 
Minimum.... 

66 
26 

70 
46 

7i 
50 

53 

39 
3^ 

35 
31 

45 

30 

45 
22 

44 
81 

44 
26 

43 
28 

38 
28 

60 
31 

11 

39 
25 

54 
34 

73 
25 

73 

57 
35 

55 

54 
22 

.54 

2H 

39 

33 
IS 

32 
19 

42 
13 

69 
31 

70 
46 

70 
50 

69 
45 

75 

■■.53' 9 

31.4 

Heidelberg 

Maximum  . . . 

72 

73 

71 

52 

39 

39 

48 

44 

48 

48 

44 

43 

62 

59 

45 

59 

67 

67 

60 

57 

57 

48 

40 

36 

36 

48 

68 

74 

72 

63 

70 

65  4 

Minimum.... 

28 

41 

52 

3S 

36 

33 

32 

26 

32 

27 

31 

31 

41 

32 

27 

41 

26 

31 

3fi 

30 

24 

32 

29 

24 

IS 

23 

41 

41 

48 

36 

32.6 

Maysville 

Maximum.  .. 

63 

68 

64 

51 

40 

36 

45 

40 

43 

47 

43 

37 

69 

47 

39 

51 

74 

69 

58 

56 

53 

51 

3 

32 

33 

43 

67 

73 

72 

60 

7P 

52.3 

Minimum.... 

27 

42 

48 

39 

35 

33 

31 

26 

32 

29 

29 

29 

33 

29 

21 

S5 

28 

42 

35 

39 

25 

29 

23 

20 

19 

15 

30 

43 

53 

46 

42 

32.9 

Middlesboro 

Maximum  . . . 

70 

67 

48 

32 

4^ 

5n 

45 

52 

62 

54 

48 

62 

70 

65 

57 

62 

50 

48 

42 

34 

84 

44 

61 

66 

62 

78 

^54.0 

Minimum 

42 

47 

22 

44 

30 

27 

36 

41 

46 

31 

27 

32 

28 

36 

40 

31 

28 

35 

29 

23 

20 

16 

31 

66 

46 

W 

'33.  8 

Mount  Sterling  . 

.Maximum  ... 

66 

70 

61 

48 

38 

.34 

45 

39 

44 

42 

40 

37 

69 

59 

41 

53 

72 

63 

56 

55 

39 

29 

33 

42 

67 

75 

70 

65 

77 

51.  S 

;  Minimum.... 

30 

46 

48 

37 

34 

30 

32 

25 

30 

29 

29 

28 

3! 

28 

24 

37 

SO 

47 

32 

38 

26 

26 

22 

20 

]7 

IS 

48 

as 

53 

45 

43 

32.8 

Pikeville 

Maximum .  .. 

70 

7fi 

57 

50 

42 

39 

48 

42 

41 

49 

44 

48 

51 

48 

61 

71 

61 

65 

59 

50 

42 

32 

46 

72 

76 

77 

60 

72 

55.3 

ippapass   

Minimum.... 
Maximum  . . . 
Minimum 

30 

42 

44 

40 

37 

33 

32 

30 

26 

26 

36 

33 

42 

28 

28 

32 

28 

36 

34 

31 

26 

29 

-; 

14 

14 

IS 

26 

41 

46 

42 

38 

,31.8 

Qnicksand 

:Maximum.  .. 
IMinimum.... 

25 

40 

46 

36 

33 

30 

29 

25 

26 

23 

31 

29 

36 

29 

.30 

32 

24 

82 

35 

27 

29 

30 

25 

20 

49 

iS 

77 
22 

39 

43 

80 
41 

3? 

",3o'i 

Kiohmond ..  ■ 

: Maximum  ... 

65 

72 

60 

42 

40 

40 

46 

37 

45 

45 

40 

43 

42 

40 

45 

43 

S5 

60 

58 

50 

55 

40 

36 

32 

86 

45 

6? 

7? 

72 

60 

.50.2 

Minimum.... 

35 

60 

52 

38 

35 

30 

SO 

28 

30 

33 

33 

30 

3S 

34 

25 

33 

35 

35 

40 

30 

28 

25 

20 

19 

36 

50 

66 

47 

45 

31.8 

Williamsburg 

:Maximum.  .. 

70 

71 

58 

41 

40 

56 

52 

71 

70 

66 

69 

59 

68 

53 

55 

58 

71 

71 

53 

71 

70 

59 

52 

51 

47 

61 

67 

66 

68 

74 

61  3 

:Minimum 

31 

39 

33 

31 

33 

30 

32 

35 

38 

40 

33 

32 

38 

27 

21 

33 

32 

39 

P8 

36 

38 

29 

27 

28 

14 

31 

37 

40 

3.T 

39 

40 

33.0 

Winchester   

Maximum... 

63 

70 

53 

47 

39 

36 

45 

40 

46 

43 

40 

36 

58 

42 

41 

54 

72 

62 

56 

52 

5n 

3S 

44 

6° 

71 

6S 

60 

76 

61.1 

Minimum 

83 

47 

61 

36 

34 

30 

29 

25 

30 

^ 

30 

29 

86 

27 

24 

37 

34 

48 

S2 

32 

27 

25 

21 

20 

16 

19 

36 

60 

53 

46 

44 

33.3 

S8  InRtniments  are  read  in  the  morning;  the  maximi 
*.''.'  etc.  indicate  respectivflv   1    ■/    :'.  hIp  .  davs  mi 
'•V    l<  O  Ixinisville.  4  27-40  HOC 


charged  t<i  the  prf^peding  ilay.  on  whi 


'g 

t 
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KENTUCKY     SECTION. 

J.  L.  KENDALL. 

Vol.  XLV 

LouisviLLK,  Ky.,  April,  1940 

No.  4 

OENERAL,    SUMMARY. 

"The  month  began  with  a  few  warm  days  that  sharplj'  stimu- 
lated early  growth.  Alter  this  cool  weather  prevailed,  with 
temperatures  rarely  rising  to  the  seasonal  level.  Severe  freezes 
from  the  12th  to  14th  caused  extensive  injury  to  blossoming 
fruit.  Even  early  apples  in  low  lying  areas  were  injured.  Young 
clover  was  also  frozen  out  in  places.  In  districts  where  temp- 
eratures fell  U)"-  or  more  below  freezing,  tobacco  plants  suffered 
variable  damage.  As  a  rule,  however,  the  canvas  covering  on 
the  beds  served  to  protect  most  plants.  Peaches  that  survived 
the  winter  and  bloomed  early  in  the  month  were  severely  damaged 
at  this  time.  One  effect  of  the  continued  cold  was  to  greatly 
prolong  the  period  of  blossoming  for  pears,  cherries  and  apples 
and  also  to  retard  the  development  of  strawberry  buds.  By  this 
delay  much  fruit  was  preserved  through  the  unfavorable  weather. 

Frequency  of  moderate  to  heavy  rainfall  seriously  interfered 
with  farming  operations.  There  were  short  intervals  in  the  first 
and  last  weeks  when  the  soil  could  be  worked.  Practically  all 
of  the  last  week  was  favorable  for  soil  preparation  in  central  and 
eastern  districts.  Corn  and  cotton  planting  began  in  the  last 
week.  Progress  was  good  in  the  extreme  west,  but  there  was  a 
mere  beginning  of  corn  planting  in  other  sections. 

The  winter  grains  made  irregular  growth,  especially  in  those 
places  with  slow  drainage.  Super-saturation  of  soil  and  lack  of 
sunshine  were  contributing  elements,  but  there  were  also  dift'er- 
enceSrin  growth  that  seemed  to  be  connected  with  the  bare 
survival  of  plants  during  the  dry  autumn.  In  such  fields  the 
appearance  was  patchy  because  the  weakened  plants  failed  to 
come  forward  with  the  stronger  growth.  There  was  considera- 
ble yellowing  of  grains  on  the  slower  drainage.  Potatoes  were 
planted  when  opportunity  oft'ered  all  through  the  month.  Too 
much  water  in  the  soil  caused  some  seed  to  rot,  affecting  the 
stand.  Very  little  gardening  occurred  until  the  last  week. 
Tobacco  plants  began  to  come  up  in  the  first  week,  but  remained 
much  undersized.  Oats  were  sown  with  difficulty,  but  stands 
were  good.  At  the  end  of  the  month  most  vegetation  was  at 
least  two  weeks  behind.  Soil  preparation  was  fairly  good  on  the 
limestone  uplands,  but  far  behind  in  the  western  counties  where 
the  rain  was  heaviest.      

TEMPERATURE. 

On  the  first  four  days  temperatures  ranged  from  10°  to  25*^ 
above  normal.  For  the  remaining  26  days  mean  temperatures 
averaged  about  5°  below  the  seasonal  level.  In  the  period  12- 
14th,  which  was  the  coldest,  minima  varied  between  21°  and 
29°  in  most  sections.  Freezing  temperatures  occurred  rather 
generally  in  northern  counties  in  the  period  2()th-22d.  Largely 
because  of  prevailing  cloudiness  maximum  temperatures,  with  a 
few  exceptions,  were  unusually  low.  Extremes  for  the  State  were 
89°  at  Williamsburg  on  the  2d  and  19°  at  Farmers  on  the  14th. 

PRECIPITATION. 

Precipitation  averaged  considerably  above  normal,    but    the 

excess  was  mainly  in  the  western  counties  and  in  northern  districts  easfnard  to  the 
lower  Licking.  In  those  sections  amounts  varied  between  4  5  and  7,0  inches  at  most 
stations.  In  the  sontli-central  and  most  eastern  districts  tlie  range  was  between  2.5  and 
4.0  inches.  For  the  State  amounts  ranged  between  2.57  inches  at  Pilieville  and  8.44 
inches  at  Beaver  Dam.  Showers  occurred  locallv  from  the  1st  to  4tli  and  on  the  .30th. 
Tlie  rainfall  was  somewhat  more  general  in  the  periods  7-9rh  and  22d-2Jth.  Precipita- 
tion %Tas  moderate  to  heavy  in  central  and  western  .1i>triets  on  the  llth  and  12th,  but 
light  to  moderate  in  eastern  sections.  Ileavv  rains  visited  most  of  the  State  in  the 
period  17th-21st.  Snow  ranging  from  a  trace  to  2.5  inches  fell  in  the  period  12-l«h. 
It  was  heaviest  in  the  Green  River  Vallev  and  at  some  mountain  stations.  Days  with 
tliundorstorms  were;  1,2,3.4,6,7  11,17,  18.  29,  30.  Heavy  hall  was  reported  from 
Christian,  Todd  and  Trigg  counti.'S  on  the  30th. 


MISCELLANEOUS. 

April  80,-Win(1stormH,  itpptir«iitly  not  toriiiidlc,  canned  extonRivndamaKo In  wr-iit- 
ori\  Kentucky,  Tho  daniaire  wan  nioKtly  to  barns un<l  outbuildlDRH.  KKtlrnatcfi  of  dam- 
age bv  counties  are  as  folIoWB:  Carll»lo  $60,000;  Mallard  f42,(IOO;  Davii-Kii,  I  pernon 
injured;  lI-.jpkiUH  »2,()00;  MvinRKtonlil.OOO,  1  imtsou  killed  :  Mcl.eanflO.OCO;  McOracken 
|7,000. 

Rivrr»:  —  .\  sharp  rl.se 
I7-20th.  brought  the  river 
22(1.  Sonii^  (Tests  were  a-s  follow-s  :  Cincinnati,  60  feet  on  25tli:  Madison,  60.8  feet  on  the 
2ritli :  l.oulsN  ille,  upper  gage.  85. 0  feet,  lower  gage  01, 'J  fecton  the  26th;  Kvansvllle  4;).7 
feet  on  the  2Mh.  It  continued  to  rise  at  ('airo  at  tho  end  of  tho  month,  Thu  damage 
was  mainly  to  Hooded  crops  growing  on  lowlands  in  the  Green  River  Valley  and  along 
th<>  lower  Ohio.  The  slow  rcccsslou  of  the  Hood  waters  from  the  western  bottoms  also 
delayed  plowing  and  planting, 

PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo Ill 

Cincinnati  Ohio 

Evansville Ind 

Louisville   Ky 


Atmospheric 

pressure 

Relative 

(reduced  to  sea-level.) 

'"""■ 

humidity 

1 

1 

1 

3 

< 

ii 

1 

p 

1 

S 
1 

a 

29.94 

30  47 

12 

29,55 

15 

11.3   84 

n. 

11 

72 

54 

BS 

29.98 

30. 4E 

27 

29.56 

20 

9.5    26 

e. 

19 

74 

61 

60 

29.96 

HO.  41 

12 

29.  4J 

SO 

11  2    56 

sw. 

HO 

73 

.52 

66 

29.96 

30.39 

27 

29.65 

15 

10.5   32 

» 

30 

77 

54 

60 

"3 

u 

p 


COMPARATIVE  DATA  FOK  APRIL. 


1909 . . . 
1910... 
I'Jll... 
1912... 
1913... 
1914... 
1915... 
1916... 
1917... 
1918.. 
1919.. 
1920  .. 
1921 . . . 
1922... 
1923.. 
1924... 
1925 . . . 
1926 . . . 
19'27... 
1928 , . . 
1929  .. 
1930... 


Temperature. 


1939   ... 

1910 

Period 


56.0 
58.0 
56.0 
57.2 
63.6 
55.5 
52.4 


54.2 
55.4 
50.8 
56.7 
59.5 
48.2 


54.0 
55.8 
53.9 
56.7 
50.8 
58.2 
59.5 
54.8 
57.4 
61.2 
51.6 
68.7 
52.9 
60.1 
58.9 
65.9 
56.4 


5.^.9 
69.3 
.53.7 


Precipitation       Number  of  days 


1.61 
4.04 
2.52 
7.12 
6.99 
3.54 
3.18 


3.16 
2.15 
4.01 
2.65 
4.43 


1.40 
2.78 
6.56 
5.98 
5.14 
7.06 
7.90 


2.64 
5.02 
4.07 
3.51 
6.16 
4.09 
4.25 
4.88 


6.39 
4.20 
3,57 
1.31 
4.52 

4.74 
2.16 
4.42 

4.79 


t52year  averages. 
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April,  1940 


Western  Division. 

Beaver  Dam 

Calhoun 

Karlington 

i-'ords  Ferry,  Dam  50  . 

Gilberts  ville 

Greenville   

Hartford  (near; 

Henderson 

Hopkinsville 

Lovelaceville 

Maytield 

Murray 

Owensboro , 

Owensboro,  Dam  46. . . 

Paducah  

Princeton 

Ramsey,  Lock  2  t 

Russellville 

Uniontown.  Dam  49... 
Central  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Lock  &%■■ 

Burnside 

I'arroUtoQ,  Lock  1 

Cold  SprinK,  Dam  36. .. 

Danville 

Dix  Dam,  Burgin 

Eadsville 

Eubank  

Frankfort,  Lock  4 

Gest,  Lock  3 

Glasgow   

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7.. 

Irvington  

LaGrange 

Lancaster 

Leltchlield 

Lexin.gton 

L.ittl«nickman,Lock  8^ 

Lockport,  Lock  2 

LOCISVILI.E 

Do.  Bowman  Field.. 

Mammoth  Cave 

Monticello 

Munfordville 

St.  Jonn 

Salvis;i,  Locked 

Shelbyville 

Shepherd.sville  —  — 

Smith's  Grove 

Stearns   

Taylorsville 

Tyrone,  Lock  51    

Williamstown 

Woodhnry,  Lock  4  J. 
Knutern  Division. 

Annville 

Ashland   

Berea 

College  Hill.  Lock  11 

Cumberland  

Cyntliiana . 

falmouth 

Farmers   

Fleraingsbnrs   

Ford,  Lock  10"^ 

Grayson 

Greenup.  Dam  30  — 

Hazard 

I'leidelberg,  Lock  14  . . 

Jackson  

Jenkins  ■  ■  • 

Louisa 

•Waysville,  DMm  33  ... 

Middlesboro 

.Mount  Sterling 

Oneida   

Oneonta,  Dam  351  — 

Paintsville 

Pikeville 

Pippapass 

Qnicksand 

Ravenna,  Lock  12 

Richmond 

Vnlley  View,  Lock  9.. 
Vancj^btirg,  Dam  32  . . 

Williamsburg 

Willow.  Lock  13.....  . 

Winchester 

Stat*- averages  and  r-; 


Ohio.-.. 

ilcLean 

Hopkins 

Crittenden  . . 
Marshall  ... 
MuhlenDurg. 

Ohio 

Henderson  . . 

Christian 

Ballard 

(iraves 

Calloway  — 

Daviess 

Daviess 

McCracken   . 

Caldwell 

McLean 

Logan   

Union 


Breckinridge 

Jellerson 

Warren 

Edmonson  .  . . 

Pulaski 

Carroll 

Campbell    

Boyle   

Mercer 

\Vayne 

Pulaski 

Franklin 

Henry 

Barren 

Boone 

Green  

.lessamine 

Breckinridge 

Oldham 

Garrard 

Grayson 

Fayette 

.lessamine   ... 

Henry 

.lelTerson 

Jeflerson 

Edmonson.. .. 

Wayne , 

Hart 

Hardin 

Mercer 

.Shelby 

Bullitt 

Warren 

McCreary 

Spencer 

Anderson 

Grant  

Bntler 


Jackson  ... 

Boyd 

Madison..  , 
Madison... 
Harlan  .  . . . 
HarriKon  .  . 
Pendleton . 

Kowaii 

Flemin-   .. 


hirk 


Carter  . . 
Greenup. 
Perry   . . . 


Breathitt 

Letcher.  .... 
Lawrence  . . . 
.Mason. 

Bell ;; 

Montgomery  , 

Clay :. 

Oampbell 

Johnson. 

Pike 

Knott 

Breathitt . 

EFtlU       ...... 

Madison 

Madison 

lyBwis 

Whitley 


Clark 


OUmatologricsOData^fdr^Taril^  940 

Temperature,  in  degrees  Fahr 


964 


Precipitation  in  inches  Number  of  days 


•;a 


+3.44 
+2.33 

+2.95 
fO.67 
h2.05 
+2.85 
+0.96 
0.09 
0.27 
i-0.15 
+3.28 

+  1.91 
+3.05 
0.17 
+095 
+  0.96 
+  1.81 
-3. 7(5 
•0.95 
3.44+0.34 

4.48i 

3.251-0.69 
5.16+1.39 
5.60+1.86 
4.14-0,15 
7.14+3,80 
2.70-1.19 
S.SM-O  16 
6.41+2.45 

7.081 

3. 34 1 +0.22 
6.941  +  2.58 
4.81i+l.31 
2.821-0.58 
7.11+3.38 


2.0 


2t 


+3.33 


-0.20 
+  1.39 
+0.64 
+2.30 


+1.20 
2.52 
0.41 


13         38 
13t  I     Bl 


-1.07 
-0.26 
+  0.89 
+  0.33 


-1.59 
10.42 
-0.09 
+  0.3:1 
-0.02 
+  033 
+2.8 

+0.86 


Eldred  G.  Yonng. 

K.  C.  Bennett. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  T.  Street.  Jr 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Pat  W.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lngore.* 

S .  J.  Lowry. 

Lockmaster. 

Wm.  Shelton. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co, 

Joe  Norfleet- 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

L.  O.  Stiles. 

J.  C.  ogg, 

Kentucky  Utilities  Co. 

D.  Lem  Hughes. 

U.  S.  Weather  iiureaii. 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Bureau 

U    S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.  Cooper 
C'hester  Williams. 
Sisters  of  Loretto. 
Lockmaster. 
WillaS.Ratta. 

C.  W.  Guernsey. 

Airway  Station. 

Airway  Station. 

Thad.  Cheatham,  Sr. 

Lockmaster. 

Miss  Nettie  B.   Simpson. 

Lockmaster. 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  Ambros  . 

Lockmaster. 

Olon  Cook. 

S.  M  Hill. 

Jessie  Oldham. 

Lucille  C-  Stamper. 

C.  A.  Glascock 

Lockmaster. 

Mrs    Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

Jas.T   Goff. 

R.  J    Howard, 

Zeb  Heston. 

Lockmaster. 

Matthew  Woodson 

W.  R    McKee. 

Garret  Combs. 

Lockmaster. 

A.  L-  Donta. 

U.  S  Weather  Burenn. 

Cp.nev  Run  Com.  Cen. 

H.    W.  Jones. 

Lockmaster. 

.1.   W,  Crooke. 

Lockmaster. 

Lockmaster. 

Wartely  West, 

Lockmaster. 

Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  moi 
,1  1^  ■'^terminingsection  or  division  means.  tHumsey,  BiownHville  niui  Woodbury  an'  i.ocks'oii  the  Gre 

•.appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  repre.sents  twc 
+T  lieceived  too  late  tfl  be  included  in  means  and  summaries  T    Frecinitatinn  is  less 

Lagiirc  at  Paducah  No.  2. 


P.eference  letters,  ■ 

t  Also  on  other  dates. 

•Rainfall  record  by  TJ.  S.  Engineers;  temperature  recor<l  by  .lo 


record,  hut  all  complete  .^.m 
otln'i-  Locks  are  on  the  Kent 


rain  or  melted  sr 


AlMMl.,     I^IIO 


(;i.lMAl"OlA)(JI('AI.   DAI'A:    KKNTUCKY   SICCTION 


Wf stern  Divi$ion 

Boaver  Dam 

Oalhouu 

Karllnston    '•••• 

Kords  I'Vrry  Dam  60" 

GiUwrtsvlUa' 

ui-ePuvillH 

llnitforil  

lleuilorsou 

HopUiusville' 

LoveliioovillB 

Mu.vtieM 

Murray    ..  

v)\vi.>nsboro    ' 

()\v«'ii«l)Oro,  Uiim  46  * 

I'ailucah" 

Prinoetou.     

'{uniBcy,  Lock  No.  2  ' 

Kiissellville  » 

I'uiontowa.  Uam  49' 

CFDlral  Divighn 

Addisou,  Dam  45.  " 

Anchorftge 

Bowling  Green   - 

Bowliiiinlreou  No-  2' — 

Browusville.LockNi).  6" 

Burnside^  

CiirroUton   LockNo.  1^.. 

Cold  Sprina;,  Dura  36' 

Danville- 

Dis  Dam,  Burgiu 

Eadsville' 

Eubank 

Krankfort.LookNo.  4- 

Gest,  Lock  No.  3* 

Glasgow 

(irant,  Dam  3S« 

Greonsburg  - 

HiRh  Bridge,  Lock  No.  7- 

trvington  

LaGrange •  • 

Lancaster^ 

Leitchfield  * 

Lexington  t 

Little  Hickinau,  Lock  No.  8  -t. 
Lockport,  Lock  No .  2  ^ 

LODISVII.I.F.I  t 

Do.  Bowman  Field 

Mammoth  Cave'^ 

Monticello  2 

Munfordville  ' 

vSt.  .lohn'^ 

Salvisa,  Lock  No  6  *t 

Shelbyville  - 

Shepherdsvllle 

Smith's  Grove 

Stearns  

Taylorsville 

Tyrone,  Lock  No .5  -t 

VVilliam.'^to wn  - 

A'oodbnry ,  Locli  No.  4* 

Eastern  Division 

Annvil'.e  * 

Ashbiud  2 

Berea   

("ollHBenil!,  Lock  No.  11« 

Cumberland  — 


Dally  Preolpitatioii  lor  April,    1940. 
Day  ol  iii>>iit.h 


1      2      8      4       B      6      7      8       9     10     11     12     18     14     16     16     17     18     19     20     21 


tV 

"ib 

"oi 

.05 

■.'02 
.07 

28     24     26     26     27     28 


8.44 
4.92 
4.67 
6.01 
4.26 
7.14 
6.86 
7. 87 
8.64 
0.78 
7.21 


6.81 
6.16 
4. 46 
7.42 
2.88 
8. 44 
4.48 
3.25 


4.14 
7.14 
2.70 
8.85 
6.41 
7.08 
3.34 
6.94 
4.81 
2.82 
7.11 
7.21 
6.80 


Palmoutli^   

Farmers  - 

Flerr.ingsburc;  ^ 

Ford.  Lock  No.  10  ^ 

Grayson  - 

Hreennp,  Dam    30« 

Hazard'^ 

llciidulberg.  Lock  No.  14'. 

Jackson  - 

leiikins- 

Louisa- 

Maysville,  Dam  33= 

Middlesboro      . 

Mount  Sterlir.g 

Oneida 't 

OneontaDam  35' 

Paiutsville   ' 

Pikeville 

Pippapass 

Ciuicloaud'. 


VallP 


,ock  No.  122. 


imc 


ipw.  Lock  No.   c 
V'anceburg.Dam  No.  32  • 

Williamsburg-.. .... 

tVillmv,  Lock  No    13'.    .. 
Winchester 


6.20 
3.29 
4.40 
3.69 
3.18 
3.66 
4.51 


3.74 
6.31 
3.07 
2.57 


3.58 
3.72 
4.58 


J^cept  as  otherwise  indicated  observation.s  are  generally  made  late  in  the  afternoon,  near  smiset.  and  preeioitation  recorded  is  for  21  hours  ending  at  time  of  observation. 

J-irst-orrter  Weather  Bureau  station;  i>reclpitation  is  ior  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  'Precipitation  measured  in  the  morning: 
^.5*°,!,""  '     "  recorded  is  for  uhe  precedinpr  '24  hours.  JPreoipitation  measured  with  recording  gage.  *In(*luded  in  thn  next  following  measurefneni 

1.  Trace,  or  prgoipitation  less  than  0.01  inch.  tPost  oflice  addrp.ss('s  as  tollows;-Lock  h.  Lawrencehnrer.  Kv.  :    Lock  fi.  Vers.iillps.   Kv.  :  Lock  f..  >Iictiola,8vil]o  Ky  : 

i.ock  in    Kori  Hoii^e    Kv.  :  Oneonta.  ralifornia.  Ky.  Kiver   drainage  area   in  which  station  is  located  is  indieat^^d  as  follows:  (B)  Big  Sandy    (L)  Licking:  (K) 

Kentucky;  (Si  Salt-  rG*  Green;  (C)  Cumberland;     Ti  Tennessee;  (OlOhio;  (Ml  Mississinpi. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


April,  1940 


Daily  Temperatures  for  April,  1940. 


Western   Division. 
Dam  j  Maximum. 


Henderson... 
HopkinsviUe 
Lovelaceville  . 
Mayfield  ...... 


Paducali(near). 

Princeton 

Russell  ville§§... 


iMaximum  . 

'.Minimum . . 

I  Maximum  . 

\  Minimum.. 

laximum  . 

linimum.. 

I  Maximum  . 

I  Minimum .. 

j  Maximum  . 

•  I  Minimum.. 

j  Maximum  . 

I  Minimum.. 

j  Maximum  . 

■  I  Minimum.. 
j  Maximum  . 
'  Minimum., 
i  Maximum  . 

■  I  Minimum.. 
;  Maximum  . 

'  : Minimum.. 
J  Maximum . 

■  I  Minimum., 
j  Maximum  . 

'  I  Minimum.. 


CeiVral  Dirifinn. 

j  Maximum  . 

■  (  Minimum.. 
i  Maximum  . 

•  (Minimum.. 

j  Maximum  . 

'  Minimum.. 

f  Maximum  . 
'  \  Minimum . . 

j  Maximum  . 
'  I  Minimum. . 

(  Maximum  . 

■  1  Minimum.. 
J  Maximum  . 
/  Minimum . . 
j  Maximum  . 

■  (  Minimum. . 
j  Maximum  . 

■  I  Minimum. . 
r  ).  ^.n^^A  i  Maximum  . 
Lei.tchfaeld j  Minimum . . 

T  „„,„„,„„  Maximum. 

LfXingron    Minimum 


Anchorage 

Bowling  Green. 

Danville 

Dlx  Dam 

Eubank  . . , 

Frankfort  V. — 

Glasgow   

Qreensburg 

Irvlngton 


,Do.  Bowman  Field 

Mammoth  Cave 

at,  .lohn 

Shelby  ville   

Smith's  Grove 
Stearns...  — 
Taylorsville  •■ 
Williamstown  . 


Maximum  . 
Minimum.. 

j  Maximum  . 

(  Minimum.  . 

Maximum  . 
1  Minimum.. 

j  Maximum  . 
I  Minimum. . 

I  Maximum . 
■■  "■  S  Minimum.. 

:  Maximum  . 
:MinJmum.. 

:  Maximum  . 

:  Minimum.. 

j  Maximum  . 
1  Minimum.. 


Annville  • 
Ashland   . 


:Mi 

j  Maximum  . 
(  Minimum. . 
j  Maximum  . 
(  Minimum. . 
I  Maximum  . 
I  Minimum.. 

Maximum  . 

Minimum, . 

HeKJelberg j^SZ.! 

\  Maximum . 
(  Minimum, . 


Berea 

Cumberland. 
Farmere 


Maysvllle  . . . 

Middlesboro iMfnimum.: 

Mount  Sterling  :  Maximum  , 

Pikeville 

PIPPapaflS    IKmnm 

Quicksand  .. 


•  Miiumum. , 
j  Maximum . 
(Minimum., 


Mil 

Maximum . . 
Minimum... 


Williamsburg iMfnimum  ' 

Winchp'itpr  S  Maximum,' 

wincne.'.ter (Minimum  . 


49  64 
78 
48      60 


49 
78j  66 
-  39 
.S6 
.35 
51 


9      10      11      12 


48| 


14      15      16      1 


71      ., 
43|     60 


19      20     21      22     23     24      26     26     2' 


«7 

32  31 

63:  69 

35  36 

58  65 

32  :iS 

52|  66 

42(  S3 

58|  64 

83  30 

fil  68, 

32  31 
60  67 

33  32 


69  76 

321  34, 

56  66: 

34  33 


59!  64 
431  42 
65      66 


Sg  Instruments  are  read  In  the  morning;  the  maximum  temperature  then  read  is  charged  to  tin 
•."  •  etc.  indicate  respectively  l,  7.  »  etc.  days  missing  from  mcoWJ. 


preceding  day.  on  which  it  almost  always  occurs 


WHO   rxinipvlljp    5  27  40  ll(«( 


.i 
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K  1<:  N  'P  U  C^  K  Y     S  K  C  T  1  O  N 

j.  l,.  kendall.  ^^^ 

Louisville,  Ky.,  May,  1940 


No. 


aENEKAL    SUMMARY. 

Showory  and  abnormally  cool  weather  in  the  first  week  and 
the  last  decade  were  uni'avorable  Tor  farm  work  and  the  growth 
of  most  crops.  In  the  period  lst-4th  temperatures  fell  to  freez- 
ing in  places,  causing  some  damage  to  the  first  strawberry  blos- 
soms in  the  western  counties.  The  injury  was  less  than  usual 
at  this  time  in  i\ray  b(>caus(>  the  plants  had  been  held  back  by 
the  cool  weather  of  the  preceding  month.  During  the  fortnight 
following  this  cool  spell  fair  weather  predominated  and  showers 
were  light  and  scattered.  Most  of  the  soil  preparation  and 
planting  occurred  in  this  period  of  favorable  weather.  Short 
intervals  of  warmth  stimulated  growth  at  times,  only  to  be  offset 
by  longer  intervals  of  subnormal  temperature.  Corn  planting 
on  the  uplands  had  reached  its  later  stages  when  the  wet  spell 
of  the  last  decade  brought  the  work  to  a  halt  that  continued 
through  the  remainder  of  the  month.  On  account  of  flooding 
that  carried  over  from  April,  the  western  bottoms  could  not  be 
plowed  until  the  middle  of  the  month.  After  several  days  of 
good  progress  and  a  beginning  of  planting,  rain  stopped  the 
work  in  these  bottom  lands. 

Wheat  headed  as  irregularly  as  it  had  grown,  with  much  short 
straw.  Some  of  this  type  of  growth  seemed  to  be  due  to  the 
cool  wet  weather,  as  it  reacted  on  the  different  soils,  but  weak- 
ness of  plants  apparently  had  a  part  in  it.  Oats  grew  slowly 
and  were  unpromising.  Despite  the  cloudiness  and  low  temp- 
erature, tobacco  plants  practically  kept  pace  with  their  stage  at 
the  beginning  of  the  month,  which  was  about  two  weeks  later 
than  normal.  Transplanting  began  in  a  small  way  in  southern 
districts  toward  the  end.  Very  little  hurley  had  been  set  at 
that  time. 

First  plantings  of  corn  came  up  to  good  stands,  and  cultiva- 
tion began.  Germination  and  growth  were  slow  in  all  sections, 
but  especially  so  in  the  northeastern  counties  where  the  rains 
continued  later  than  in  the  south  and  west.  The  cutting  of 
first  crop  alfalfa  came  in  the  last  shower  period.  Some  of  it  was 
damaged,  while  other  fields  stood  too  long.  Most  of  the  straw- 
berry harvest  also  occurred  at  this  time.  Berries  were  fully 
developed  and  very  fine,  but  dampness  caused  some  loss. 
Pastures  on  uplands  became  luxuriant  but  the  weather  was  too 
wet  and  cool  for  grass  on  low  ground.  Gardens  remained  very 
backward.  On  account  of  small  plants  the  transplanting  of  field 
tomatoes  had  barely  begun  at  the  end  of  the  month. 

TEMPEKATURE. 

In  the  cool  period  at  the  beginning  of  the  month  mean  temp- 
eratures ranged  from  10^  to  20'  below  normal.  Minima  in  the 
thirties  were  registered  generally,  and  as  low  as  freezing  at  many 
stations  on  the  4th.  The  period  23d-31st  was  also  very  cool, 
with  daily  averages  ranging  from  5°  to  14"^  below  the  normal. 
On  account  of  the  prevailing  cloudiness  and  persistence  of 
northerly  winds,  the  departure  of  the  maximum  temperatures 
from  normal  was  generally  greater  than  that  of  the  minimum 
readings.  Extremes  for  the  State  were  94°  on  the  7th  at  Pike- 
ville  and  26"^  at  Lynch  (near)  on  the  4th. 

PRECIPITATION 

PifCipitition  averaged  «Oit  ev^hat  below  noimil  for  this  month. 

A  limit;.  1  urtT  in  tile  ceutnl  ni  "■  t'           ii        i                     i   n   r             1  (    nvirlerably 

more  th  ill  th     n    ng    niii  all  n    h         In  other 

noitheiii  li  tii(t    mil  111  111  t  \o  tt  four 

niche     )(uui    1      lhiiui„    1  1        \ill      aid  6.10 


Riilii  occurred  (risnorally  tjn  the  iHt  and  was  modcralo  to  heavy 
'<  wii<<  a  period  of  llRlitto  iiiodoratenhowfrHlii  casiern  dlnlrlclji, 
tM  II.,.  4tli.  Local  showcrK  that  were  iiioHlly  llKht occurred  on 
>'  1  i  rate  to  heavy  and  inoro  S(iiU;Ta\  tliowern  fell  In  the 
I  dally  In  most  of  the  Stale  from  the  28d  to  the  end  of 
;ivy  locally  on  the '.ilid  and '24th.    DayB  with  thundor- 


MISCELLANEOUS. 


/I'/iYTK.-Tlie  rl.se  in  tlic  Olilo  diiriiiK  the  preceding  rnontli  crested  at  Cairo  on  the 
ith  n  stage  of  <4.6  fcit.  The  river  suhsidud  to  pool  Ktages  in  the  middle  heellou  t>y 
15th  and  in  the  lower  reaches  by  the  20th. 


PRESSURE,  WIND,  HUMIDITT  AND  SUNSHINE. 


Cairo  

Oiiiciuiiati 
EvansviUe. 
Louisville   , 


..in.l  29.93 
Ol.io  29.92 
Ind.i  29.93 
.Ky.j  29 


30.22 
30.25 
30.21 
30.21 


COMPARATIVE  .DATA  FOR  MAY. 


63.6 
63.9 
62. 6 
64.6 
63.2 
64.5 


72.2 
61.4 
67.6 
68.8 


69.5 
61.3 
66.7 
63.9 
61.1 
69.4 
66.7 
66.1 
66.5 
65.2 
67.2 
58.9 
69.4 
63.9 
64.2 


61.2 
66.2 
65.7 
63.2 
64.1 
66.5 


66!  2 

65.7 


1933.... 
1940  ■ 
Period 


5.49 
5.59 
3.54 
3.16 
5.34 
3.27 
4.52 


5.23 
2.54 
5.07 
4. 34 
4.64 
4.81 
2.46 
4.53 
2.92 
2.16 
6.62 
4.02 
3. 43 
4.29 


3.98 
5.04 
2.61 
2.36 
7. 44 
3-58 


Number  of  days 


Ifi 

7 

n 

7 

l.S 

13 

IS 

22 

16 

16 

20 

9 

14 

12 

16 

9 

13 

16 

14 

10 

U 

8 

t52-year  averages. 


wtuukJ  Ti:.a..i^jr'^''^^'^^ 
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CLIMATO LOGICAL  DATA:  KENTUCKY  SECTION 


May,  1940 


n'entem  Diirision. 

Beaver  Dam 

Calhoun 

Eflrlinfrwn 

Fords  Ferry.  Dam  50  . 

Gilberteville 

areenville   

Hartford  (near) 

Henderson 

Hopkinsville 

Lovelaceville 

Maytield 

Murray 

Oweusboro 

Owensboro,  Dam  46. . 

Paducah  

Princeton 

Rnmsey.Lock  2  J 

Russellville 

Uniontown.  Dam  49. . 

Central  Dh'ision. 

Addison,  Dam  45 

Anchorage 

Bowjing  Green 

BrowusTille,  Lock  6t.. 

Burnside 

Carrolltoa,  Lock  1 

Clermont   

Cold  Spring,  Dam  86. .. 

Danville 

Dix  Dam.  Burgin 

Eadsville 

Eubank  .   

Frankfort,  Lock  4 

Gest.Lock  3 

Glasgow    

Grant.  Dam  38 

Greensburg 

High  Bridge,  Lock  7.. 

trrington  

LaGrange 

Lancaster 

Leitchfield  

Lexington 

LittleHickiiian.LockSI 
Lockport.Lock  2 

LOUISVIU.E 

Do    Bowman  Field.. 

Mammoth  Cave 

Monticello 

Munfordville 

!5t.  ./onn 

Siilvisa,  Lock  6'i 

Shelby  ville 

Smith's  Grove 

Stearns   

Taylorsville 

Tyrone,  Lock  51    ... 

Williamstown 

Woodbury,  Lock  4  t- 
Eastern  Division. 

Annville 

Ashland   


Ohio--.. 

Mci  ean 

Hopkins 

Crittenden  -  - 
Marshall  --- 
MuhlenDurg. 

Ohio     

Henderson  . . 

Christian 

Ballard 

Graves 

Calloway  — 

Daviess 

Daviess 

McCracken   . 

Caldwell 

McLean 

Logan    

Union  — 


Breckinridge 

JefYerson 

Warren 

EdnioHson  .  . . 

Pulaski 

Carroll 

Bullitt 

Campbell    .... 

Boyle   

Mercer 

Wavne 

Pulaski 

Franklin 

Henry 

Barren -  - 

Boone  

Green  

Jessamine 

Breckinridge 

Oldham 

Garrard 

Grayson 

Fayette 


^8s;i 


College  Hill,  Lock  11. 

Cynthiana 

Palmouth 

Farmers   


Breathitt  - 
Letcher.  . 
Lawrence 
Harlan  -  . . 
Mason 


Ford,  Lock  lo!! 

Grayson 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14  . . 

Jackson  

■Jenkins 

Louisa 

Lynch  [near] 

Maysville,  Dam  83  --- 

Middlesboro 

Mount  Sterling 

Oneida    

Oneonta,  Dam  851 

Paintsville 

Pikeville 

Plppapass 

Quicksand 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9. . 
Vancebnrg.  Dam  32  -  -  - 

Williamsburg 

Willow.  Lock  13 

Winchester I  Clark 

Stale  averages  and  exitremes 


Henry 

Jefferson  . . 
Jefferson  .  ■ 
Edmonson- 
Wayne  - . . . 

Hart 

Hardin.... 

Mercer 

Shelby  .... 

Warren 

McCreary  . 
Spencer  . . . 
AndLTson. 
Grant  


Jackson  . . . 

Boyd 

Madison. .  . 
Madison. . . 
Harrison  .  . 
Pendleton . 
Rowan  .... 
Flemin-r  .. 

Clark    

Carter  — 
Greenup... 
Perry   


Montgomery  . 

Clay :., 

Campbell 

Johnson.. 

Pike 

Knott 

Breathitt 

Estill   ........ 

Madison 

Madison 

Lewis 

Whitley 

Lee 


o5? 


Olimatological  Data  for  May,  1940, 
Temperature,  in  degrees  Fahr, 


964 


Precipitation  in  inches  Number  of  days 


-  3.9 


-0.18 
-0.99 
-0.94 
-0.68 
-1.19 
-0.70 
-1.12 
+  0.29 
+  0.59 


-0.57 
-0.49 
-1.76 


-0.42 
+0. 

0.61 
+0.86 

0 

0.83 

+079 

.49 


5. 36+1. 5,^ 
4.151+0, 

0.71 


52 


+0.22 
-0.76 
-0.19 
+0.73 


.  60I-O.  47 


Eldred  G.  Yonng, 
K,  C.  Bennett. 
Brick  South  worth. 
Lockmaster. 

Tennessee  Valley  Authority. 
C.  R.  Lovell. 
W    R.  Carson.  Sr- 
Frank  T.  Street,  Jr 
W.   K.   Morris. 
Blaine  Malone. 
Mrs.  Joe  Payne- 
Pat  \V.   Wt'ar. 
Henry  S.  Berry. 
Lockmaster. 
Joe  Lagore.* 
S.  J.  Lowry. 
Lockmaster. 
Wm.  Shelton. 
Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

George  Bohlen. 

Lockmaster. 

R-  P-  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norlleet- 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

I.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

L.  0,  Stile.s. 

J-  C-  i>gg. 

Kentucky  Utilities  Co. 

D.  Lem  Hughes. 
U.S.  Weather  Bureau 
Lockmaster. 
Lockmaster. 

U.  S.  Weather Burean 
U    8.  Weather  Bureau. 
Ivan  J.  Ellsworth. 

E.  O-  Cooper. 
Chester  Williams. 
Sisters  of  Loretto. 
Lockmaster. 
Willa  S.  Ratta. 

C  W.  Guernsey. 

Airway  Station. 

Thad.  Cheatham,  Sr. 

Lockmaster. 

Miss  Nettie  B.   Simpson. 

Lockmaster. 

W-  A-  Worthiugton- 

Lockmaster. 

Luther  M. 

Lockmaster. 

S.   M  Hill. 

Jessie  Oldham. 

Lucille  C-  Stamper. 

C.  A.  Glascock 

Lockmaster. 

Mrs    Ruby  A.  Burtott. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

.las.T.  Goff. 

R.  J    Howard, 

Zeb  Heston. 

James  S.  Allen. 

Lockmaster. 

Matthew  Woodson 

W.R   McKee. 

Gan-et  Combs. 

Lockma-Ster. 

A.  L.  Donta. 

U.  S  Weather  Bureau. 

Ci>.nev  Run  Com.  Con. 

R.    W.  Jones. 

Lockmaster. 

.1.  W.  Crooke. 

Lockmaster. 

Lockmaster. 

Wadely  West, 

Lockmaster. 

Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but 
""d  In  ileterminingsection  or  division  means.  Jliumsey,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locki 

Reference  letters,  *,  ',  ',  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc. 

t  Also  on  other  dates.    1+  Received  too  late  t«  be  included  in  means  and  .summaries  T   Precipitation  ie  less  than  0.01  inch  rain  or 

•Rainfall  record  by  U.  8.  Engineers;  temperature  record  by  Joe  Lagore  at  Paducah  No.  2. 


all  complete  reports  are 

3  are  on  the  Kentucky  River 


IMIi 


^;L1MA  lOlAXilCAl-    DATA;    KION'I'IKKV    ^KCl'lON 


Daily  Preolpltatloi 

fo 

r  M 

iiy. 

11)40. 

Day  of  nioulh 

-■ 

> 

2 

a 

4 

8 

6 

7 

8 

9 

10 

u 

12 

18 

14 

16 

Ifl 

17 

18 

19 

20 

21 

22 

28 

24 

26 

28 

27 

28 

29 

80 

81 

.10 
.16 

1 

IVeilem  Divition 

Beaver  Dun G. 

Callioun Q- 

Karllnifton    '•••• O- 

.70 
.62 
MU 
.81 
.94 

"X'i 
.91 
1.4J 

.91 
.69 
.85 
.45 
.88 
.78 
.66 
1.18 
1^5 

.28 
.15 
1.31 
1.42 
1.01 
.64 
.04 

.06 
.48 

".0\ 

T. 
T. 

■62 

.87 
.80 
.89 
.09 
.80 
.•ib 
.44 
.27 
.30 

V28 
.17 
.29 
.86 
.10 
.27 
27 
.30 
.11 

.85 

.66 
.66 
.64 
.82 
.12 

Ves 

.27 
.61 
.28 

tv 

.24 
.68 

.'26 
.48 
.66 

V68 
.17 

,61 
.88 

.47 
.12 
.88 

.32 
.42 
.74 
.49 
1.20 
.13 
.12 

.65 
.26 
1.21 
.18 

.08 
.22 
.61 

.54 
.46 
.36 

■.'63 

.16 
1.06 
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.36    .40 
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.62 

.17 
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2.76 
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3.77 
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3.81 
2.99 
8.14 
2.76 
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4.16 
8.77 
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4.04 
8.94 
3.87 
4.01 
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4.06 
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07 
T. 
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T. 
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.82 
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.11 
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.64 

'.42 

tv 
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.14 
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.02 
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t. 

T. 
T. 

GllborlsvlUe* T. 
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.34 
.81 
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,56 

.: 

t 

.62 

,68 
.60 
.71 
1.00 

.'70 
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.45 
.93 
.28 
1.20 
1.19 
.36 
.03 
.29 
.24 
.52 
.16 
.06 
.74 
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.02 
.05 
.07 
.14 
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.35 
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.06 
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T. 
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tv 
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.02 
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T. 

T. 

tv 

T. 
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.02 
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.01 
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1.00 
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tV 
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.'27 
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Voi 

T. 
T. 

'.'89 

.... 

1.01 
.85 
.28 

:i 
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•.-62 
.50 
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.12 
.04 
.17 
.52 
.26 

T. 
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Puducttli*   0. 

T. 
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T. 
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.40 

T 

Vie 

'.'82 

'.'02 
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f 
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05 

.as 
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.04 
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rV 

T. 
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.01 

■64 

tv 

V46 
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.10 
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.06 

T 

.04 
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T. 

T. 

tv 

.04 
.04 
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Hrownsville,  Lock  No.  6' G. 

Burnside*   C 
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'.'os 
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.06 
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.01 

'.'49 

T. 
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.20 
.53 

.08 
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.07 
.11 
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C'lormont S 

C'ld  Spring,  Dam  86' 0 

Dix  Dam,  Burgin K. 

Eubank C 

Frankfort.  Lock  No .  4" K 

Gest,  LockNo.3' K. 

.50 
.29 
.20 
1.17 
.04 
.86 
.29 
.32 
.17 

'.71 
.33 

.'03 
.01 

1.  10 
.65 

1.04 
..53 
.85 

!29 
.28 
.44 
.30 
.34 
.80 

.18 

'^32 
.08 

.'25 
.07 

.23 

.03 
.11 

T°.^ 

.02 
.81 
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.is 
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.2" 

■.'23 
■  1" 
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T. 

T 

T 

.08 
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.06 

'03 
.06 

T. 
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T. 

tV 
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.03 

r'' 

T. 
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.08 

'.\0 

tV 
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.18 
T. 
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.04 
.IS 
.16 
.14 

.IS 
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.02 

'.'08 
.IC 
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.03 
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T. 
.05 

.90 

."55 
.52 
.42 

V57 
.40 

^56 
.86 
.67 
.39 
.35 
.41 
.80 
.50 

V48 
.79 
.40 
.51 
.66 
.60 
.30 
.34 
.43 

.47 

.'93 
.27 
.42 
.25 
.04 

.'12 

.67 

.65 
.65 
1  20 
.34 
.76 

■.■35 
.83 
.04 
.46 

'.'32 
.18 
.59 
.09 

'.'83 

'.'04 
.15 

.'86 
.20 
.11 
.01 
T. 
.49 
.58 
.45 
.14 
.43 

.09 

'[32 
.20 
.22 

.69 

.27 

.27 
.87 
.39 

'.oi 
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'.'20 
.57 

.55 
.30 

'!6i 

T. 

.70 
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.10 
.08 
.11 
.13 
.80 
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'!26 
.11 
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.13 

.56 
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.17 
.12 
.03 
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.17 
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.28 
.10 
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.02 
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.05 
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.01 
.01 
.22 
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.02 
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.27 
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'.'20 
.38 
.14 
.02 
.15 
.85 

t. 
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'.'69 

.18 

.35 
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.60 
.10 

4.03 
3.76 
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4.49 
2.79 
8.66 
4.45 
2.24 
8.26 
3.41 

f. 
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1. 

tV 
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.02 

.18 
.07 
T 

.12 
.03 
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.12 
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.01 
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.10 

.03 

.09 
.19 
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f. 
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.'37 
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V12 

t. 

.11 
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.38 
.33 
.51 
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.02 
.33 
.46 
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.36 
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.08 
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.01 
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.06 
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■.'02 
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tv 

T. 
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.43 

.08 
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.83 
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.10 
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■f 
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.18 
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.23 
.19 
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.39 
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.11 
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.11 
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T. 

'.'02 
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.80 
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V40 
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Lockport,  Lock  No.  2- K 
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.08 
.04 
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tv 
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T. 
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.03 
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tV 
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T. 
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t: 
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.05 
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T. 
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T 
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T. 

rV 
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.80 
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.03 
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'.'14 
.13 
.18 

.21 
.25 
.2S 
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4.15 
2.78 
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2.60 
8.69 
4.28 
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2.71 
4.08 
8.80 
2.91 
3.71 
3.19 
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4.26 
3.18 
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4.26 
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.58 
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tv 
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T. 
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A'oodbnry.Lock  No.  4". G 
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.0 
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T. 
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.03 
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.ii 

T. 
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.07 
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.06 
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.03 
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T. 

tv 
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Louisa* B 
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2.26 
.70 

.07 

.12 
.45 
.01 

3.01 
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2.66 
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3.62 
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.12 
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.20 
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■.■34 
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T. 
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T 
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T. 
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.48 
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'.'53 
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.60 
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.34 

.20 
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.01 
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.35 
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.07 
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.04 
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.0 
.0 

... 
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Etcept  as  otherwise  indicated  observations  are  gRnerally  made  late  in  the  afternoon,  near  .iiinsHt.  and  precipitation  recorded  is  for  24  hours  .»niliiig  ar  time  of  obsen'atlon 
^First-order  Weather  Bureau  station ;  precipitation  is  lor  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  'Precipitation  measured  In  the  morning  •' 
amount  then  recorded  is  for  the  preceding  24  hours.  tPrecipitation  measured  with  recording  gage.  *Ini?liided  in  the  next  following  measurement 

T.  Trace  or  precipitation  less  than  0.01  inch.  tPost  office  addresses  as  follows: -Lock  5.  L;iwreucpbiiri:.  Ky.  :    Lock  fi.  Versftilles.   Kv.  :  Lock  g.  Nicholaevlllo  Kv  • 

Tiocit  10.  Rpd  HiVnse    Kv  :  Oneonta.  California.  Ky.  River   drainage  area   in  which  station  '-'---'-"■■- -■-^■'--'-''     -  '-" /»,>«.     -      -       .......  J_ 

Kentucky;  'Si  Salt-  (G>  Gieen;  iCi  Cumberland;    T)  Tennessee;  (O)Ohio;  fM)  Mississippi. 


located  is  indicated  as  follows:  (B)  Big  Sandy    (L)  Licking:  f  K) 
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Daily  Temperatures  for  May,  1940. 


SO     31    Mean 
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Beaver  Dam   I  Minimum.... 
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:Miniraum  — 
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j  Maximum  .  . . 
I  Minimum.... 
„   ...  -c  J  Maximum  ... 

Russellville§§ -j  Minimum . . . . 
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Mammoth  Cave- 


Do.  Bowman  Field  iMiniraiim.!; 
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)  Minimum.  . . 
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Minimum. . 
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Mount  Sterling  . 
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:  Minimum 


Pippapass 
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4( 
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Rf 

41 
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64| 

54 
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67 

40!     36 

6S      45 
43      36 


52      52 
87 


78 

60!  51 

89!  85 

ft7|  63 

54  j  56 

90  80 

58  52 

88  87 

65  68 

85  82! 

52  52i 

80  76 

62  52 


89  80 

56  56 

83  83 

56l  53 


89  78 
49j  58 


45  531  37 

89  69  76 

64)  12  32 

71  69  76 

44  48  35 

71  71 

42  43 


44 

4f 

8S 

671     67 

71 

4' 

47 

85 

67;     67 

73 

4' 

45 

H7 

7( 

71 

76 

4. 

4.1 

37 

7( 

7f 
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4' 

4fi 

,S8 

691     7C 

76 

43 
69 

44 

55 

67 

75 

4b 

47 

42 

71 

69 

76 

43 

41 

68 

30 

76 

42  89 

70!  70 

45i  52 

71|  71 

33  36 

69  67 

44l  48 


79 

79 

70 

5C|     48i     50 

72     63      75 

49!     47l     40 

67;     68:     78 

Kf 

47 

42 

76 

68 

76 

56 

44 

42 
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65 

75 

B1 

46 

39 

5C 
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55 

48 

45 

80 

73 

77 

54 

48 

42 

84 

6lj     75 

56 

48 

fi 

66     56 


41      43      48 


50      47      48 


53      55 


7.3 

49 

51 

76 

77 

hi 

5,S 

79 

4t 

54 

75 

74 

54 

58 

75 

74 

60 

77 

54 

"49.8 
76.4 
52.0 
74.9 
48.0 


62.6 
75.8 
63.2 
73,3 


48.8 
77.5 
51.8 


49|     46i     45 


48.5 
75.7 
49.5 


75.6 
45.0 
74.2 


71.0 
48.6 
71  6 
5S.6 
71. 3 
50.2 
73.9 
46.6 


46.6 
73.1 
47.9 
74.2 
48.7 
73.2 
48.2 
73.6 
50.2 


1  charged  to  the  prpciidintr  ilar,  nii  which  it  almost  always  ( 


WHO  TrfiiiiavHIc    6  27  40  110(1 
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No.  <i 


whole  Ihr 
iit   l*"iiriii(' 


•  viiried  between  ().!i:5  ineli  ;i 
H.     Scattered  Bhowcrhi    fell 

on  tho  71  li  iviid  extendijd  to  thn  I'Jtti 


t  A 


iison  and 
on    the    IhI. 

hese  rains  woro  fairly 


.70  incheH 
A    nliower 


OBNERAL   SUMMARY. 

Weather  warmer  than  the  normal  that  prevailed  during  the 
first  two  doeades  j^rreatly  improved  the  condition  of  crops  that 
had  been  held  back  by  low  temperature  in  the  preceding  month. 
This  long  period  of  warmth  so  stimulated  the  growth  of  most 
vegetation  that  the  coolness  of  the  last  decade  had  no  important 
effect  in  retarding  its  development.  Corn  and  cotton  were 
somewhat  delayed,  but  the  relatively  cool  weather  favored  late 
tobacco,  field  tomatoes,  and  maturing  potatoes.  Wheat  harvest 
began  in  the  western  counties  near  the  •20th,  and  moved  toward 
the  north  and  east  during  the  remainder  of  the  month,  without 
serious  interference,  except  in  limited  areas,  by  wet  weather. 
Wheat  left  standing  for  harvest  by  combines  was  favored  by  dry 
weather  in  the  last  week.  The  oat  crop,  which  had  been  un- 
promising, came  forward  during  the  warm  spell.  Frequency  of 
showers,  rather  than  the  amount  of  rain,  interfered  with  the 
curing  of  hay  in  the  second  and  third  weeks.  After  the  19th 
most  days  were  favorable  for  hay  making.  Cutting  of  red  clover, 
which  was  usually  rank,  occurred  mainly  in  this  period.  Cutting 
of  second  crop  alfalfa  began  near  the  end  of  the  month.  Except 
in  some  northeastern  and  southwestern  counties,  the  rains  did 
not  seriously  impede  cultivation  of  crops.  While  the  rainfall 
was  above  normal  in  some  districts,  notably  the  northeastern 
and  southeastern  counties,  the  larger  part  of  the  State  received 
less  than  the  average.  In  a  broad  north-south  belt  across  the 
middle  of  the  State  precipitation  was  less  than  the  seasonal 
amount,  and  the  soil  became  quite  dry  toward  the  end  of  the 
month.  The  driest  district  was  in  the  north-central  counties. 
As  a  rule  no  section  became  dry  enough  to  especially  retard 
crops,  but  more  rain  was  needed  as  the  month  closed  to  produce 
the  usual  growth.  With  the  accompanying  low  temperature 
and  considerable  cloudiness,  the  comparatively  light  rainfall  was 
generally  sufiicient  for  normal  growth.  This  moderately  cool 
and  dry  weather  favored  filling  of  heads  and  ripening  of  wheat. 
Pastures  remained  good  in  most  of  the  State,  although  growth 
slackened  in  central  districts  toward  the  end.  Gardens  improved 
rapidly  during  the  warm  period. 

TEMPERATURE. 

The  first  two  days  were  decidedly  cool.  After  this  period 
temperatures  continued  above  normal  until  the  19th,  with  a 
daily  excess  of  2^^  to  10'-.  From  the  20th  to  the  end  there  were 
only  three  days  with  temperatures  above  normal.  With  these 
exceptions,  temperatures  ranged  from  5°  to  10°  below  the 
average.  Accumulated  deficiency  and  excess  of  temperature 
nearly  balanced,  so  tnat  the  average  for  the  month  was  not  far 
from  normal.  Extremes  for  the  State  were  100^  on  the  23d  at 
Smith's  Grove  and  44*^  on  the  1st  at  Lynch  (near). 

PRECIPITATION. 

Ihe  average  rainfall  for  the  State  was  about  three-fourths  of 
the  normal  amount  for  this  month.  It  varied  greatly  in  distri- 
bution, ranging  from  slightly  over  an  inch  in  some  west-central 
counties  to  more  than  six  inches  in  some  eastern  and  extreme 
western  districts.  A  broad  section  extending  across  the  State 
between  the  lower  Cumberland  and  the  eastern  bluegrass  region 
received  from  1.5  to  o.O  inches.  Several  stations  in  the  center 
of  this  dry  area  reported  less  than  2.0  inches.  In  the  mountain 
and  northern  bluegrass  region,  and  also  in  most  cf  the  Purchase, 
amounts  ranged  from  4.0  to  <i.O  inches.     For  the  State  as  a 


lojit  thro"  da.vs  of  this  porlod.  Irregularly  dlstrlbutod  hIiow- 
iis,  liiit  hi'iivv  iiiKl  inoic  Roneral  In  the  northca.'itiTii  counties,  oi'turn'd  from  the  23(| 
to  2Hlli.     Days  willi  tliuuder.storras  w^^ny.  6,  7,  K.  a,  10,  11,  14,  10, 17,  IH,  W,  24,  M,  JB,27,  ■/». 

MISCELLANEOUS. 

/i'/irr.i;-Frofjuoiit  moderate  to  heav'y  rains  in  tho  upper  valley  kept  the  rlvor  ahove 
pool  stage  at  nio.st  stations  duriiiK  tho  month.  Some  low  ground  along  the  lower 
cour.ses  ot  the  Ohio  and  Green  wa.s  Hooded  by  tho  nicjderate  rise  in  tho  (Irst  week. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Atnio.spherlc   pressure 

Wind. 

Relative 

(reduced  to  sea-level.) 

humidity 

Stations. 

a 

1 

j 

1 

.§1 

1 

a 
p. 

^ 

S  3 

Ill 

29.95   30.21 

^1 

29.67 

23 

7.0 

43 

n. 

28 

81 

56 

57 

76 

Cincinnati 

. .  Ohio 

29.95 

30.25 

21 

29.6! 

24 

6.5 

2S 

w. 

23 

81 

51 

67 

66 

.  Ind 

29.95 

80.2H 

21 

29.61 

24 

H/c 

M 

sw. 

Louisville   

...Ky. 

29.96 

30.24 

21 

29.65 

24 

8.6 

30 

sw. 

23 

82 

53 

69 

VO 

COMPARATIVE  DATA  FOR  JUNE. 


Temperature. 

Precipitation 

Number  of  days 

Year. 

1 

1 
.a 

i 

3 

i 
< 

1 

< 

o  g 

Is 

5 

1 

lygg                      

70.6 
78.4 
77.1 
75.8 
73.3 
75.6 
75.9 
73.5 
73.4 
76.2 
76.1 
73.9 
75.6 
73.4 
68.6 
73.2 
74.8 
73.9 
70.2 

74.5 
70.0 
75.2 
70.2 
75.0 
78.3 
71.7 
70.1 
70.9 
73.6 

71.9 
77.8 
75.4 
73.8 
74.2 
77.0 
70.9 
1     70.4 
f     69.5 
i     71.7 
73.1 
75.3 
74.8 
76.5 
77.4 
70. S 
76.1 
74.3 
71.8 
75.1 
73.1 
73.8 

99 
101 

101 
97 
102 
104 
98 
101 
101 
100 
100 
104 
101 
96 
99 
106 

95 
102 
99 

106 
95 
107 
108 
95 
99 
100 
104 
103 
100 
100 
100 

99 
105 
98 
98 
93 
97 
104 
106 
108 
105 
105 
96 
110 
99 
96 
97 
100 
110 

38 
51 
51 
48 
48 
35 
47 
46 
41 
45 
44 
40 
42 
89 

% 
45 
42 
41 
43 
43 
36 
45 

38 
45 
42 
45 
39 
37 
51 
44 
46 
44 
42 
42 
48 
42 
42 
45 
87 

40 
39 
50 
44 

40 
46 
45 
47 
44 
85 

6.27 
4.96 
4.48 
4.23 
4.64 
2.69 
3.63 
4.64 
3.61 
3.90 
2.80 
6.14 
3.97 
4.75 
3.61 
3.14 
4.49 
4.53 
4.91 
4.36 
5.03 
5.20 
4.06 
3.48 
2.87 
2.30 
4.79 
4.94 

3-' 63 
4.00 
3.12 
2.90 
3.10 
4.59 
4.39 
3.90 
3.45 
4.13 

1.76 
2.80 

1.'67 

4.58 
7.50 
0.81 

3!93 

6.01 

1     !1I 

"o 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

io 

9 
9 

14 
9 

11 

10 

11 

10 

11 

11 

7 

14 
10 
10 
10 
7 
5 
12 
11 
10 

10 
7 

9 
9 
12 
7 
8 
11 
18 

6 
8 
11 
4 
6 
14 
3 
10 
11 
14 
11 
10 

..  1  .. 

::  1  :: 

1890 

1891 

Iij92       .              

1893 

1894                                    

is 

14 
15 
15 

8 
15 
13 
14 
14 
16 
14 
12 
17 
10 
15 
17 
13 
19 
18 
12 
13 
15 
16 
14 
17 
14 
14 
16 
13 
16 
15 
14 

7 
17 
19 
17 
13 
21 
J7 
11 
21 

10 
12 
12 
12 
10 
12 
9 
9 
8 
10 
6 
8 
9 
8 
11 

7 
8 
6 
8 
10 
10 

I 
10 

6 
11 
10 

8 
10 

8 

9 

10 
7 
7 
8 

10 
2 
3 

in 

6 

1895 

1896 •••■ 

5 
7 
4 

189g         

3 

5 

1900 

1901   .   .                    

10 
6 

igffi 

8 

8 

1904 

1905 

1906         

6 

8 
8 

9 

5 

1909                      

9 

7 

6 

1912.... 

1913         

9 
5 

4 

8 

1916                       

7 

6 

1918 

1919 

1920 

6 
6 
7 
5 

1922                     

6 

J  923                     .           

fi 

1924 

7 
6 

1926 

6 
8 

1928         

13 

1929 

1930 

1931 

1932 

6 
4 

7 

1934 

1 
9 

3 

1937         

18    1      6 
13    1      9 
10     i     12 
10    i     12 

6 

lyS8 

t 

Jgj^ 

P»riod  

14 

9 

7 

CLiMAlOLOGlCAi.  DATA:   KKNTUCKY   si^JUTiOiN 


June,  1940 


Climatological  Data  foi  June.  1940. 


Temperature,  in  degrees  Fahr. 


|g 


Precipitation  in  inches 


Western  Dinsion. 

Beaver  Dam 

Calhoun 

Karlington 

Fords  Ferry,  Dam  50  . 

Gilbertsville •  •  • 

Greenville   

Hartford  (near) 

Henderson 

Hopkinsville 

Lovelaceville 

Mayfield 

Murray 

Owensboro 

Owensboro,  Dam  46.  • 

Paducat) 

Princeton 

Rurasey.Lock  2  J 

Russellville 

'Jniontown.  Dam  49. . 
Central  Division,. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brownsville, Lock  6t. 

Burnside 

O'arrolltou,  Lock  1 

Clermont   

Odd  Spring, Dam  36.. 

Danville 

Dix  Dam,  Burgin 

Eadsville 

Eubank  

Frankfort,  Lock  4.... 

Gest.Lock  3 

Glasgow 

Grant.  Daiu  38 

Qreensburg 

High  Bridgf,  Lock  7. 

[rvington  

LaGrange 

Lancaster  

Leitchtielri  

Loxiu!?ton 

■jittlellickman.LockS* 

Lockport.Lock  2 

Louisville 

Do.  Bowman  Field. 

Mammoth  Cave 

Monticello 

Munfordville 

rft.  ,lonn 

Salvisa.Lock  6";  

Shelbyville 

Smith's  Grove 

Stearns 


WoodlMiry,  Lock  4  t. 
Eautei-n   Dirinion. 

Annville 

Ashland   

Berea 

College  Hill,  Lock  n 

Cynthiana 

f  almouth 

Farmers   

Flemingsbnrg   

Ford,  Lock  lot 

Grayson  

Greenup,  Dam  30     . . 

Hazard 

Heidelberg,  Lock  14  . 

•Jackson 

Jenkins . .  • 

Louisa 

Lynch  [near] 

Maysville.  D:im  33  .. 

Middlesboro 

Mount  Sterling 

Oneida    

Oneonta,  Dam  3.'5^  . . . 

Palntsville 

Plkeville 

Pippapass 

Q.uick8and  ..     .. 

RJivenna.Lock  12 

Ri''hmond 

ViiUcy  View,  Lock  9. 
Vanci'biirg.Dam  32  . 

Williamsburg    

Willow,  Lock  13.  .... 

Winchester  

State-  averages  and  e 


Ohio.... 

•McLean 

Hopkins 

Crittenden  .. 
Marshall  ... 
Miihlenourg. 

Ohio 

Henderson  . . 

Christian 

Ballard 

Graves 

Calloway  — 

Daviess 

Daviess 

McCracken   . 

Caldwell 

McLean 

Logan    

Union 


Breckinridge   .- 

Jelierson 

Warren 

Kdnionson  .... 

Pulaski 

Carroll 

Bullitt 

Campbell    .. 


Mercer 

Wayne 

Pulaski 

Franklin 

Henry 

Barren 

Boone 

Green  

.Jossamine 

Breckinridge 

Oldham 

Oarrard  

liiiiysou 

Fayette 


Henry 

.lefferson  . . 
Jefferson  . . 
Edmonson . 
Wayne  — 

Hart 

Hardin.... 
Mercer  . . . . 
Shelby  . . . . 

Warren 

McCreary  . 
Spencer  . . . 
Anderson . . 

Grant 

Rntler 


Jackson  

Boyd 

Madison 

Madison 

Harrison  . 

Pendleton . . . 

Rowan 

Flemin;;  .... 

Clark    

Carter    

Greenup 

Perry    

Lee . 

Breathitt 

Letcher 

Lawrence  . . . 

Harlan 

Mason 

Bell 

Montgomery  , 

Clay 

Campbell 

Johnson 


ike. 


Knott 

Breathitt . 
Estill  .... 
Madison  . 
Madison. 

Lewis 

Whitley  . . 

Lee    

Clark  .... 
tremes 


9G4 


70.3    .. 

73  zl  + 


-1.31 


4.74 
2.21 
0.9S 

1.431-1. 7G 
3.61-0  75 
4.8ll+0  7o 
6.  ,S7l+2.77 
3. 32' -1.44 
1.87,-2.0 
2.7l!-1.38 


■hi.  02 
-0.21 
-2.34 


-2.72 
-0.50 
-1.07 
-1.42 
+  0.13 
-2.23 


+0.54 
l.Od 
1.24 
0.11 

0.88 

;i.4fi 

+  0.87 
-1.32 
+  0.  36 
+  1  33 
+  1.36 


.<?n 


3.3; 


.76'   2- 


12 

17  :    5 

in  I  H 


EldredG.  Young. 

K.  C.  Bennett. 

Brick  Snntlnvorth . 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  T.  Street,  Jr 

W.  K.  MoiTis. 

BhiineMaloiie. 

Mrs.  Joe  Payne. 

Pat  W.   Wear. 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lngore.* 

S.  J.  Lowry. 

Lockmaster. 

Wm.  Shelton. 

Lockmaster. 

Lockmaster. 

C.  E.   Barret. 

Mrs.  Lillie  G  Causey. 

LockmavSter. 

Sarah  E.  Lewis. 

Lockmaster. 

George  BohJen. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Noriieet. 

Mrs.  Katii'  Payut- . 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Betti.'  K.  11.  Alcorn. 

Lockmaster. 

L.  O.  Stiles. 

J.  C.  ogg. 

Kentucky  Utilities  Co. 

1).  Lem  Hughes. 

U.S.  Weather  Bureau 

Lockmaster. 

Lockmaster. 

U.,S.  Weather  Bureau 

U.  S.  Weather  Bureau. 

Ivan  J.  Ellswoith. 

E.  0.  Cooper 

Chester  Williams. 

Sisters  of  Loretto. 

Lockmaster. 

WillaS  Rattn. 

C.  W.  Cuernsev. 

Airway  Station. 

Thad.  Cheatham,  Sr. 

Lockmaster . 

Miss  Nettie  B.  SimpsoB. 

Lockmaster. 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  Ambros  . 

Lockmaster. 

S.  M  Hill. 

Jessie  Oldham. 

Lucille  C-  Stamper. 

f'.  A.  Glascock 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

•Tas.  T.  Goff . 

R.  J    Howard. 

Zeb  Heston. 

.lames  S.  Allen. 

Lockmaster. 

Matthew  Woodson 

W.  R    McKce. 

Garret  Combs . 

Lockmaster. 

A.  L    Donta. 

U.  S  Weather  Bureau. 

Cpiiev  Run  Com.  Ceu. 

1;..    W.  Jones. 

Lockmaster. 

i .   W.  Crookt'. 

Lockmaster. 

Lockmaster. 

Wadely  West. 

Lockmaster. 

Airway  Station. 


All  temperature  data  are  ta,ken  from  self-registering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  Imve  ten  or 

id  in  determiningsection  or  division  means.  Jliunisey,  Brownsville  and  Woodbury  are  Locks  on  the 

Reference  letters.  •,  ''.  »,  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  b  represents 

+  Also  on  other  dates,    tt  Received  too  late  to  be  included  in  means  and  summaries  T   Precii)ita.tion  is 

•Pjiinfall  record  by  U.  S.  Engineers:  temperature  record  bv  Jne  Lasore  at  Pndncah  No.  2. 


more  years  of  rer'ord.  but  all  comiilete  repor 
Gn^en  River;  otlicn-  Locks  are  on  the  Kentn 
two  days.  etc. 
less  than  0.01  inch  rain  or  melted  snow 


1«)10 


^;|-l^VlATOLOGlC;AI-   DAIA:    KHJNTUCKY   .Sia;TJ(.)N 


irion   "■••■ 

1  iiry  Dam  50'. 

~viUe« 

ills 


K'Utthoro,  l):un  40  » 

.lurnh« 

iin'oton.      

iiiisiiy.  Lock  No.  2  ' 


I'liioutown.  Da 


49'. 


Diiily  Piocipltatlon  for  Juiiii,   104O. 


Ouy  u(  moiiUi 


Centrnl  Divisioi 

.\dilisou,  Diuii  45.  ' 

Anchorage 

Bowling  Ureen   ^ 

Bou-Uiix  Groon  Ijlo-  2"  •  •  ■  ■ . 
lirovvusville.Lock  No.  6'.. 

BurnsUle"   

C'lirroUton   Lock  No.  l".- . 

Clermont •• 

Ci>ld  Spring,  Dam  36- 

Danville^ 

Dix  Dam,  Uurgin 

Eadsville  » 

iiubaiik — 

Krankfort,LockNo.  4-.... 

Gest.  Lock  No.  3" 

Glasgow  

(jraut,  DHin:«2 

Greeiisburg  - 

High  Bridgi!,Lock  No.  7°. 

Irvington  

LaGrange 

Limcaster" 

Leitchlield  " 

Lexington  + 

Little  Hicknnin,  Lock  No. 

Lockiiort,  Lock  No .  2  - 

Louisville'  i 

Do.  Bowman  Field.... 

Mammoth  Cave- — 

Monticello  2 

Munfordville  ^ 

^t.  .lohn  '-' - 

■iulvisa,  Lock  No  6  M 

^helbyvilla  ^ 

Snutli's  Grove 

Stearns 

Tavlorsville 

Tyrone,  Lock  No.  5  -t . , 

Williarastown  - 

.Voodhnry,  Lock  No.  4^.  • . 


EdMeni  Divi>:i<>n 

.^.nnviLe  - C. 

.^shluiid  2 o 

Beroa   K 

College  Hill,  Lock  No.  ll^  K. 

Cynthianii'^ .L. 

Faimonth  ^   L . 

Fleir.inesburg  '- L. 

Ford,  Lock  No.  10 '^t K. 

Grayson  ^ O  • 

Greenup,  Dam    SO'^ O. 

Hazard-^ ....K- 

Heidelberg.  Lock  No.  14^ K. 

Jackson  ^ K. 

JeiLkms^   B, 

I/Ouisa'' • B 

Lvueh  [near]   C 

Maysville,  Dam  33- 0 

Middlesboro      -  •• C 

Mount  Sterling L 

Oneida't K 

OneontaDiim  35- ....O 

Paiutsville   2. B 

Pikeville B 

Pippapass  ■  ■  •  ■ K 

Quiclisand^ K 

Ravenna,  I,oek  No.  12^. K 

itiehrannd  - K 

Viillpy  View.  Look  No.   0^ K 

^'ancelmr.t.  Dam  No.  32  ". < ) 

Williamsburff^...... c 

Till. nv,  Lock  No.  132 K 

Winchester     K 


T 

.1511.07 

...1    .20 


.18  .12 
T 

.02;  .56 
.82  .20 
T.  .21 
.09i  .10 
.40  .10 
.05  .40 
.20  .45 
69  .51 
.82    .22 


2.TJ 
4  74 

2.n 

0.U8 
1.43 
a. 64 
4.84 
6.57 
•6.V2 
1.87 
2.74 
4.71 
8.67 
1.66 
1.58 
3.  !>9 


4.4« 
4.76 
S.46 
2.87 
3. 25 
4.96 
7.76 
5.31 

3.70 
5.17 
4.78 
4.16 
5.74 


TO 
60 
.15 

9]   .15 

-■    I  --8    ■••' 

.17  T.    .... 

.  .n9jl.2K. 

.50  .isl    .2J 


2.64 
8.72 
4.70 


4.64 
5.12 

2.48 


Except  lis  otlitTwiso  indicated  ot)^i'r\ation.s  arn  geuei ally  made  latp  in  the  afternoon,  near  sunset,  and  preeipitation  recorded 
'First-order  Weather  Bureau  station;  precipitation  is  lor  tlie  24- hour  period,  midnight  to  midnight  unless  otherwise  indicated 
amount  then  recorded  is  for  the  precedimr  24  hours.  ^Precipitation  measured  with  recording  gage.  '"     '    ' 

T.  Trace,  or  precipitation  less  than  0.01  inch.  t Post  office  addresses  as  folio  -      .     -    - 


T.  Trace,  or  precipitation  less 
Look  10.  Rod  Km, isp    Kv.  :   Oueonta.  California.  Kv 
Kentucky:  'S'  Salt-  iGt  Green;  (O  Cumberland; 


for  24  hours  .^tiding  at  rime  of  observation. 

2 Precipitation  measured  in  the  morning: 

__  „„-„-  Inelnded  in  the  next  lollowing  ineasuTemeiii 

s:-T-ock  5.  I.awreucebnru.  Kj.  :    Lock  6.  Vprsailles.   Kv.  :  Lock  ^.  Nicholasvillp  Ky 


icated  is  indicated  a.»  follows:  (B)  Big  Sandy    (T.)  Linking:  (K) 
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CLIMATOLOGICAL  DATA:  KEN'IUCKY  SECTION. 


June,  1940 


Daily  Temperatures  for  June,  1940. 


3       4        5       6 


9      10      11      1'2      13      14      16 


19     20      21      22      23     24      25     26  \  27 


Wateni   LHi-ision. 


„      ^  , ,  Maximum 

Mftytielrt \  Minimum 


Maximum  . .  ■ 
Minimum  — 

: Maximum  ... 

:Minimum  — 
Maximum  . . . 
Minimum.... 
Maximum  . . . 

Minimum 

Maximum  . . . 
Minimum  — 
Maximum  . . . 

Minimum 

Maximum  . . . 

Miuimum 

Maximum  . . . 


Owensboro 


Paducah  (near) 


Princeton  . . 


Rngspllville§§ 


Maximum  . . . 

Minimum 

Maximum  . . . 

Minimum 

Maximum  •   . 

Minimum 

JIaximura .  . . 

Minimum 

Maximum  . . . 
Minimum 

Central  Dimsion. 

\  Maximum  . . . 

(  Minimum 

!  Maximum  . . . 

"      i  Minimum 

:Maximum .  . . 


^^lerinuui* jyjj 

^        .,,  )  Maximum  . 

Ranville )  Minimum., 

"'''Dam {mni'mum.: 

„   ,       ,  )  Maximum  , 

Eubank (Minimum., 

o^    „!,«„,»  )  Maximum  . 

Frankfort i  Minimum., 

„,         „  J  Maximum  . 

CilasKOW    I  Minimum., 

„  .  „,„  )  Maximum  , 

Greensburg i  Minimum., 

.     ,      .    „  S  Maximum  , 

"•^*°^t°° i  Minimum., 

,    .,  ,  „„,  J  S  Maximum  , 

^"^'"■''"eld  )  Minimum., 


Do.  Bowman  Field 
Mammoth  Cave- 


Shelby ville  ... 
Smith's  Grove 


'Ailliamstown 

Eastern  Div 
Annvllle 


:  Maximum  . . 
•Minimum... 
S  Maximum  . . 
(  Minimum.  . . 
j  Maximum  .  . 
i  Minimum... 
)  Maximum  . . 
(  Minimum. .. 
I  Maximum .  . 
!  Minimum... 
:  Maximum  . . 
:  Mini  mum... 
;  Maximum  .. 
:  Mini  mum... 
j  Maximum  . . 
I  Minimum . . . 


.Maximum  . . 
:Minimum . . . 
i  Maximum  . . 
'  Minimum.. . 
I  Maximum  . . 
'  Minimum... 

Maximum  . . 

Minimum , . . 

Heidelberg l^f.fiZr.:: 

I->-h[near] j^^'^'um.:; 


Ajhland 


Berea. 


Farmers. 


Minimum. 

^•"^-^'-boro IKmum.: 

Moun,  Sterling.....   ^ZS: 

I'ikeville j  Maximum. 

Pippapa«s   ... 


Minimum. 
Maximum  , 
Minimum., 
Maximum . 
Minimum. , 
Maximum  . 
Minimum., 


fij     80 


^'-^-»- iSlf„^i'=::.- 


88  Instruments  are  read  in  the 
'.''.'  etp.  indicate  resppptivpl 
W   B  O  Lo>ii<ivillp    7  27. 40  11'"- 


851   m 

69i     69 
R6| 


If. 

60  61 

m  P2 

f,f,\  67 


U\  b9 
53  62 
85 

50]  62 
85i     91 

681     66 

90    -n 

fifi      62 


morning:  the  i 


read  is  nharged  i 


day,  nn  whirh  it  i 


nost  always  oopn^ 


U.  S.  DEPARTMKNT  OK  AiJRlCUl.TUKK.  WKATIIKK  BUKKAU. 
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KENTUCKY     SECTION 


j.  l.  kendall. 
Vol.  XLV  Louisville.  Ky.,  July,  1940 


No 


GBNERAL   SUMMAKY. 

Abnormally  low  temperature,  averaging  about  5    below  sea- 
sonal means  prevailed  in  the  period  lst-18th.     On  account  of 
the  cool  weather  moisture  deficiencies  already  present  in  north- 
ern and  western  localities  had   little    adverse    effect    on    crops. 
The  limited  rainfall  was  sullieient  for  the  slower  growth  due  to  the 
low  temperature.     \\'eather  warmer  than  the  average  from  the 
19th  to  the  end  was  accompanied  by  lack  of  rain  inmost  of  the 
State.     With  the  exception  of  a  belt  one  to  two  counties  wide 
along  the  south  boundary   from    Logan   County   eastward   and 
widening  considerably  in  the  southeastern   mountains,  precipi- 
tation was  generally  below  normal.     The  central  bluegrass  region 
received  near  normal  rainfall,  which  was  sufficient  to  keep  crops 
in  good  growing  condition.     The   deficiency   increased  irregu- 
larly toward  the  Ohio  and  Mississippi  Rivers.     The  northwestern 
and  most  northeastern  districts  received  only  one-fourth  to  one- 
half  of  the  seasonal  amount.     Areas  of  decided   dryness,  with 
crops  beginning  to  suffer  quite  seriously,  developed  in  the  central 
counties  and  near  the  north  border  of  the  State.     On  the  north- 
t-rn  and  western  uplands  the  larger  part  of  the  corn  crop  reached 
the  tasseling  stage  and  was  in  its  most  critical  condition  to  with- 
stand dry  weather.     With  temperatures  in  the  last  week  rising 
to  100^  or  higher,    tassels  began  to  bleach  and  silks  to  scald. 
Except  in  the  driest  localities,  late  corn  was  generally  benefited 
by  the  higher  temperatures,  although   there  was  a  tendency  to 
l^remature  tasseling.     In  east-central  and  most  southern  districts 
crops  made  good  progress.     The   hot  weather   caused   marked 
improvement   in   cotton.     Late   tobacco,    already    variable    in 
stand  and  size,   became  more  irregular  during  the  hot  dry  pe- 
riod.    Late  potato  planting  began  with  the  soil  relatively  cool 
and  moist,  but  ended  in  the  heated  period  with  these  conditions 
much  less  favorable.     Threshing  and  combining   were  finished 
in  ideal  weather,  with  the  grain  thoroughly  dry.      In  northern 
sections  gardens  deteriorated  and  pastures  dried  seriously  on  the 
hills  and  uplands  during  the  last  week  or  ten  days.     The  high 
temperatures  caused  blistering  of  tomatoes.     Growth  of  alfalfa, 
soybeans  and  lespedeza  was   checked   in    the   dry   regions,   but 
continued  favorably  in  the  east-central  and  southern  counties. 

TEMPEKATURE. 

There  were  only  three  to  four  days  with  normal  temperature 
in  the  Krst  half  of  the  month.  Prior  to  the  19th  daily  averages 
ranged  from  5''  to  10°  below  normal.  Low  minima  character- 
ized the  period,  often  registering  below  00°.  From  the  19th  to 
the  end  temperatures  on  most  days  averaged  5°  to  10°  above 
normal.  On  the  '29th  and  30th  afternoon  temperatures  reached 
or  passed  100°  at  many  stations.  Maxima  from  90°  to  100°  were 
of  daily  occurrence  during  the  last  decade.  Extremes  for  the 
month  were  10-'  at  several  stations  on  the  29th  or  30th,  and  46° 
at  Annville  and  Farmers  on  the  4th  or  5th. 

PRECIPITATION. 

The  average  rainfall  was  about  65  per  cent  of  the  normal 
amount  for  .July.  Its  distribution  was  extremely  irregular. 
Districts  of  two  or  more  counties  in  size  southwest  of  the  lower 
Oreen  and  in  the  valley  of  the  lower  Licking  received  1.0  inch 
or  less.  In  a  broad  b(4t  roughly  puralleling  the  Ohio  River  and 
broadening  southward  across  the  central  p;;rt  of  the  State  most 
stations  reported  from  1.5  (o  2.5  inches.  Tliis  belt  was  broken 
bv  a  small  area  in  the  lower  Oreen  Rivm-   Valley    whci'i;   3.0  to 


inches  occurred.  A  few  stations  in  the  central  bluegraHs 
ion  reported  4.0  to  5.0  inches,    otherwise  the  rain    in  that 

lit  lanK.d  from  8  0  to  4.0  liuli.'S,  AlonK  Uie  Koiitli  border  from  I-ociiii  coiiiity  oaHt- 
liui.l  niM.  iiitlieKoiilhoastiMiiiiKiimtaln  roKlon  from  4.0  to  S.RIiiclii*  occurrcil.  1  ho 
•!■  for  tlir  Siate  wivs  Iwtwooii  0.'2«  Inch  at  Cold  SprliiK,  Canipbftll  (.oiinly.  and  10.87 
oat  l.viiih  (noar)oii  BlK  Hlack  iiiountaln,  Harlan  County.  Hcattcri'd  showcrH 
n\Ml  from  the  2il  to  tUli  and  'JOtli  to  81ft.  Kain  was  fairly  u'aieral  In  the  pcrlodK 
til  ivnd  11.  17tli.  Heavy  local  rains  fell  In  the  lower  Orren  Klvftr  Valley  on  thB  2d 
ill  iiorllicastrrn  districts  on  the  ICth  or  nth,     IJays  with  thundcrstormH  were;  1,2, 

>.  IS.  10,  'Jl.  22,  2;).  24,  28,  30,  31. 

MISCELLANEOUS. 
h'i  1 1  rs:-'lbe  Ohio  declined  from  moderate  .Ktages  on  the  1st  to  pool  Ktages  near  the 

ilo  of  the  niontli.  

PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo  in 

Cincinnati  Ohio 

Evansville Ind 

Louisville   Ky 


30. 05 
30.08 
30.06 


30.  S8 
30.34 
30.34 


Wind. 


COMPARATIVE  DATA  FOR   JULY. 


Temperature. 


1901 .  • • 

1902 .. . 

1903... 

1904 . . . 

1905... 

1906 . . . 

1907... 

1908... 

1909... 

1910 . . . 

1911.. 

1912.. 

1913.. 

1914.. 

1915.. 

191t).. 

1917.. 

1918. 

1919-. 

1920   . 

1921 . . 

1922.. 

1923.. 

1924.. 

1925 . . 

1926 . . 

1927 . . 


77.' 3 

77.9 


77.5 
75.2 
75.9 


79.5 
7.5.2 
81.1 
76.4 
76.8 
73.8 
76.7 
77.6 


76.7 
80.5 
79.0 
7.-!.  5 
77.0 
81.2 


8.30 
3.48 
2.03 

5.75 
7.44 
4.79 
4.71 
3.78 


3.53 
3. 40 

5.  93 


3.94 
6.01 

2^28 
5.50 
2.54 
3.20 
5.30 
4.17 
4.38 
3.28 
2.10 
3.83 
2.65 
4,77 
8.59 


3.97 
1.25 
3  85 
4.31 
6.  05 
4.84 
5.16 


Number  of  days 


r52.year  averagas. 


"rtte'li^ 


•fei^ 
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OUmatolog-ical  Data  foi  July 

1940. 

Counties 

1 

1 

1 

Temperature,  in  degrees  Fahr. 

Precipitation  in  inches 

iJumber  of  days 

1-^ 

8tations. 

d 

2§ 

a 

1 

1 

s 

« 

0 

r 
0 

ll 

1 

1 

ti 

Observers. 

n'eMerji  Division. 
Beaver  Dam 

Ohio  •  ■  • 

441 
437 
420 
356 
481 
519 
640 
382 
524 
479 
364 
412 
420 
404 
341 
529 
384 
.■590 
357 

S52 

700 
500 
410 
705 
480 
474 
489 
955 
770 
622 

1177 
504 
490 
760 
506 
581 
544 
646 
850 

1032 
635 
989 
560 
485 
459 
558 
800 
910 
600 

520 
825 
607 
1400 
489 
524 
943 
(504 

28 
38 
46 
11 

75.7 
77.8 
78.2 

-  2.1 

-  0:7 

98 
101 

100 

29 
28 

28 

52 
63 
53 

6t 
14 
14 

29 

35 

4.09 
3.03 
0.98 
O..59 
1.27 
1.84 
4.10 
1.37 
2.18 
1.68 
1.41 
1.20 
3.12 
3.46 
1.48 
1.75 
3.68 
4.33 
1.16 

2.94 
2.16 
4.62 

2:29 
1.77 
2.76 
0.29 

2:35 
2.21 
1.91 
3.02 
1.37 
1.81 
062 
2.  .SO 
2.99 
2.72 
1.02 
2.93 
1.34 
3.42 

l'i2 
1.36 
2.33 
1.55 
2.73 
).71 
2.16 
2.95 
2.45 
3.56 
7.77 
5.40 
5.83 
1.51 
1.84 

4.23 
2.42 

+0.11 
-0.47 
-2.47 

-2.63 

-i:9i 

-i:82 
-1.55 
-3.70 
-2.13 
-2.13 
+  0.09 
+  1.15 
-2.05 

8.14 
2.17 

0.33 
0.35 
0.53 
0.60 
3.04 
0.83 
1..H0 
0.60 
0.40 
0.57 
121 
1.42 

0 
0 

0 

0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

6 

8 
7 

B 

10 
3 

6 
5 

7 
6 

4 
4 
5 
6 
6 

4 

5 
5 
9 
9 
13 
4 
6 
4 
9 
4 

6 
8 

7 
12 

3 
10 

3 
3 

7 
9 
4 
4 
4 
7 
11 
8 

6 
5 
5 

12 
16 
2 

6 
9 

13 
7 
7 
8 
4 
6 

7 

5 
3 

10 

'I 

18 
21 

14 
4 
5 

10 
9 
6 

sw. 
sw. 

Eldred  G.  Yonng. 

K.  C.  Bennett. 

Brick  Southworth . 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  T.  Street,  Jr 

Hopkins 

Crittenden 

Marshall 

Fords  Ferry.  Dam  50  . . 

Gllbertsville  

MuhlenDurg 

Ohio       

23 

76.0 

-2.0 

100 

26t 

60 

5t 

37 

18 
14 
13 
17 
18 
15 
10 
23 

12 
12 
16 
14 
10 
13 
8 
3 

1 
5 
2 
0 
3 
3 

13 
5 

s. 

s. 
sw. 

Henderson 

18 
44 
11 
31 
14 
43 

l^ 

11 
27 
12 

12 
40 
44 
23 

\l 
2 
14 
16 
16 

77.4 
76.8 
74.6 
"77.3 
76.2 
76.6 

-'2:3 

-i'.i 

-  3.2 

-  1.2 

102 
100 

97 
100 
100 

99 

30 
28 
28t 
29 
80 
30 

51 

54 
54 
67' 
57 
55 

4t 
14 
5 
4 

It 
13t 

33 
29 

28 
29' 
28 
29 

Blaine  Malone. 
Mrs.  Joe  Payne. 
Ralph  B.  Wear. 
Henry  S.  Berry. 
Lockmaster. 
.loeLagore.* 
S.  J.  Lowry. 
Lockmaster. 
Wm.  Shelton. 
Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

George  Bohlen. 

ratim^iiv 

Daviess 

McCracken   

Caldwell  . 

78.2 
77.5 

-0.8 
-  1.1 

98 
102 

29 
30 

60 
64 

4t 
4t 

29 
33 

17 

12 

12 

13 

2 
6 

s. 

McLean  .:::::::: 

76.0 

-  2.2 

98 

29 

62 

4 

31 

+0.06 
-2.01 

-0.14 
-1.95 
+  0.64 
-]  77 
-2. 22 

-3:. 59 

-1.78 
-1.20 

-2.' 15 
-0.91 
-2.59 
—2.  72 
-2.95 
-1.64 
-1.06 
-0.36 

-i:46 

-2.32 
-0.28 
-1.01 
-2.46 
-2.34 

-5:81 

-o'.85 
-1.38 

+i'33 
+1.65 
-2.05 

-i:77 

2.16 
0.49 

0.99 
0.84 
1.65 
0  50 
0.63 
0.92 
1.79 
0.12 
1.66 
2.12 
0.61 

0  72 
1.33 
0.59 
0.53 
n.49 
038 
1.94 

1  52 
0.45 
0.96 
0.66 
1.70 
1.32 
0.56 
0.98 
0.68 
0.55 
0.76 
0  81 
1.00 

0:7a 
1.07 
1.95 
4.30 

2  91 
0  45 
0.74 

0.80 
1.12 
0.96 
1.10 
0.71 
0.94 
1.43 
1.72 
1,96 
1.96 
0.96 
1.67 
1.21 
0.67 

20 

4 

7 

s. 

Central  Division. 
Addison.  Dam  45 

Breckinridge   ••■• 

Jefferson 

Warren 

74.2 
77.4 

-  2.1 

-1.9 

97 
100 

30 
28t 

61 

55 

4t 
S 

30 

30 

20 
18 

8 
2 

3 
11 

w''' 

Bowling  Green 

Brownsville,  Lock  6t.. 

Edmonson 

Carroll ::::;:;:::; 

Bullitt 

77.0 

102 

30 

51 

18 

88 

7 

17 

7 

s. 

Uold  Sprin(i,Dam86. .. 

Campbell    

Rnvln                 

74.4 
76.6 

-'r2 

97 
100 

29 
29 

49 
61 

5 

85 

14 
18 

14 

6 

sw- 

8. 

R.  P.  Coldiron. 
Kentucky  Utilities  Co. 
Joe  Norfleet- 
Mrs.  Katie  Payne. 
Lockmaster. 

45 

13 
18 
47 

42 

14' 
44 
56 
80 
30 
67 

1 

.^. 
11 
44 
25 
47 

2 

i 
34 
22 
37 
23 

9 
23 

37 
30 
22 
51 
33 
15 
24 
10 
20 
16 
5 
16 

37 
0 
42 
41 

18 

6 

4 

6 
14 
21 
43 
27 
23 
43 
10 

74.4 
77. a 

-  0.7 

0.0 

100 
102 

29 
29 1 

50 
50 

4t 
4t 

34 

13 

14 

ib' 
"2' 

12 
19 

7 
5 

"2 

28 

sw. 

Franklin 

Barren 

76.0 

-  2.7 

99 

23 

49 

4t 

32 

L.  E.  Turner. 

74.9 

- 1.7 

99 

27 

46 

5 

36 

High  Bridge,  Lock  7.. 

.lessamine 

Breckinridge   .... 
Oldham 

76.4 

-1.2 

99 

30 

29 
29 

50 

"isi" 

51 

5 

"13" 
14 

35 

'  29" 
36 

15 
23 

12 
6 

4 
2 

sw. 
sw. 

1..  0.  Stiles. 
J-  C.  <^gg. 

Kentucky  Utilities  Co. 
D.  Lem  Hughes. 

76.0 
76.4 

- 1.1 

+  0.5 

100 
100 

9 

14 

8 

sw. 

LittleHickman,Lock8l 
Lockport,Lock2 

Henry '.'.'..." 

Lockmaster. 

78.2 
75.7 
74.4 

-  0  4 

100 
100 
98 

30 
29t 

30 

56 
64 
47 

13 
4t 
5 

26 
30 
33 

19 

8 

4 

sw. 

Mammoth  Cave  • 

Edmonson 

9 
15 

14' 

is' 

27 

11 
11 

12 

"0' 

16 
4 

8 
5 

'5 

12 

'14' 
0 

s. 
w. 

Ivan  J.  Ellsworth. 
E.  0.  Cooper. 

St    Jonu  

Mardin 

Sisters  of  Loretto 

8alviea,Lock6l 

Mercer 

Shelbyville 

Shelby 

75.2 
76.0 
73.4 

71.8 

- 1.6 
-'i'5 

101 
101 
95 
98 

29t 
29 
29 
30 

50 
52 
54 
48 

4 

5 
4t 
5 

38 
35 
29 
34 

Willa  S  Ratta 

Smith's  Grove 

Warren 

C  W.  Guernsey. 
Airway  Station. 

McCreary 

Tyroue,LocK51    

76.0 

-  0.2 

100 

29t 

49 

13 

28 

26 

2 

3 

w. 

Woodbury,  Lock  4  t-  .. 

Bntler 

Lockmaster 

EdKtem  Division. 

'73.2 
76.2 
^75.3 

-  o.'s 

-  1.0 

97' 
100 
98« 

27 
28 
29 

46' 
50 
49" 

5 
5 
7 

35' 
35 
34" 

6 
15 

18 

19 
10 

5 

6 
6 

8 

sw. 
sw. 

W.  A.  Worthlngton. 

Boyd 

Madison.    .... 

534' 

1070 
611 
684 
fiOO 
668 
870 
693 
5s9 
540 
869 
663 
776 

1566 
584 

4000 
624 

1128 
930 
800 
497 
620 
636 

1035. 
732 

926 
.571 
525 

646 
964 

Berpa 

Luther  M    Ambros  . 

College  Hiii;  Lock  ir:: 

Madison 

Cyuthiana 

Harrison .::. 

1.44 
1.49 
3.71 
3.34 
4.28 
4.09 
1,29 
5.78 
3.76 
2.74 

-1  98 
-2.19 
-6.67 
-0.35 
-O.bl 
-0.12 
-2.06 
+0.74 
-1.02 

S    M  Hill. 

Pendleton 

"4' 

'26' 

"7' 

E 

Jessie  Oldham. 

73.4 

-  1.7 

95 

27 

46 

4t 

32 

Fleraingsburg   

Fleming'::;::::" 

Clark ..:: 

Greenup           

Lockmaster. 

} 

is 

13 

sw. 

H.  A.  Baily. 

Heidelberg, Lock  14  ... 

Lee  .::::...  ■•■• 

75.0 

99 

29 

61 

4 

33 

Louisa      . . 

Lawrence 

1.09 
10.87 
0.90 
4.44 

-2.46 

-3:42 
-0.16 

0  70 
2.56 
0.41 
1.96 

0 
0 
0 

5 
13 

5 
12 

Zeb  Heston. 

65.6 
76.0 
73.7 

-"0:8 
-  l.D 

83 
99 
95 

28t 
28t 
28t 

49 

47 
51 

4 
4 
5t 

21 
84 

28 

17 
10 

5 

18 

9 

I: 

Maysville,  Dam  S3  .... 

Bell..:::::::::::: 

Montgomery 

Mount  Sterling 

Oneonta,  Dam  35*1  . 

<^a  mpbell          

75.7 
75:0 

31 
"36" 

0.48 
1.67 
5.27 

'2:36 
2.19 
3.27 
3.22 
1.26 
4.18 
2.46 
3.72 
2.88 

-3.  77 

+l!05 

-3:07 
-2.  .38 
-0.75 

-n.82 

-3.46 
-0.56 
-2.36 

-i:48 

0.32 
0,64 
1.69 

'6:76 
0.53 
1.40 
1.24 
0.86 
1.58 
0.86 
2.60 
4.  SO 

0 

0 
0 

"o"' 

0 
0 

(1 

0 
0 
0 
0 
0 

3 

n 

IS 

'  6 
6 
6 
8 
6 

12 
8 
8 
7 

.... 

21' 

is' 

'14' 

■7 
8 

i6 
'3 

sw._ 

Lockmaster. 

Paiutsville 

Johnson 

I'ikeville 

Pike.... 

Knott          

-   1.6 

99 

ioo" 

28t 
"30" 

53 
47 

6 
..... 

U.  9  Weather  Bureau. 

K.    W.  Jones. 

Ravenna,  Lock  12. 

Estill   .... 

Lockmaster. 

Madison 

76.0 

-  0.9 

97 

29 

53 

4 

25 

,1.  W.  Crooke. 

Valley  View,  Lock  9. .. 

Madison 

Lewis 

Lockmaster. 
Lockmaster. 

73.0 

75.2 

75.5 

-  4.2 

-i.'e 

97 

"95' 
102 

28 

'  28t' 
29t 

48 

■56' 
46 

3 

4 

4t 

33 

"32' 
33 

Wadely  West. 

wiiiow.Lockis::::.:' 

Lee   

Lockmaster. 

Clark 

trnnies^.  .^^.^. ...   . 

Stat<^average9  and  ex 

All  temperature  data  are  taken  from  self-registering  thermometers. 

The  d"partiircs  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or 

Fid  In  deti'rrnliungseetion  or  division  moans.  tUumsey,  Brownsville  and  Woodbury  are  Locks  on  the 

I'j.'firiMire  l(;tb;rs.  ».  ''.  '.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents 

+  .\lso  on  other  dates,    tt  Rciceived  too  late  to  be  included  in  means  and  summaries  T   Precipitation  is 

•Rainfall  record  by  TJ.  8.  Engineers;  temperature  record  by  Joe  Lagore  at  Paducah  No.  2. 


more  years  of  record,  but  all  complete  reports  are 
Green  River;  other  Locks  are  on  the  Kentucky  River 
two  days,  etc. 
less  than  0.01  inch  rain  or  melted  snow 


JriY.    U»H) 


^m-imai'()L()(;k;al  data:  kkntuckv  sioirrioN 


Dally  Proolpltatloii 

fo 

r  J. 

ly, 

1940. 

Day  uf  uionUi 

i 

stations 

1 

2 

8      4       S      6 

7 

8 

0 

10 

11 

12 

18 

14 

16 

10 

17 

18 

19 

so 

21 

2!i 

28 

24 

26 

28 

27 

28 

29 

80 

81 

T. 
.06 
.36 
.06 

I 

Westtrn  DM$ion 

Beavor  Dwn 

Oiilhouu 

Karltnirton   •..••....... ■• 

Kords  Forry  l)Ain  B0« 

...  Q. 
...G. 
...0. 
...0. 
...  T. 
. . .  U . 
...G. 
...0. 
...C. 

....T. 
...0. 
....0. 
....0. 

T. 

l.U 
M7 

1^04 
.44 

'."64 
1.21 
1.28 
T. 

.01 

."os 

T. 

.01 
.02 

!6i 

.86 
.08 
.02 
.36 
.81 
.16 
.27 
.83 
.58 
.48 

.70 
.76 
.87 
.02 
.06 
1.22 
.39 

.60 
.69 
.26 
.32 
.20 
T. 
.92 
.90 
.08 

'.■44 

.38 

T. 

.01 

T 

.01 
.10 

4  09 

... 

.41 

.10 

.06 

8. 08 

.83 

.'54 
.03 

.07 

.01 
.06 

.06 
T. 
.18 

.16 

T. 
11 
.58 

0.«8 

.02 
.08 

't" 

.01 

0.60 

tv 

'.'16 
.39 
.10 
.02 

.07 

'06 
.02 
T. 

.02 
T. 
.10 

.03 
.80 
.04 

J.  27 

(liTonviUa 

Ilrtrtford  

lloiviiorson 

llopkinsvllle' 

l,oYt'lncBvlUe 

Mftytiold 

Murray 

i>\veusboro     

Owcngboro,  »iuu  46  ' 

Paducah' 

T. 

..30 
.07 

1.84 

T. 

4  10 

1.37 

T. 

.03 
'.'29 

'.'eo 

.28 

'^40 
.01 

.02 

.80 

.10 
T. 

.10 
.80 
.84 

1  68 

'.'06 
.04 
.19 

.16 
.67 

.20 
.06 

T. 

T. 

120 

T. 

1.16 

T. 

T. 

8.12 

T 
T. 

.33 

.12 
.01 
.19 

.01 

'.'64 

.08 

't.' 
''6s 

T. 

T. 
.02 

T. 
.36 

.08 

T. 

T. 
1.14 

1.48 

.09 

1.76 

Hunidey,  Lock  No.  2  ' 

RussoUville  « 

L'uioutown.  Dam  49* 

Cmtral  Division 

Adrtisou,  Daiu45.* 

Anchorage 

Bowling  Greeu   =..... 

Uowliiig  Oreen  ijo.  2' .  ■  •  • 

BiownsviUo.LockNo.  6» 

Burnslde'   ■ 

C.urollton   Lock  No.  1^ 

...G. 
...G. 
....0. 

....O. 
....0. 

...K. 

...  S. 

T. 

'.\9 

3.14 
.01 

.20 
.09 

"36 

.06 

.10 

':27 

.99 

.84 
M6 

.10 

.01 

.01 

.06 

.03 

.60 

.'49 

4.83 
1.16 

.90 

.36 

2.94 

.34 
''6i 

.84 
.05 

.19 
.12 

2.16 

.26 
.37 

"25 

T. 
T. 

'^33 

.40 
.22 

'!63 

.60 
.20 
.15 
.63 

.05 
.14 
.02 
.25 

'.'os 

1.66 
1.28 

.16 
.08 
.48 

'iis 

.50 

Iso 

.35 
.16 
.09 
.05 

1.00 
.06 

'!36 
.10 

't. 

.12 

'.'is 

4.82 

2.90 

L64 

1.77 

1.79 
.08 

2.'i2 

.02 

2  75 

.01 

.78 

'!lO 

.12 
1.66 

T. 

.03 

T. 
.10 

'.'ig 
.02 

'.'02 

T. 
.23 

.20 
.01 

".3i 

0.29 

Danville* •• 

Dix  Dam,  Bnrgin 

...K. 
(>; . 

.12 

.01 

.07 

.OS 

.07 

'.'ib 

'.'56 
'.'82 

2.88 
2.85 

.09 

"oi 

.13 
.10 

'.'04 

.17 

.61 

.20 

.03 

.15 
.40 
.51 
.42 

.28 
T. 

l'94 

.14 

.80 

'.'72 

't.' 

.21 

i.'ss 

.02 
.53 

tV 

'.'49 

2.21 

Kiibauk ■  • 

Frankfort.  Lock  No.  4» 

Gest,  Lock  No. 8« 

<jlasg0W  ■••.;■.;• ....-••. 

...K. 
...K. 

tV 
tV 

.'04 
'.'01 

1  91 

'.'08 

'.21 

.'ii 

.46 
.03 
.21 

.01 

^03 

.27 

T^^ 
.03 
.04 
.18 
1.10 
45 
.9S 
.22 
.30 
.94 
.56 
.78 
.68 
.85 

'.'si 

1.28 
.70 
.16 
.10 

1.10 

^22 

.74 

.32 
.11 
.30 

^94 
.03 
.87 
T. 

.27 
.09 
.27 
•  10 
.29 
.48 

.14 
T. 

'.'64 

't. 

■.■28 

3.02 
1.37 
1.81 
0.02 

Ureensburg  ^ ;■■■■; 

High  Bridge,  Lock  Iho.  7^ 

0 

.38 
.17 
.10 

T. 

.26 
.01 

.06 

'.'22 

't.' 

1.52 
.34 

'.'40 

.05 

.28 

2.30 

2.99 

2.72 

Ir\  ington   

0 

T. 

1.02 

Laucttster!' 

Leitchfield  ■ 

htuieCk,;un:LoVkNo.-8n: 

Lockport,  Lock  No.  2  2 

Louisville' t 

Do.  Bowman  Field 

Mammoth  Cave" 

Moiiticello  •■' 

Munfordville  * 

rit.  John-^ 

Salvisu.  Lock  No  6  ^t 

.-helbyville  '^ 

Smith'?  drove 

Stearns 

Taylorsville 

Tyrone,  Lock  No.  5  n.... 

Williarastowu  - 

.Voodhury,  Lock  No.  4« 

Eastern  Difision 

AnnviKe  "^ 

Asliland'' 

5oi;:^eiim:Lo.:kNo;nV;::;: 

Oyntbiann^-^ 

....li. 

....G. 
....K. 

....0. 
...0. 
...G. 
..    .0. 
....G. 

....s. 

..  .G. 
....C. 

....s. 

....K. 
....L. 
....G. 

....C 
O 

L 

.OS 

'M 

.01 
.06 

... 

T. 
.15 

.50 

•04 

.96 

.15 

.05 
.01 

2.98 

.66 

'!l8 

.OS 

T. 

.87 

.01 

.... 

.02 

.01 

.32 

.64 

'.'20 
.26 

".26 
.33 
.02 
.60 

".ok 

■:i6 

l!32 
.39 

T. 

'.'67 

3.42 

2.79 
1  12 

.37 
.40 
T. 
.26 

1:60 

T. 

!02 
T. 

'.'06 

1  36 

'!i2 

'!31 
-43 
.28 

]02 
1.26 

'.'05 

'.'05 

.06 

'.'01 

f. 

".03 
.18 
.09 

T. 
.04 
.76 
.13 

■.'63 
.25 

'.'oi 

.43 
.01 
.1« 

''io 
'.'i2 

.41 
.44 

.67 

'!6i 

't.' 

'.'60 
'.'27 

'  .'28 

'.'04 

".is 

.22 

"oi 

.70 

2. 33 
1.56 

.29 

2.78 
1.71 

.75 
.72 

't. 

.... 

.42 

.48 

.23 

.... 

'^27 
.60 

.09 
M 

'.'04 
1.20 

'.'67 

.20 

T. 
.04 

'.01 
.02 

f. 

■.'04 

.30 

T. 

'.'02 
T. 
.58 

■.'63 

tV 

'.'i2 

'^38 

T. 

.74 
20 
T. 

'.38 

.44 

.42 

... 

T. 

1.07 
.02 

'!i6 

■>  4? 

.18 

.47 
.73 
4.30 
.78 
45 

.68 
.13 
.96 
1.07 
.71 
.01 
1.43 
1.72 
1.96 
.30 

'lis 

.07 
.62 

'!08 

■ 

.16 
1.96 

3.. 56 

7.77 

5.40 

.32 
.06 

.08 

.... 

.05 

2.91 
.33 
.19 

.02 
1.12 

T. 

6.88 

.02 

'.'19 

.... 
T. 

.34 

'iso 

.80 
".\9 

.80 

''09 
.84 

1.84 
4.23 

'.'14 

2.42 

.15 

.60 
.16 
.0 

.15 
.OS 
.13 

't.' 

1.10 
.4J 

'.ii 
.84 
1.28 
1.96 
.96 

'.'83 

.29 

.85 
1.53 
.30 

'!84 
.63 

T. 

.19 

4.09 

.01 
T. 

1.49 

Farmers  '' 

Fleiciny:3burs  ^ ....•■••... 

Ford,  Lock  No.  10  n 

...L. 

....K. 

0 

.05 
.20 

.20 
.03 

'.'02 

.05 

T. 
■.'61 

'!36 
T. 

.98 

3. 71 

06 

T.' 

3.34 

■;io 

.... 

.18 

T. 

.15 

4.28 
4. 09 

(ireennp,  IJaiu    SO' • 

Hazard  = 

Heidslberg,  Lock  No.  14' 

Jackson' 

....0 

T. 
.10 
.03 

129 

.35 
.03 

L67 
f. 

1.22 
.05 

.43 
.23 

r. 

.10 
.04 

.10 

■30 

.28 
.16 

.83 
.1 

.36 

't. 

'.'67 

.45 

.20 

.28 

'.'oi 

i!2i 

6.78 

2.74 

Louisa' 

Lynch  [near] 

Mavsville.  Dam  33' 

Mi(1dlosV)oro 

MountSterling 

Oneida  M 

....C. 
....0. 
....C. 
....L. 
...K. 

.08 
'!03 

T. 
T. 

.08 

:47 
.06 

'.'ei 

.02 

.0- 
.21 
.U 

'.40 
.06 

1^20 
'.'83 

L69 
T. 

'.0- 
T. 

'.'08 

.16 

'.'28 
'.'l£ 

'.'3 

.'45 

'.'so 

■;64 

'.'ii 
'.'6 

'.'ii 
't' 

T. 

't 

T. 

... 

'!61 
'.'02 

.4C 

.a-- 
1  '''■ 

T. 

f. 

.0 
.J 

.0. 

2:46 
.20 
1.96 

.32 

'.'20 

't'. 

.4S 
.2S 
.1 

.0 
2  5 
T. 
.0' 

T. 

't 

;::. 

'.'84 

.70 

'.'os 

';i6 

.02 

".'.53 
.07 
.16 

'iii 

'."52 

.07 
.72 

1.09 
10.87 
0.90 

.04 

T. 

'.'.'.. 

'.'2c 
T. 

:o 

.02 

".2 
.5 
1.4( 
1.0 

2.6 

.14 

.30 
T 

".5S 
l.OC 
1.2 

.8f 

... 
.8f 

... 

T. 

'.'84 
'.'85 

T. 
.16 

.19 

"^' 
.02 

.09 

T. 
.07 

T. 

'.'99 

Paintsville  ' 

Pikeville 

Pippapass  ■  -  •  • 

QuickBand' 

.02 
T. 

'.'7c 

.11 

.2C 

;0e 

.09 

.40 

2.19 

Uichmnnd  ' 

Valley  View,  Lock  No.  9' 

Vancoburir.DamNo.  32' 

....0 

'e?!'" 

8.27 

■  2 

) ... 

'.'6 
't. 

'.'08 

'.'os 

i:::. 
.22 

.1 

".k 

'.'22 

.78 

3.22 
1.26 

T. 

. .       .2S!    .08 

Wiucbestur 

....K. 

T. 

.n 

1 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of  observation. 
'First-order  Weather  Bureau  station;  precipitation  is  tor  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  'Precipitation  measured  in  the  morning: 
amount  then  recorded  is  for  the  preceding  24  hours.  tPrecipitation  measured  with  recording  gage.  *In«lnded  in  the  next  tollowing  measuremeni 

T.  Trace,  or  precipitation  less  than  0.01  inch.  tPost  office  addresses  as  follows:  -Lock  5.  Lawrencebnrsf.  Ky.  :    Lock  6.  Versfl'lleB.   Kv.  :  Lock  8.  Nicholasville  Ky  : 

Lock  11.  Red  Hi^ise    Kt-  :  Oneonta.  California.  Ky.  River   drainage  area   in  which  station  is  located  is  indicated  as  follows:  (B)Big  Sandy    (L)  Linking:  (Kl 

Kentucky;  (S'  Salt-  (Gl  Green:  <C)  Cumberland:    T)  Tennessee:  (01  Ohio:  (M)  Mississiopi. 
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CLiMATO LOGICAL  DATA:  KENTUCKY  SECTION. 


July,  1940 


Daily  Temperatures  for  July,  1940. 


1        2        3       4       5  16 


9      10      11      12      13      14      16      16 


21      22      23     24      25 


29     30     31    Mean 


Hopkinsville   .. 
Lovelacoville  ... 

Mayfield 

Murray  

Owensboro 

Paducah  (near). 

Princeton 

R..9s«l!ville§§... 


Bowling  Green 


Greensburg. 


(  Minimum  — 
:  Maximum  . .. 
:Miuimum  — 
\  Maximum  . . . 

)  Minimum 

j  Maximum  . . . 

I  Minimum 

I  Maximum  • . . 
I  Minimum  — 
j  Maximum  . . . 

I  Minimum 

)  Maximum  . . . 

(  Minimum 

\  Maximum  ... 

!  Minimum 

)  Maximum  . . . 

'l  Minimum 

i  Maximum  . . . 

I  Minimum 

:  Maximum  .   . 

■.Minimum 

J  Maximum  .  . . 

■  (  Minimum 

J  Maximum  . . . 

'  'i  Minimum 

Central  Difishni. 

*  Maximum  . . . 
i  Minimum 

S  Maximum  , . . 

/  Minimum  — 

■Minimum..., 
\  Maximum  . . 

'  Minimum 

(  Maximum  . . 
\  Minimum  — 
\  Maximum  . . 
I  Minimum. . . 
j  Maximum  . . 

■  I  Minimum... 
J  Maximum  . . 
I  Minimum... 
\  Maximum  . . 

■  (  Minimum. . . 
j  Maximum  , . 

•  I  Minimum... 


Irvington  .... 

,    .^  ,  „  , ,  <j  Maximum  .. 

Leitchfield ,  Minimum . . . 

S  Maximum  . . 
i  Minimum . . . 
(  Maximum  . . 
/  Minimum. . . 
;  Maximum  . . 
Minimum... 
S  Maximum  . . 

(Minimum... 

j  Maximum  .  . 

i  Minimum  ... 

j  Maximum  . . 

(  Minimum. . . 

I  Maximum .  . 

'■"*•(  Minimum... 

:  Maximum  . . 

: Minimum... 

;  Maximum  .. 

■.Minimum... 

J  Maximum  . . 

•■■  •■  I  Minimum... 

Eneteri 


Lexingion   .. 
Louisville  ... 
Do.  Bowman  Field 

Mammoth  Cave j 

8t.  John 1 

Shelby ville   ... 
Smith's  Grove 

Stearns 

Taylorsville   •• 
W!lllamsto-\\n  . 


Annville  ■ 


Berea. 


.Maximum  . .  ■ 

:  Minimum  — 

I  Maximum  . . . 

'  Minimum 

i  Maximum  . . 

'I  Minimum 

^  I  Maximum  . . , 

Farmers |  Minimum  . . . , 

I  Maximum  . . 

I  Minimum. . . 

)  Maximum  . . 

I  Minimum.. . 

)  Maximum  .  . 

(  Minimum. . . 

Mi^Kilesboro If^fSZlV. 

Mount  Sterling ^^^^W 


Heidelberg... 
Lynch  [near] 
Maysville  — 


Plppapass 
Quicksand 


WllliamsbnrB 


)  Maximum  . 
I  Minimum. . 
:Maximum . 
:Mlnlmum. . 
:Maximum  . 
:Mlnimum. . 
:Maximum. 
:Minimum.. 
j  Maximum . 
I  Minimum 


89  84 
59  fiSi 
85!     79: 


571     6.S     69     64;     54| 


83  78l 

561  62i 

85  80' 

57  62! 

88  82, 

561     58  64 

85      87  78 

60     50:  6l! 

8fi!     88  76i 

53!     65  59! 


68 

62 

6H 

76  82 

76 

54   57 

61 

79 

8S 

75 

60 

63 

78 

77 

81 

57 

58 

6r 

X4 

n6 

84 

67 

58 

«■? 

82 

84 

86 

60i  62 

ns 

82 

86 

79 

60  63 
8S  89 
62  i     62 


9|l 

94 

64 

63 

83| 

89 

641 

H,") 

89' 

92 

64| 

ee 

83 

83 
60 

80 

82 

6', 

66 

49 

8f 

81 

77 

75 

66 

66 

67 

63 

83 

80 

71 

77 

57 

62 

68 

6;: 

Hi 

84 

8(1 

7t 

63 

55 

08 

53 

81 

77 

76 

■78 

6' 

67 

i? 

46 

82 
66 

80 
63 

75 
58 

^I 

82i     86 


WHO  bouisvSllp 


62      .58'     sol     54 


90| 
57      62 

87      91 
64      66 


51  571 

85!  87;  82 

531  6S!  62 

84!  »<^\  83 


I 

41    81 


63  65 
88  92  92  93 

64  701  70  69 
92  94  96!  9 
601  68  66[  6 


68  64 
88 
67 


92 
69      62 


94  j     95 


98 

100 

76 

73 

96 

KlU 

61 

69 

0( 

98 

75 

74 

99 

100 

64.9 
89.9 
66.6 
89.7 
62.4 
89.9 
65.0 
89. 0 
04.5 
85.2 
64.0 
87.2 
»67.4 
86.6 
65.9 


66.0 
87.7 
64.  4 


5I     96 


93     93 
68     69 


94  95, 

69  71 

961  91 

72[  71 1 

911  88! 


68 
91 

t^ 

71 

74 

94 

93 

72 

72 

9? 

91 

fiS 

67 

98 

91 

74 

72 

75 

8P 

96 

61 

6f 

6? 

91 

03 

93 

100 


64.7 
89- 0 
60.  S 
89  2 
63.5 
87  6 
64. 4 


87.7 
68  8 
88.4 
6.VC) 
86.3 
62.5 


88.4 
62.1 
87.6 
64.  S 
83.  B 
63.3 
87.4 
62.2 
87.4 
61.5 

"86.? 

"61,3 
88.5 
63.9 

'87  5 

85,1 
61.8 
86.6 
03, ■> 


63,6 
83.9 
63.5 


88, » 
61.2 
84.9 
67.0 
86.3 
69.  S 
86. fi 
63,9 


ndirate  ro 
<,  2710  U"" 


ilnpr;  the  maximum  temperature  then  read  Is  charged  to  the  preceding  day.  on  whirli  it  nlron 
9    3  otc     days  missing  from  rnoord. 


fays  occurs 
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OBNEKAL    SUMMARY. 

Temperatures  above  normal  in  tlu>  lirst  IS  days  continued  the 
period  of  moderate  heat  that  prevailed  during  the  last  decade 
of  July.  In  most  eastern  and  south  border  districts,  where 
moisture  was  suflicient,  these  temperatures  were  favorable  for 
erop  ilevelopment;  but  in  the  northwestern  counties,  some  cent- 
ral districts,  and  the  lower  Licking  X'allcy,  where  moisture  was 
deficient,  the  hot  weather  increased  the  deterioration.  Good 
rains  in  the  third  week  fully  restored  growing  conditions  in  the 
west-central  counties.  A  strip  along  the  lower  Ohio  from  the 
Purchase  to  the  valley  of  the  lower  Green  remained  dry  through- 
out the  month.  In  the  northern  part  of  the  bluegrass  region, 
and  in  most  northern  sections  from  the  central  counties  west- 
ward upland  corn  and  early  tobacco  tired  rather  generally. 
Early  corn  was  damaged  by  the  dry  weather  more  than  tobacco 
because  it  was  caught  during  the  period  of  pollenization.  Forced 
cutting  of  earl.v  tobacco  on  account  of  extensive  firing,  occurred 
to  some  extent  in  the  northern  hurley  district.  General  rains 
that  were  heavy  to  excessive,  late  in  the  month  in  many  eastern 
areas  reduced  the  premature  cutting  and  caused  late  tobacco  to 
develop  rapidly.  In  some  southeastern  districts  the  rains 
were  too  heavy  and  frequent  for  best  results  with  crops.  The 
rain  exceeded  the  normal  in  most  of  the  section  from  the  cent- 
ral bluegrass  region  eastward,  but  was  less  than  the  average 
west  of  that  area. 

Pastures  and  forage  crops  in  the  northern  and  central  sections 
varied  greatly  on  account  of  the  local  character  of  the  rainfall. 
They  improved  irregularly  toward  the  south  and  east.  At  the 
end  of  the  month  soil  moisture  remained  deficient  in  the  north- 
western and  some  central  districts,  but  in  most  other  sections 
there  was  enough  to  allow  fall  plowing  to  proceed.  Tobacco  was 
delayed  in  the  dry  sections  where  satisfactory  growth  of  the  late 
settings  did  not  begin  until  after  the  rains  of  the  last  week.  The 
long  period  of  rather  high  temperature  favored  cotton,  which 
advanced  from  a  backward  state  nearly  to  seasonal  develop- 
ment, with  bolls  about  ready  to  open.  Alfalfa  harvest  was  re- 
duced in  places,  but  was  good  in  most  southern  sections.  Early 
soybeans  withstood  the  dry  weather  fairly  well.  Late  potatoes 
came  up  to  poor  stands  and  started  badly.  All  vegetation  was 
improving  as  the  month  ended. 

TEMPERATURE. 

Monthly  temperatures  averaged  considerably  above  normalin 
the  drier  parts  of  the  State  and  not  far  from  normal  but  often 
below  in  the  moist  districts.  Relatively  cool  weather  prevailed 
from  the  18th  to  24th,  otherwise  temparatures  were  almost  con- 
tinuously above  theaverage.  As  a  rule  the  warmest  weather 
occurred  in  the  period  ll-17th,  when  daily  excesses  in  tempera- 
tures ranged  from  5  to  8.  At  some  eastern  stations  the  warm- 
est day  was  the  2Gth.  The  extremes  for  the  State  were  102  at 
Henderson  on  the  17th  and  45  at  several  stations  on  the  2 1st, 
22d,  and  23d.  

PRECIPITATION. 

The  rainfall  for  the  State  averaged  near  the  August  normal. 
In  the  mountain  region  and  most  of  the  Kentucky  River  valley, 
also  at  some  southwestern  stations,  it  ranged  between  4.0  and 
7.0  inches.  The  lower  Licking  Valley  and  most  of  the  section 
from  the  bluegrass  region  westward  received  from  2.0  to  3.0 
inches.  A  section  along  the  lower  Ohio  from  the  Purchase  to 
the  lower  Green  River  had  only  1.0  to  2.0  inches.     The  range 


for  tliii  StBtii  wii.t  between  0.t*6  Ineh  ivt  llnlontown  and  7.63  Inches  nt  QiilekHiind.  Fairly 
Keneral  showers,  some  of  which  were  heavy  locrally,  occurred  In  the  period  6-7th  knd 
18-19th.  l.liflit  to  heavy  rRliih  fell  from  the  IHth  to  16lh  In  eastern  dlHtrlct*.  The  weht- 
oni  division  iiiul  to  a  lisscr  extent  the  central  countlcH  received  llifhl  to  moderate 
showers  from  iln^'Hh  to  ITili,  Ualn  visited  all  parts  of  the  State  In  the  period  27th-8lht. 
Twenty-four  liuiir  umoiints  of  2  0  to  3.0  Inches  fell  at  sorao  eastern  statloim  on  the  2Kth 
or  29th.    Days  with  thunderstorms  were;  4.  6.  10,  U.  15,  16,  17,  18,  20,  27,  2f*.  29,  30. 


MISCELLANEOUS. 

i?ii'er8.'-Run-ofr  from  the  upper  triljutiiiics  of  the  Ohio,  caused  by  heavy  rains 


In 


the  mountain  region,  resulted  in  a  moderate  riM'  tlmt  hegan  on  the  16th  and  culminated 
in  the  lower  reaches  on  the  23d,  The  heavy  rains  lute  in  the  month  raised  stages  a  few 
feet  above  pool  levels. 

Errata. -.,'uly,  1940,  page  29:  Heldelburg,  minimum  temperature  should  be  48  on 
the  6th. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo Ill 

Cincinnati  Ohio 

EvansvlUe Ind 

Louisville   Ky 


29.98  30.20 

30.03  30.2' 

30.00  30.2! 

30.01  30.22 


29.7^ 
29.73 
29. 
29.77 
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COMPARATIVE  DATA  FOR  JULY. 


1898.. 
1899.. 
1900.. 
1901 . . 
1902.. 
1903 . 
1904. 
1905. 
1906. 
1907. 
1908. 
1909. 
1910. 
1911. 
1912. 
1913. 
1914. 
1915. 
1916. 
1917. 
1918. 


Temperature. 


^'.9. 

101 

72  9 

105 

75.4 

96 

74.8 

99 

77.1 

105 

76.6 

102 

77.1 

105 

75.2 

101 

76.7 
78.1 

100 
102 

Precipitation 


75.5 

1     75.2 

75.7 

I  74'.  8 
1  76.3 
76.9 
74.0 
76.2 
73.7 
78.0 
76.0 
71.3 
77.0 


73.4 
76.0 

75.2 

75.4 

76.5 

76.5 

77.3 

71. 1 

77.0 

74.0 

76  5 

74.9 

76.5 

74.7 

77.0 
Rl.l 
78.0 


1.23 
6.16 
5.82 
3.13 
1.72 
3.02 
2.15 
2.83 


Number  of  days 


1U 

37     I 


4.33 
2.06 
2.26 


4.22 
2.22 
3.6H 

4.45 
2.P8 
3.57 


f52  year  averages. 
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OUmatologrioal  Data  for  August,   1940. 

Counties. 

1 

1 
■5 

5 

Temperature,  in  degrees  Fahr. 

Precipitation  in 

inches 

Kumberof  days 

at 

P 

siations. 

1 

ii 
1^ 

K 

1 

3 

2 

5 

"5 

1^ 

II 

5 

It 
1  = 

s 

3 

1 

1 
0 

Observers. 

n-estern  Division. 
Beaver  Dam 

441 
437 

28 

76.7 

78.4 

+  0.3 
+ 1.2 
+  0.4 

98 
96 

17 
16t 
17 

47 
48 
52 

22 

22 
22 1 

37 

40 
33 

2.91 
2.65 
4.27 
1.27 
2.54 
2.70 
1.79 
1.81 
3.26 
1.40 
2.31 
4.05 
2.02 
2.80 
2.36 
3.17 
2.63 
3.02 
0.S5 

2.63 
4.24 
3.31 
1.28 
6.65 
3.3i 
1.91 
3.43 
3.35 
4.57 
4. 17 
4.29 
3.42 
4.66 
5.0.5 
3.45 
2.03 
4.08 
3.23 
4.2.i 
4.46 
1.17 
3.32 
8.08 
4.12 
1.59 
1,77 
4  85 
4.14 
2.54 
2.07 
3.57 
6.48 
1.78 
2.04 
2.10 
2.61 
3.79 
2.43 

4.65 
3.16 
5.49 
6.47 

-0.40 
-1.19 
■1-1.02 
-1.12 

-6:76 

-1:41 

-0.2s 

-2.18 
-1.40 
+  0.66 
-1.42 
-0.30 
-1.38 
-0.  43 

0.94 
0.95 
2.00 
0.61 
1.42 
0.63 
0  76 
0.66 
1.18 
0.60 
0.91 
1.50 
1.46 
1.47 

1:56 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 

0 
0 
0 

0 

0 

c 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 

n 

0 
0 

0 
0 
0 
0 
0 
0 

n 

7 
8 
9 
9 

8 
8 
10 

7 
6 

7 
6 
9 
12 

10 
7 
5 

7 
9 
6 
10 
6 

9 
8 

7 

7 
7 
12 

9 

« 
8 
10 

7 

7 
8 
7 
8 

10 
7 
9 
9 
5 

10 
8 
9 
4 
6 
7 

9 
9 
5 
11 
5 
6 
9 
7 
4 
6 

7 
8 
8 
6 

8 
9 

'5 
9 
13 

10 
11 

id 

8 
8 

4 

16 
15 

16 
3 
11 

11 
12 
6 

n. 

Eldred  G.  Yonng. 

K.  C.  Bennett. 

Brick  Southworth . 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Prank  T.  Street,  Jr 

jici  can  ■;::.■.■■■■■ 

Hopkins 

Crittenden 

Marshall    

420  !  46 
366  1  11 

481 
519 
640 
382 
524 
479 
364 
412 
420 
404 
341 
529 
384 
590 
357 

S52 

700 
500 
410 

'26' 
16 
10 
21 
21 
19 
6 
19 

'20' 
12 

10 
13 
20 
10 

7 
10 
11 

6 

"6 
13 

3 

0 
3 

14 

7 

"5' 
6 

sw. 

s. 
se. 

Sluhlenourg 

Ohio 

23 

76.7 

+  0.6 

99 

17 

46 

22 

39 

Henderson 

Henderson 

18 
44 

n 

31 
14 
43 
12 
20 
33 
23 
27 
12 

12 
40 
44 
23 

78.0 
77.6 

77.4 
78.6 
78.2 
76.7 

■79:6 
76.6 

-  0.3 

+'1:1 
+  0.6 
+  0.8 

+'i:s 

-  0.7 

102 
98 
99 
98 
95 
97 

ioo' 

97 

17 
16t 
16 
16t 
18 
17 

"■5" 
16 

47 
60 
60 
53 
61 
49 

"55' 
61 

22 
22 
22 
22 
20 
22 

"22" 

22 

39 
35 
36 
33 
29 
83 

■■34" 

36 

Lovelaceville 

Ballard 

Blaine  Malone. 
Mrs.  Joe  Payne. 
Ralph  B.  Wear. 
Henry  S.  Berry. 
Lockmaster. 
Joe  L ago re.* 
S.  J.  Lowry. 
Lockmaster. 

\fovtiplrt       

Daviess 

Owensboro,  Dam  46.. • 
Paducafi      

McCracken   

Caldwell  . 

Rnmsey,Lock2  t 

Russellvllle 

McLean  .:::::::: 

75.8 

-1.2 

96 

16t 

48 

22 

40 

-0.09    1.18 

18 

9 

4 

8. 

Central  Division. 
Addison  Dam  45 

Breckinridge   .... 
Jefferson 

-0.61 
+0.59 
-0.32 

+  1.43 
-0.48 

-0:21 
-0,34 
+  0.91 

+6:6i 

-0  28 
+  1,10 
+0.59 
+  0.1G 
-2.15 
+  0.30 
-0.27 

+6'42 
-2.55 
-0.13 
+  1.04 
+0  34 
-1.83 

-6:21 
-1.86 
+0.03 
-1.79 

-i.'40 
-1.43 
+  0.06 
-1.40 

-o:6i 

+  1  28 
+2.37 
-2.64 
-2.52 
+  0.62 
+0  33 
+  1.43 
+0.13 
+0.18 
+  0.32 
-0.16 

+  2.  73 
-054 

+  0.4J 
-1.47 

-2  28 

+  0:37 

+  3.  12 
+  0,59 
+  0,W 
-I.2f, 
+  l.'.i:! 

t'i.42 

-o:v> 

0.60 
2. 10 
1.00 
0.60 
2.65 
1.42 
0.75 
1.38 
2.13 
1.37 
1.60 
1.35 
1.35 
1.71 
2.45 
1.20 
0.58 
2.27 
1.18 
1.52 
1.92 
0.55 
1.24 
2.16 
1.26 
0.63 
0.72 
1.50 
1.70 
0.95 
1.20 
2.26 
1,93 
0.,'i7 
0,82 

0,  80 
0  85 
1.62 
0.90 

0,98 
0.75 
4.  .W 
2.21 

0  S.i 
0.45 
1.69 

1  22 
3.02 
0.75 
1.61 
1-62 
0,86 
1,97 

lit 
l.sn 
2.13 
1.30 

■6:87' 

2.90 
1.68 

"\'.c.h' 

1.64 
2.20 
1,-16 
0.91 

2  T.i 

1 ,  .V2 

Lockmaster. 

75.0 
78.8 

+  O.B 
1-  0.1 

92 
95 

2t 
15t 

45 
56 

22 
23t 

37 
33 

16 
19 

10 

8 

5 
4 

sw, 
w. 

Bowling  Green 

Brownsville,  Lock  6+ 

Mrs.  Lillie  G.  Causey. 
Lockmaster. 

Edmonson 

I'arroUtou,  Lock  1 .   ... 

Carroll 

480  !  41 

474 
489 
9S5 
770 

2 
14 
18 
16 

76.6 

99 

17 

45 

21 

38 

9 

14 

8 

w. 

George  Bohlen. 

Uold  SprinK,Dam86... 

Campbell    

75.6 
77.6 

+  '0:9 

97 
97 

17 

17 

48 
51 

22 
22 

38 
36 

13 
10 

io' 

13 

11 
14 

13 

7 
7 

8 
6 

se. 
e. 

R.  P.  Coldiron. 
Kentucky  Utilities  Co. 
Joe  Norfleet. 
Mrs.  Katie  Payne. 

Eadsville 

Pulaski 

1177 
504 
490 
760 
506 
581 
544 
646 
850 

1032 
635 
989 
5(i0 
485 
459 
568 
800 

30 
13 
15 
47 
38 
42 

75.6 
77.2 

+  1.7 
+  2.0 

100 

17 
17 

46 
48 

19 
22 

39 
42 

Barren 

76.4 

-  0.6 

95 

17 
17 

49 

■■45" 

"221' 

"37" 

10 

"3 

19 

"9 

20 

20 

2 

'18 
7 

lo' 

7 

26 

"6 
5 

6 

s. 

ne. 
ne. 

ne. 

76.0 

+  0.8 

100 

Mrs    Bettie  K    II    A  Icon* 

High  Bridge,  Lock  7.. 

Jessamine 

Breckinridge   .... 
Oldham 

Lockmaster. 

73.9 

-2.0 

93 

27 

47 

22 

34 

J.    C.    Ogg. 

Kentucky  Utilities  Co. 

1).  Lem  Hughes. 

U    P    Weather  Bureau 

14 
44 
56 
80 
30 
67 
2 
6 

76.3 
76.2 

+  0.7 
+  1.7 

95 
97 

17 
17 

52 
60 

21t 
22 

34 
34 

:.ittleHickman,Lock8l 
Lockport,Lock2 

Jessuraine   

Henry 

Lockmaster. 
Lockmaster. 

'ii' 

10 
20 

"9 

4 

6 

23 
27 

14 

18 

"9' 

ii 

ii" 
4 

14 

"6' 

22 
4 

'1 
20 

::: 
4 

"6 
7 

's 

9' 
4 

3 

4 

8 
4 

is' 

ne. 
ne. 

sw. 
w. 
ne. 

78.6 
77.6 
74.9 

+  1.6 

95 
96 

17 
17 

161 

55 
48 
46 

22 
22 
22 

29 
28 
36 

II.  R    Weather  Rurpftii 

Do.  Bowman  Field., 
Mammoth  Cave 

Jeflerson 

Edmonson 

U    S.  Weather  Bureau. 
Ivan  J.  Ellsworth. 
E.  0.  Cooper 

Munfordville     

Hart 

600 

'  93" 

"97' 
96 
94 

95 

95 

"17" 

"17" 
16 
17 
14t 

■"st' 

is" 

"46" 
48 
53 
47 

■  ■■22' 

"22" 
22 
21 

22 

'21' 

■36" 

'40' 
39 
29 
36 

"so" 

Hardin 

777  1  44 
520  '  25 
W5  1  47 

75.1  -  0.1 

75.8 

74.5 

75.4+1.2 

76  2  +  i.9 

Sisters  of  Loretto. 

Salvisti,  Lock  6',  

Shelby  ville 

Mercer 

.Shelby 

Lockmaster. 
Willa  S  Ratta. 

Stearns 

Tnvlnrcvillp 

McCreary 

1400 
489 
524 
943 
504 

4 
34 
22 
37 
23 

9 
23 

37 
30 
22 
51 
33 
15 

Airway  Station. 

Wne!Loct-5i  •::::;: 

Williarastown 

Anderson 

Oraiit 

Lockmaster  • 

Miss  Nettie  B.   Simpson. 

Woodbury,  Lock  4  i. 

Bntler 

Lockmaster 

Etusleni  Division. 
Annville                

'78.6 
76.2 
''76.5 

+'i:4 

+  I.O 

91" 
95 
96 

17 
5 
29 

48' 
51 
50" 

23 
21 
21 

37* 
32 
34'' 

W.  A.  Worthington. 

Ashland 

Boyd 

Madison 

534 
1070 
611 
684 

6HH 
870 

Lockmaster. 

Luther  M.  Ambros  . 

r;oUeg->Hill,Lockn   .. 
CyntUiana 

Madison 

Harrison 

Lockmaster. 
S.  M  Hill. 

Pendleton 

Clnrk    ....' ■■ 

..... 
72.8 

-'6:5 

"gi" 

26 

49 

'23" 

34" 

1.4(- 
5.06 
5.19 
5.77 
3.7(1 

3  67 

4  33 

.lessie  Oldham. 

farmers   

Flemingsbnrg   

Ford,  Lock  101 

Lucille  C-  Stamper. 
C.  A.  Glascock 

693  i  24 
5«9  1  10 
540  1  20 
869     16 
663  ]     5 
776  1  16 
1566  j   14 

Lockmaster. 

Carter    

Mrs    Ruby  A.  Burton. 

8 

17 
7 

"2 

19 

20 

"2' 
J3_ 

16 

8 
20 

'is 

"s 
"i 

26 
11 

'7' 
fi 

4 

ii 
4 

"s' 

7 

s. 
se. 

Hazard              

Perry  ..:::::: 

H.  A.  Baily. 

Heidelberg, Lock  14  ... 

Lee'..:......::;; 

75.0 

93 

27 

52 

22t 

35 

3.76 

5:41 
3.6^ 
7.22 
4  Hi 
3.09 

Lockrntister. 
.Fas  T   Goff. 

.Fenkins  •  •  •  ■ 

Letcher 

R.  J    Howard, 

I,awreiice 

Harlan 



64. 8 
76.0 
'74.4 

+'0:8 
+  0.2 

"80" 

96 
92" 

■'28" 
18 
It 

"43" 
48 
54" 

21 
21 

"ik" 
35 

30 

Zeb  Ileston. 
.lames  S.  Allen. 

.Waysville,  Dam  33  ... 

Middlesboro 

.yount  Sterling 

Mason 

Bell 

ci°a?'^°!"!'?'.:::;: 

C,i\  mpbell 

524 
1128 
980 
800 
497 
620 
636 
1035. 
732 
631 
926 
671 
525 
939 
6(6 
961 

42 
41 
47 

3 
18 

6 

6 

14 
21 
43 
27 

43 
20 
3 

Lockmaiiter. 
Matthew  Woodsoi> 
W.  R    McKee. 
GaiTet  Combs . 

Oneonta,  Dam  3.51 

2.16 
5.60 
5.19 

7.5S 
,^.23 
■l.'fi 
2  7( 
3.  5.S 

Lockmaster. 

7.V4 
■74:6 
768 

78.2 

'75.7 
76.0 

"o'o 



+  1.3 
+  '2.1 
+  '0:2 

'97 

"95" 

92 

■97' ■ 

■94" 
102 

"5 
..... 

"i7t' 

"i4t" 
'iTt 

17 

"5& 

'60' 

"54" 

"51' 

15 

20 1 
'21' 
'2it' 

"21' 

"21' 
21t 

30 

'27' 
"43" 

A.  L.  Donta. 

Pikeville 

Pike.. 

U.  S  Weather  Bnreau. 

Knott 

Cf.nev  Run  Com.  Cen. 

Qnicksiind  ,. 

Ravenna,  Lock  12 

Kiohmond 

Valley  View,  Lock  9. . . 
Vancebiirg,Dam32  ■• 

«'il)iamshnrg 

Willow.  Lock  13. ...... 

Winchester  . 

R.    W.  Jones. 

Estill   

Madison 

Madison 

Lewis 

Whitley 

Lee    

Clark 

tremes 

Lockmaster. 
1.  W.  Crooke. 
Lockmaster. 
Lockmaster. 
Wadely  West. 
Lockmaster. 
Airway  Station. 

3ratH  avera^res  and  f>x 

re  taken  from  si'lf-registering  thermometers. 

irrjial  t<'mperatnre  and  precipitation  are  computed  only  for  such  .citation, 

1  or  divi.Mon  means.  tUunisey,   Brownsville  ;.iid  Woodbury  ai 

'  ,  °.  appearing  in  the  table  indicate  number  of  days  missing;  forexaraple,  b  represents  two  days, 
■,s.    ++ K/eeived  too  late  t<i  be  included  in  means  and  summaries  T    Precipitation  is  less  than  ' 

II.  S.  Engineers;  temperature  record  by  Joe  Lagore  at  Paducah  No.  2. 


0.01  inch  rain  or  melti»dsnow 


\iKJUsr,    IMIO 


lUAMATOIAMilCAL  DAl'A:   KKNTUCKY   SECTION 


Dull 

y  Procipit 

atlon  for  AiikuhI 

,   1940 

Day  or  mnntli 

1 

3 

8 

4 

6 

6      7      8 

0 

10 

U 

12 

18 

M 

IB 

10 

17 

M 

19 

20 

21 

22 

28 

24 

26 

28     27 

28 

29 

.21 
.80 
.26 

.03 
.17 
.45 

".ii 

80 

,06 
.96 
.08 

.63 
.06 
.84 
T. 

81 

t" 

1 

Wrflcrn  Diviiion 

eavor  Dam. Q. 

."nlluiun U- 

inrllniton   «.... O. 

'ords  Ferry  Dam  60' O. 

.01 

.23 
.60 

'•'is 
.02 

.89 
.U 
.49 

.4/ 

T. 

■;66 

.60 

tv 

.44 

2.00 

T. 
1.42 

i.'is 

".Oi 
'!89 

'."os 

.10 

T.' 
T, 

'.'48 

.70 
.02 

'lbs 

.18 

'.80 
.41 
.42 

't.' 

't.' 

.16 
.05 
T. 
.07 
.82 

.18 

't" 

.02 
.12 

'."02 
.08 

T.' 
T. 

T.' 
T. 

't. 

T. 
.08 

"rV 

.16 

."ei 
't'.' 

.36 

.94 
.69 

.40 
.78 
.27 
.20 
.60 
.91 
.78 
1.46 
1.47 
.07 
.48 

Vsb 

.81 
.17 

.'07 

T. 
.22 

T.' 

.'bs 

.02 
.66 

.86 

Vis 
.(yi 
.oa 

'^40 
.07 

2.91 
2.06 
4.27 
J. 27 
2.64 
2.70 
L79 
l.Hl 
8.26 
1.40 
2.31 
4.06 
2.02 
2.00 
2.86 
3.17 
2.6S 
8.02 
0.86 

2.53 
4.24 
8.51 
4.60 
1.28 
5.60 
8.84 
1.94 
8.43 
3.35 
4.57 
4.17 
4.29 
8. 42 
4. 66 
6.05 
3-45 
203 
4.08 
3.23 
4.22 
4.46 

111bortsvllle» T. 

)r««»nvillu  .          .                  G . 

:::: 

t" 

.06 

lartford  Q- 

lendorsou 0. 

.07 

.01 

.01 

.08 

lopkiiisviUti' C. 

T. 

.80 

T.' 

TV 
t. 

.20 
.05 

tV 

1.66 
.01 

.20 

.10 
.87 
.21 

Vlnylleld M. 

Murray    T. 

)wensboro   " 0. 

)weuisboro.  Dam  46  ' 0. 

.06 

.10 

.42 
.17 
.12 
.01 
.10 
.19 

.88 
.04 

'.'92 
.02 
.06 
.26 
.69 
.02 

.50 
.21 
.76 
.64 
.50 
.70 
L42 
.37 
.84 
2.18 
.45 
1,60 
104 
1.35 
1.71 
2.45 
1.20 
^8 

.07 
.04 
.19 

.'28 

.'b.3 

T. 

2.' 65 
.06 

.40 
.46 
.02 
.94 
1.36 
.07 
.09 
.08 
.03 
.14 
.32 
.23 
.22 

.'is 
.10 

.'83 
.10 

i'be 
'.'26 

05 

'.'37 
■f.' 

.09 

.02 

.06 
.02 
T. 
.02 

T 

.88 
V64 

'.'61 
.16 
.01 
.41 
.16 

T. 
.03 

.07 
.01 
.14 

'."6i 

T. 
T. 

T 
T. 

'.'08 

.10 
.10 
.36 

■.■47 
.39 
.40 

.60 

'aducah'  0. 

.01 
.09 

•rincetoni     0. 

iumsLy,  Lock  No.  2  ' G. 

RussHlIville  »     O. 

T. 

T. 

2.10 

■? 
.03 
1.17 

.01 

f 
't'.' 

.07 

.10 

.10 
.10 
1.00 

.97 

.82 

.80 
.65 

'.'60 
.02 

1.38 
.20 

1.37 

Cfiitrnl  nirision 
\ddisou,  Diuu45.  • G. 

.16 

.95 

.'06 
.04 

'.'25 
."06 

Bowling  Greeu  ' G . 

'!88 
.08 

.02 

.10 

:ll 

.05 
.70 

"isi 

.25 

'.'22 
1.10 
.19 

.97 
.20 
.58 
.2^ 
2.27 

T. 

.06 
.08 

':63 

.12 
T. 
.37 

.37 
.61 

.07 
.04 

.68 
.95 

.20 
.10 

BowliiiK Green  !jIo.  2* G. 

Brownsville,  Lock  No.  6" •  G. 

Burnside'^                                            C 

T. 

".OS 

.45 

".'01 

"35 
.30 

.05 
.43 

".■■28 
'.'29 

.43 
.23 

'.'27 
.15 

'.'68 

'.■39 
.15 
.58 
.32 
.09 
.06 

"t^ 

.16 
't' 

O.irroUton   Lock  No.  1« K. 

:nid  Spring,  Dam  36» 0. 

Danville' K- 

:iix  Dam,  Burgin K. 

.'io 

'.'ii 
.10 

I19 
1.22 

!l2 

''13 

.02 
.14 

i.iv 

'.01 
.'03 

.14 

i'is 

Kubank C. 

• 

'.'02 

.05 

'!oi 

T. 

'."ii 

.69 
1.40 

■;72 

.60 

'.'eo 

..5.5 

"2- 

.05 
.30 

.01 

.98 

".ii 
.20 

'.60 

•is 

."17 
V23 

't. 

.01 

'.'i4 
iiis 

.19 
.75 

.40 
T. 

'!04 
T. 

'ibb 

i.'22 
1.35 
.01 
.55 

<'rankfort.  Lock  No.  4' K. 

Gest,  Lock  No.  3' K. 

'.■49 

T.' 

".'6i 

T. 

:r,int,   l)nra!?3' 0. 

;ve.';i-liurg  ' G. 

li.:;.  i!ridge,LockNo.7» K. 

rvinston   0. 

't." 

't.' 

T. 

'."65 

'."01 
'."05 

t. 

.18 

".m 

1.52 
.02 

.03 
192 

:26 

.24 

1.22 
.55 
.74 

2.15 
.76 
.06 
.06 
.72 

1.27 
.61 
.22 

2.26 

!02 
,82 
.80 
.85 
1.62 

'.26 
4.  .^2 
1.81 
.26 
.44 
.95 
.98 
2.16 
.60 
.13 
.70 
.86 
.90 

"."10 
1.85 
1.20 
.48 

.13 

.48 

Laucasttr' K. 

Leitchfield  = <i. 

.02 
.'04 

.27 

'.'07 
.05 

.OS 
.45 
.11 

!l5 
.85 

.... 

.'so 

.78 
.06 
.90 

.22 

.53 

.11 
.01 

".ii 

'■()2 

'.'si 

.62 
.24 

. . '. '. 

'.07 

't'.' 
T. 

'.'bi 

.08 
T. 

■;22 

'iie 
.'23 

.63 
^' 

'tv 

'!i5 
'.26 

■.'64 

'."62 

'.■91 
.05 

.02 
.02 
T, 

'."is 

.55 
1.77 
.31 

\ 
'.57 

'.'38 

'^36 
.33 
.45 
.19 
l.OS 
3.  02 
.70 
.08 

".it 

.41 
71 
.06 
.08 
.16 
.02 
1.70 
.07 
.02 
.21 
.12 

■^.^ 
.10 
.16 

.48 
.33 

2.' 21 

.28 
.25 
1.59 
1.22 

t: 

r. 

'.'62 

.06 
T. 
.13 
.18 
.02 

':66 

'.'02 

.10 

'.'75 

'.'so 

.24 

1.17 
3-82 
5.08 
4.12 
1.59 
1.77 
4.85 
4.14 
2.54 
2.07 
3.57 
5.48 
1-78 
2.04 
2  10 
2.51 
3.79 
2.43 

4.65 
3.16 
5.49 
6  47 
1.26 
1.46 
5.06 
5.19 

.itUemckma.1,  Lock  No.  8  H K. 

Lockport,  Lock  No.  2' K. 

LonisviLLEi  t- 0. 

Do.  Bowman  Field 0. 

Mammoth  Cave' G. 

Montioello  - C 

Muntordville  ■ G. 

-t.  .lohn-^ S 

>,.lvis:i,LockNo6't K. 

■Jlielbyxillo  ■' S, 

^mith'a  arove .G. 

Stearns C. 

.68 

i'.'^o 

.08 
.18 
.41 
.40 
1.93 

'.'43 

'.'95 
T.' 

't.' 

.06 

'.'02 

'.'32 

■;28 

T. 
T. 

".03 

T. 
T. 

't.' 

.46 

tv 

.05 
.60 

t, 

T. 

.30 
.62 
.20 

.." 

'.'89 
.51 

■;75 

.40 
1.62 

.86 
1  9- 
2.2fi 
2.00 
1.70 

.14 

.05 

.94 
1 

.03 

".ib 

'.'32 

.07 

'.'39 

t. 
T. 
.06 

'.■30 
18 
.23 

.or 

.08 
1.12 

'."k 
•oa 

"t." 

".ii 

".Q9 

Vii 
'.'61 

'."02 

"."is 

.15 
T. 

M 
1.20 

'!67 
.06 

'.'ib 

.27 

'.'ii 

Taylorsvill,. S. 

T 

.08 
1.30 

45 

':':: 

.04 

r vrone,  Lock  No.  5  't K. 

\Villiamstowii  ■' L. 

•Voodbnry,  Loc!i  No.  4'^ G. 

EnHtetii  Diiifion 
A.nnvii:e  -          C. 

'!33 

■■: 

.77 

.10 
T. 

'^02 
T. 

'.'15 
.60 
.10 
T. 

Asllliilld  - O. 

P.eroa   K. 

CollPSeHill,  Lock  No.  iT- ....K. 

CvntliiuiiM- .1,. 

Kaluiouth^ L. 

■.■h^"';^i'sbnr?'2:::':;;;;::::;;;;;;;;L' 

Ford,  Lock  No.  10 -t K. 

.i 
.1 

■;:" 

tV 

'.'02 
T. 

.43 

.16 

'.'62 

't. 

'.'ia 

''74 
.28 
.31 

.34 

'.'72 
l.fil 
.26 
.40 
.80 
.10 
.48 
.11 
.31 
.03 

T. 

.23 

.02 

■.'60 

Greenup, Dam    30' O 

.63 
.45 
.53 
.62 
1  22 
1.20 
.56 
1.29 
2.13 
.27 

'.'65 
.05 
.02 

'.'17 

S.70 
3.67 
4.33 
3.76 
6.67 
5.41 
8.52 
7.22 
4.34 
3  09 

Hoidslbers:.  Lock  No.  142. K 

Jacksou'- K 

linking' B 

't. 

T 

i'.m 

1.30 

LynchCnear]   ....U 

.MaysviUe.  Dam  33' 0 

Middlesboro      . C 

".it 

.04 
.09 

T 
.24 

T. 

.32 

Mount  Sterling L 

Oneida't K 

■;; 

.0 

'0. 

'.'22 

.'ir 
.2f 

'."si 

Oneontanain  3,d  - ....0 

I'iUutsviUe   '    .B 

Pikeville. H 

■::.r 

.19 
.St 
.02 

1.4" 
.45 
.If 

'.'91 

!"' 

L29 

T. 
.02 
T. 

'.'04 

2.9(1 
1.68 

i!fi3 
.97 
.10 
.06 
.20 

T. 
.IC 

.08 

T. 

"■k 

'tV 

.01 

'."4a 

".k 

.05 
.77 
.10 

.4f 
.12 

.45 

'.'■78 

T. 

'.'65 
.30 

T. 

'.'08 

^0-2 
'^27 
'.'69 

'■\i 

'.'bv 
.2 

.8- 
.Ot 

'.'of 

.0, 
.0 

2.'o( 

.80 
.05 
.64 

l'27 
1.57 
1.50 
1.4f 
.59 

".'64 
2.75 

.25 
.31 

.57 
2.95 
1.20 
1.64 
2.20 
1.04 

.04 

.74 

'.'26 
.02 

'.'08 

'^85 

'.'bs 

.... 

2.16 
6.50 
5.19 

"7]53 
5.28 
4.76 
2.74 
8.55 

■■5.' 18 
5.72 

Pippapa-ss K 

Qaicksimd' K 

Haveuua,  l,ock  No.  12-. I\ 

Richmond  ' K 

Vail. >y  View,  Look  No.  92 K 

Vaiiceburi?.  Dam  No.  32  '. O 

iVilliaiimbur!^-......    (' 

sVillow,  f.ock  No,  132 K 

Winclipsti-r K. 

.8 
.1 
.0 

... 

... 

hxcept  as  otherwise  indicated  observations  an-  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  iinurs  ending  at  time  of  observation 
First-order  Weather  Bureau  station ;  precipitauou  is  lor  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.        'Precipitation  measured  in  the  morning-' 

amount  then  recorded  is  for  the  preceding  24  hours.  I  Precipitation  mea.sured  with  recording  gage.  'Inelnded  in  the  next  following  measure... eni 

1.  Trace   or  prgcipitation  less  tnan  0.01  men.  tPost  office  addresses  as  follows: -Lock  .<;.  Lawrencebnre,  Ky.  :    Lock  6.  Versailles.   Kv.  :  T>ock  ^.  Ni<^>iol.isvill<.  Kv   • 

Lock  10.  Red  Hfoiise    i\v.  :  nneouta.  nalif.irnia.  Ky 

Kentucky:  IS'  Salt-  'G'  Green;     C  Cumberland: 


indicated  as  follows:  (B)  Big  Sandy 
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CLIMATOLOGICAL  DATA:  KEJS'IUCKY  SECTiUN. 


AuGUsr,  1940 


Daily  Temperatures  for  Augriist,   1940. 


Stations. 

1 

2 

8 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

1 

1 
t  15 

J 

16 

17 

18 

h 

20 

21 

22 

23 

24 

25 

26 

h 

28 

29 

80 

31 

Mean 

n'atffm  IHvition. 

Beaver  Dam  

Maximum . .  • 

94 

95 

92 

91 

93 

84 

88 

87 

91 

86 

89 

91 

85 

95 

95 

97 

98 

91 

80 

77 

81 

84 

87 

88 

92 

93 

94 

94 

85 

87 

88 

89.4 

Minimum.... 

69 

60 

71 

70 

62 

71 

66 

61 

7C 

6S 

69 

73 

6( 

66 

68 

68 

67 

60 

63 

52 

47 

50 

57 

60 

65 

70 

6- 

68 

67 

61 

64.0 

Calhoun 

:Maximum  ... 

96 

87 

94 

94 

96 

89 

92 

91 

91 

91 

95 

96 

98 

99 

99 

91 

82 

84 

88 

90 

92 

95 

97 

95 

92 

88 

89 

89 

92.0 

tMinimum.... 

71 

62 

70 

70 

65 

73 

66 

65 

62 

7C 

70 

71 

72 

67 

67 

70 

70 

70 

60 

55 

53 

48 

53 

58 

62 

64 

70 

67 

64 

60 

64.9 

Earllngton 

Maximum  . . . 

94 

94 

93 

94 

94 

80 

89 

90 

86 

83 

91 

92 

89 

93 

94 

95 

88 

78 

79 

80 

84 

85 

88 

90 

91 

93 

89 

88 

90 

88.6 

Minimum.... 

70 

65 

69 

71 

6b 

74 

69 

68 

66 

68 

70 

72 

72 

68 

68 

72 

72 

71 

64 

68 

54 

52 

52 

60 

64 

70 

72 

69 

69 

68 

66.5 

Greenville 

Maximum  . . . 

90 

fl 

98 

95 

95 

89 

8S 

87 

83 

93 

93 

88 

94 

94 

97 

99 

90 

79 

79 

80 

85 

88 

90 

93 

95 

95 

92 

88 

89 

88 

90.1 

Minimum.... 

67 

63 

70 

66 

65 

63 

60 

68 

66 

6S 

72 

64 

65 

68 

66 

60 

53 

51 

46 

50 

58 

69 

66 

69 

66 

67 

66 

60 

63.3 

. 

Maximum  . . . 
Minimum.... 

97 
76 

96 
63 

96 
67 

93 
70 

97 
67 

89 
72 

94 

68 

98 
66 

89 
62 

84 
71 

94 
68 

97 
70 

91 
72 

98 
66 

100 
66 

96 
71 

102 
69 

87 
69 

76 
60 

79j  84 
661  48 

47 

64 

90 
56 

96 
60 

94 
70 

87 
72 

91 
67 

»7 
68 

91 
65 

91 
55 

91.4 

64.7 

Hopkinsville  

Maximum... 

91 

96 

96 

95 

95 

85 

90 

91 

84 

82 

93 

93 

95 

95 

98 

98 

89 

78 

83 

85 

87 

89 

92 

93 

93 

92 

89 

88 

89 

90.0 

Minimum.... 

68 

66 

72 

68 

66 

74 

69 

67 

65 

67 

69 

74 

72 

65 

68 

69 

68 

62 

54 

54 

50 

51 

59 

62 

64 

70 

66 

67 

68 

60 

65.2 

Lovelaceville 

Maximum  . . . 

94 

93 

90 

90 

94 

88 

90 

88 

86 

80 

87 

87 

90 

93 

97 

99 

98 

85 

81 

78 

83 

86 

87 

92 

93 

94 

92 

85 

89 

93 

91 

89.5 

Minimum.... 

67 

6» 

68 

65 

71 

67 

66 

65 

70 

70 

71 

73 

68 

67 

68 

71 

62 

55 

52 

60 

53 

59 

60 

66 

75 

66 

66 

68 

58 

66.4 

Mayfleld 

Maximum  . . . 
Minimum.... 

94 
70 

1 

92 
71 

95 
69 

90 

89 

93 

87 

?? 

89 

92 

89 

?^ 

93 

98 

98 

87 

79 

79 

81 

86 

87 

92 

92 
64 

93 

93 

84 

84 
69 

89 

90 
60 

89.8 
67.5 

70 

(4 

69 

67 

68 

71 

71 

74 

70 

70 

72 

73 

72 

62 

56 

56 

53 

57 

61 

69 

72 

68 

69 

Maximum  . . . 

90 

91 

93 

94 

94 

86 

90 

90 

90 

85 

92 

94 

95 

90 

96 

77 

76 

79 

85 

81 

90 

91 

90 

91 

92 

91 

88 

88.8 

Murray  

Minimum.... 

70 

72 

75 

68 

71 

70 

68 

68 

70 

72 

72 

71 

74 

71 

63 

51 

55 

56 

57 

61 

65 

70 

71 

71 

70 

62 

67.7 

Owensboro 

Maximum  . . . 
Minimum.... 

93 
70 

92 

65 

93 
66 

92 

94 
66 

86 
70 

90 

95 

91 

84 
70 

92 

95 

84 

gj 

94 

95 

97 

85 

It 

11 

79 

84 

54 

84 

89 

91 

89 

88 

84 
67 

86 

84 

88.3 

66 

65 

73 

64 

67 

68 

67 

68 

59 

56 

65 

4Q 
49 

60 

71 

66 

71 

66 

66 

60 

65.1 

Paducah  (near) 

:  Maximum  .  . 

SO 

94 

95 

96 

ino 

89 

90 

90 

85 

82 

88 

93 

90 

95 

95 

97 

98 

86 

81 

82 

80 

89 

85 

89 

93 

91 

92 

86 

86 

92 

92 

90.1 

:  Minimum 

71 

73 

72 

72 

71 

74 

71 

70 

71 

72 

73 

74 

76 

7! 

71 

75 

74 

74 

63 

69 

60 

56 

57 

63 

65 

69 

74 

68 

73 

70 

6V 

69.1 

. 

Maximum  .  . . 

89 

92 

91 

91 

94 

80 

89 

89 

65 

78 

89 

91 

86 

94 

96 

77 

81 

85 

87 

85 

87 

90 

92 

92 

93 

83 

86 

91 

92 

87.9 

Princeton 

Minimum.... 

70 

67 

73 

72 

69 

71 

69 

69 

66 

70 

72 

71 

67 

69 

70 

62 

55 

54 

51 

54 

51 

54 

69 

63 

69 

78 

67 

69 

68 

56 

65.4 

Russell  villeS^ 

Maximum  ... 

89 

90 

92 

91 

90 

85 

86 

91 

84 

89 

89 

84 

90 

91 

96 

96 

92 

78 

87 

90 

93 

94 

9-. 

93 

86 

86 

88 

88  6 

Minimum.... 

65 

70 

68 

63 

65 

66 

65 

60 

64 

67 

63 

66 

67 

67 

67 

67 

62 

53 

51 

48 

51 

55 

61 

66 

68 

65 

66 

61 

63.1 

Central  Di 

Anctiorage 

Maximum  . . . 
Minimum.... 

8S 

92 
61 

91 

68 

74 

92 

87 

82 

83 

86 

84 

89 

90 

87 

88 

88 

92 

11 

87 

78 

76 

77 

82 

84 

82 

90 

92 

65 

84 

77 

82 

82 

85.6 
64.3 

69 

66 

66 

57 

60 

71 

68 

78 

65 

66 

73 

68 

69 

61 

55 

51 

46 

52 

59 

63 

65 

69 

68 

68 

65 

62 

Bowling  Green 

Maximum... 

90 

94 

92 

92 

92 

87 

90 

91 

88 

87 

91 

89 

86 

92 

95 

91 

91 

82 

81 

79 

83 

88 

89 

88 

90 

94 

95 

89 

83 

89 

90 

89.0 

Minimum.... 

68 

64 

72 

70 

66 

75 

75 

70 

70 

74 

74 

76 

71 

71 

74 

76 

70 

63 

67 

63 

68 

56 

60 

68 

56 

70 

69 

58 

66 

64 

67.6 

Clermont 

:Maximum .  . . 

91 

98 

96 

94 

97 

91 

89 

91 

94 

90 

95 

98 

92 

96 

98 

89 

99 

80 

96 

80 

83 

86 

89 

90 

93 

95 

97 

92 

79 

80 

91.2 

^Minimum.... 

69 

64 

63 

61 

66 

61 

63 

61 

56 

66 

63 

65 

71 

62 

60 

60 

79 

71 

60 

49 

45 

48 

51 

47 

51 

52 

65 

63 

63 

67 

57 

60,0 

Hun  villp       

Maximum  . . . 
Minimum.... 

88 
66 

91 
57 

90 
70 

83 
68 

91 

69 

85 
64 

85 
65 

91 
71 

87 
66 

91 
66 

91 
68 

85 
73 

89 
69 

92 
63 

94 
64 

97 
S5 

93 

70 

80 
63 

75 
52 

81 
49 

85 
48 

87 
49 

85 
57 

92 

57 

?2 

95 
69 

85 
67 

75 

86 
66 

84 
62 

87.4 

Uau\  llie 

63.6 

l)ix  Dam 

Maximum  ... 
I  Minimum.... 

91 

95 

94 

86 

96 

90 

87 

92 

91 

90 

90 

87 

89 

95 

97 

93 

93 

80 

82 

86 

87 

87 

92 

95 

93 

87 

76 

85 

86 

89.4 

69 

59 

72 

72 

65 

71 

69 

87 

63 

67 

70 

71 

74 

70 

65 

67 

69 

72 

66 

55 

63 

51 

64 

fi9 

61 

72 

72 

69 

6« 

69 

64 

65.6 

Eubank  

Maximum  . . . 
Minimum.... 

91 
64 

95 

92 
64 

59 

91 
61 

86 
66 

88 
60 

90 
59 

90 
51 

93 
64 

95 
65 

92 
69 

9! 
67 

89 
63 

94 
66 

95 

65 

9N 
67 

92 

-4 
40 

80 
51 

81 
50 

86 
48 

If.     ^° 

94 
64 

95 

G7 

94 

69 

90 
64 

81 
65 

84 
67 

86 
00 

89.7 

50 

61.4 

Frankfort 

Maximum  . . . 

91 

97 

97 

89 

95 

87 

89 

90 

95 

90 

92 

92 

88 

94 

93 

97 

100 

94 

83 

80 

83 

89 

89 

87 

94 

96 

87 

86 

81 

89 

88 

90.4 

Minimum.... 

67 

65 

70 

71 

65 

69 

55 

58 

70 

67 

72 

75 

70 

64 

65 

67 

70 

63 

55 

52 

48 

51 

57 

62 

70 

67 

65 

67 

67 

62 

64.0 

Glasgow  

Maximum  . . . 

93 

93 

93 

87 

87 

87 

89 

88 

91 

88 

90 

89 

87 

91 

91 

95 

94 

79 

78 

80 

85 

86 

87 

90 

90 

92 

91 

85 

81 

86 

88.4 

Minimum .... 

68 

64 

73 

68 

64 

72 

67 

60 

61 

69 

68 

70 

74 

68 

63 

65 

68 

68 

64 

63 

51 

49 

49 

51 

60 

69 

72 

70 

68 

64 

60 

64.3 

Greensburg 

Maximum  . . . 

94 

96 

92 

8-i 

98 

89 

82 

88 

95 

88 

93 

91 

80 

94 

97 

98 

loo 

93 

83 

78 

84 

89  92 

86 

94 

98 

96 

96 

87 

83 

90 

90.7 

Minimum.... 

65 

56 

72 

65 

60 

71 

62 

54 

58 

66 

65 

69 

71 

67 

62 

69 

66 

67 

61 

48 

47 

45  46 

51 

50 

62 

67 

66 

66 

66 

59 

61.2 

Irvington 

Maximum  . . . 

91 

92 

86 

82 

85 

83 

78 

78 

80 

SO 

79 

83 

81 

90 

86 

90 

81 

83 

78 

76 

80  82 

85 

80 

91 

93 

91 

fii 

88 

85 

83.7 

Minimum 

69 

68 

69 

72 

68 

68 

64 

59 

62 

68 

70 

67 

66 

68 

68 

61 

54 

62 

47 

62 

57 

60 

66 

70 

68 

67 

65 

61 

64.1 

Leitchfield 

Maximum  . . . 
Minimum.... 

92 

68 

94 
61 

93 
73 

92 
70 

94 
66 

80 
70 

85 
64 

8b 

61 

89 
63 

88 
69 

88 

89 
69 

85 

91 

67 

91 
67 

94 

;s 

87 
69 

81 

78 
64 

60 
62 

84 
52 

86 
57 

87 
58 

82 
62 

92 
65 

93 
70 

68 

^? 

86 

65 

87 
63 

87.7 

64.9 

Lexington  

Maximum  . . . 
Minimum.... 

89 
67 

6C 

95 
70 

89 
69 

96 

68 

82 
70 

87 
64 

90 
66 

94 

66 

90 

70 

93 
67 

91 

67 

71 

89 
69 

92 
66 

94 
67 

97 
69 

93 

67 

80 
61 

79 

55 

81 
52 

88 
50 

89 

54 

11 

92 
62 

96 
71 

92 
69 

87 
68 

67 

86 
65 

62 

88.9 

64.5 

Louisville 

Maximum  . . . 

91 

94 

92 

90 

93 

89 

88 

87 

88 

93 

94 

86 

93 

94 

95 

95 

88 

78 

76 

84 

83 

8S 

91 

92 

89 

88 

79 

86 

85 

88.2 

I  Minimum.... 

73 

66 

74 

77 

75 

71 

66 

67 

68 

74 

73 

77 

76 

72 

72 

75 

74 

68 

64 

59 

.55 

56 

61 

60 

6X 

73 

72 

70 

69 

63 

68.9 

Do.  Bowman  Field 

: Maximum  ... 

93 

95 

93 

90 

95 

89 

88 

88 

91 

89 

94 

96 

88 

94 

96 

96 

96 

90 

78 

77|  79 

85 

85 

83 

92 

94 

88 

89 

79 

86 

86 

89.0 

iMiniraum.... 

69 

63 

72 

74 

73 

68 

67 

60 

64 

73 

71 

74 

76 

70 

68 

70 

71 

67 

63 

67   52 

48 

56 

60 

65 

69 

70 

69 

69 

65 

61 

66  3 

Mammoth  Cave 

Maximum  . . . 

90 

92 

90 

89 

90 

81 

87 

85 

89 

90 

91 

88 

83 

89 

91 

93 

93 

87 

79 

781  79 

81   86 

87 

91 

92 

93 

91 

87 

83 

87.3 

Minimum 

65 

68 

70 

68 

61 

73 

63 

59 

58 

66 

66 

65 

72 

67 

64 

65 

67 

62 

62|  48 

46   48 

53 

59 

66 

72 

69 

67 

62 

58 

62.6 

St.  Jolin 

Minimum .... 

88 
66 

89 
62 

87 
70 

70 

87 
67 

87 
69 

86 
68 

84 
62 

87 
64 

87 
68 

90 

90 

69 

88 
72 

89 

68 

90 
66 

91 
69 

9.3 
6B 

68 

73 
62 

73   78 
.56   .53 

78!  83 
48:  51 

83 
5» 

87 
60 

66 

90 
76 

'0 
66 

82 
68 

78 
66 

76 
6!i 

84.9 

64.4 

Shelby ville  

Maximum  . . . 

90 

95 

94 

88 

95 

88 

85 

85 

89 

85 

90 

94 

86 

90 

91 

93 

97 

9i 

79 

76   79 

86,  S6 

84 

92 

92 

86 
67 

87 

86 

86 

87,8 

Minimum.... 

65 

57 

69 

69 

66 

65 

64 

66 

60 

69 

66 

69 

71 

65 

65 

66 

68 

60 

55  Sn 

4Hi  52 

56 

61 

66 

65 

65 

62 

68 

62,4 

Smith's  Grove 

'  Maximum  .  . . 

90 

94 

90 

90 

92 

80 

84 

86 

90 

89 

86 

82 

90 

93 

95 

93 

87 

79 

78   81 

871  87 

89 

93 

92 

94 

91 

81 

85 

87 

87.9 

Minimum.... 

67 

63 

73 

69 

65 

68 

65 

64 

64 

69 

69 

68 

68 

66 

65 

66 

68 

67 

68 

55   .52 

48|  .50 

65 

60 

65 

69 

6fi 

64 

63 

60 

63  6 

Stearns  ...••■• 

: Maximum  ... 

85 

90 

86 

86 

84 

85 

85 

88 

89 

85 

88 

85 

76 

80 

85 

90 

94 

90 

78 

76   76 

83!  86 

87 

90 

90 

92 

90 

75 

86 

83 

85.2 

;  Minimum.... 

66 

61 

6S 

62 

64 

68 

68 

60 

60 

67 

66 

66 

68 

66 

63 

67 

66 

64 

56'  63 

571  68 

58 

63 

65 

67 

68 

66 

67 

68 

68.8 

Taylorsville  

:  Maximum  . . . 

90 

92 

91 

90 

91 

84 

86 

87 

90 

92 

91 

94 

87 

9' 

91 

94 

96 

90 

78 

77|  78 

83i  84 

85 

90 

95 

89 

92 

77 

85 

85 

88.0 

:  Minimum .... 

67 

56 

68 

73 

62 

68 

60 

58 

59 

62 

65 

69 

75 

68 

64 

65 

67 

69 

63 

541  56 

471  51 

50 

60 

66 

61 

66 

65 

65 

70 

62.9 

Williamstown 

Maximum  . . . 

88 

89 

92 

93 

95 

95 

82 

86 

90 

87 

93 

93 

88 

88 

89 

91 

94 

94 

78 

75 

79 

83 

82 

79 

92 

93 

89 

84 

84 

83 

84 

87.6 

Minimum.... 

64 

59 

67 

72 

68 

71 

64 

62 

63 

69 

69 

70 

72 

69 

67 

67 

69 

70 

61 

55 

51 

53 

58 

56 

64 

71 

72 

66 

66 

67 

69 

64.9 

Eaite)-ii   Dii 

isinn. 

Annville 

.Maximum... 

88 

90 

89 

89 

86 

85 

88 

90 

88 

90 

88 

80 

82 

87 

89 

91 

90 

79 

78 

79 

83 

84   86 

87 

90 

91 

89 

85 

86 

84 

92.5 

:Minimum.... 

65 

55 

52 

59 

59 

68 

55 

59 

62 

64 

66 

71 

66 

59 

61 

65 

63 

62 

51 

50 

48   60 

52 

62 

63 

64 

66 

(,■* 

62 

64.7 

Ashland  

Maximum  . . . 

85 

89 

90 

92 

96 

92 

85 

90 

92 

90 

92 

91 

85 

80 

85 

88 

90 

94 

81 

79 

80 

86 

87   80 

94 

92 

89 

85 

87 

85 

87.7 

Minimum.... 

66 

67 

63 

65 

64 

69 

69 

64 

63 

67 

72 

69 

69 

68 

68 

68 

70 

67 

55 

51 

54 

561  59 

70 

69 

67 

69 

67 

64.7 

Berea 

Maximum  . . . 
Minimum.... 

92 

90 

92 

92 

89 

86 

86 

90 
61 

94 
75 

93 

75 

90 

75 

84 
70 

85 
66 

89 

90 
64 

"? 

90 
65 

85 
64 

s 

84 
50 

84 
52 

11 

86 
56 

91 
61 

90 
60 

i 

90 
54 

96 
53 

85 
67 

85 
63 

88.9 

62.1 

Farmers 

Maximum... 
Minimum .... 

85 
66 

87 
64 

87 

6r; 

67 

90 
62 

90 

66 

87 

68 

85 
54 

f. 

84 
61 

88 
67 

85 
69 

86 
70 

S3 
68 

85 
64 

85 
64 

90 
66 

75 
67 

s 

74   81 

84   79 
so;  40 

77 

91 

68 

6.5 

76 
65 

76 
66 

75 
68 

63 

83.4 

52 

50 

54   57 

62.2 

Heidelberg 

Maximum  . . . 

88 

89 

88 

91 

91 

8;; 

87 

87 

91 

88 

90 

90 

79 

m 

H7 

90 

91 

92 

80 

77 

80 

8li  87 

84 

90 

92 

93 

89 

77 

85 

85 

86  6 

Minimum,... 

67 

67 

65 

63 

70 

70 

58 

63 

66 

65 

65 

69 

68 

62 

65 

67 

69 

67 

54 

55 

52  i  52 

54 

57 

65 

67 

65 

68 

69 

63 

63.4 

Lynch  [near]  

Maximum  . . . 

75 

75 

71 

76 

77 

77 

74 

79 

77 

71 

76 

73 

66 

65 

64 

72 

76 

72 

69 

65 

68 

68!  70 

73 

76 

75 

78 

80 

72 

74 

69 

72.6 

Minimum.... 

.52 

89 

54 

54 

58 

60 

60 

58 

59 

55 

63 

61 

60 

57 

57 

60 

6(1 

52 

63 

48 

40 

52!  53 

fO 

56 

60 

61 

62 

69 

58 

59 

57.1 

Maysvllle 

Maximum . . . 

87 

88 

88 

90 

95 

92 

85 

86 

93 

88 

90 

90 

87 

86 

89 

91 

91 

96 

85 

77   80 

Sfil  85 

79 

93 

92 

88 

81 

82 

84 

86 

87.4 

Minimum.... 

66 

57 

66 

72 

65 

66 

59 

62 

69 

68 

69 

69 

65 

66 

69 

70 

67 

54   48 

51 

54 

62 

64 

'?' 

72 

68 

68 

69 

P3 

64.7 

Middlesboro 

Maximum  ... 

92 

86 

82 

87 

88 

89 

91 

90 

B4 

86 

8,6 

78 

77 

83 

89 

91 

80 

80 

79 

79 

82 

84 

8  6 

tc. 

89 

87 

76 

82 

92 

«84.9 

Minimum 

63 

fi3 

67 

58 

68 

67 

69 

64 

63 

63 

66 

72 

70 

69 

64 

66 

68 

66 

55 

64 

02 

57 

67 

61 

65 

61 

6T 

67 

67 

65 

'63.9 

Mount  Sterling 

: Maximum  ... 
:  Minimum.... 

■■ 

Pikeville 

Maximum... 

90 

90 

89 

91 

97 

si 

aa 

92 

92 

88 

91 

90 

79 

73 

83 

87 

90 

91 

82 

80 

80 

86 

87 

86 

90 

92 

94 

91 

86 

89 

88 

"ni'.e, 

Minimum .... 

62 

61 

60 

58 

64 

68 

64 

63 

65 

69 

63 

64 

67 

67 

65 

68 

68 

70 

58 

56 

66 

57 

67 

68 

62 

65 

66 

67 

66 

67 

61 

63.0 

PlDDanass 

Maximum  . . . 
Minimum.... 

Quicksand 

.'Maximum.  .. 

89 

94 

90 

89 

9.5 

87 

87 

89 

93 

92 

96 

93 

8.3 

ai 

87 

89 

94 

92 

85 

79 

83 

86 

«6 

86 

91 

92 

92 

96 

79 

89 

87 

88.6 

:Minimum.... 

60 

86 

61 

59 

60 

68 

63 

57 

61 

59 

62 

62 

67 

64 

61 

63 

65 

66 

69 

56 

51 

54 

63 

65 

56 

62 

64 

65 

66 

67 

64 

60,6 

Richmond .  •  •  • 

:Maximum  ... 

88 

90 

88 

B5 

91 

90 

86 

87 

90 

80 

80 

90 

90 

92 

90 

80 

75 

68 

85 

85 

84 

90 

9? 

92 

86 

74 

82 

86 

85,9 

:Minimum.... 

68 

63 

70 

70 

73 

"0 

62 

65 

^0 

72 

70 

72 

68 

66 

73 

73 

66 

62 

60 

60 

62 

63 

63 

71 

73 

72 

68 

68 

65 

67.6 

Williamsburg 

IMaximum .  . . 

96 

89 

92 

89 

87 

85 

^9 

96 

88 

96 

«6 

97 

97 

90 

92 

93 

94 

80 

97 

93 

96 

PI 

96 

92 

94 

90 

76 

84 

85 

90,5 

.Minimum 

62 

61 

66 

70 

76 

72 

65 

68 

70 

65 

66 

67 

74 

68 

63 

65 

69 

69 

68 

60 

54 

68 

59 

62 

62 

68 

fA 

67 

69 

70 

Fd 

66,0 

Winchester  

Maximum... 

86 

91 

88 

85 

91 

82 

86 

86 

89 

88 

90 

91 

82 

88 

92 

93 

94 

93 

80 

77 

81 

84 

86 

84 

92 

94 

93 

81 

75 

84 

84 

86.7 

Minimum  .... 

66 

59 

69 

71 

66 

69 

70 

58 

65 

69 

69 

70 

71 

66 

66 

66 

64 

54 

51 

.52'  54 

68 

61 

69 

71 

68 

(•6 

(■8 

63 

64.7 

SS  Instruments  are  read  i 
*,''  •  etc.  indicate  ruspe 
'V    H  O  Lniiisvtllp.  9  27  40  lUi" 


the  precedine  day. 


rhioti  it  almnfst  always  ncci: 


U.  S.  DEPARTMENT  OF  ACM^ICULTUKE.  Wh'ATIIKK  BUREAU. 


IMt  LIBi, 
UNiVLfiSITY 
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GENERAL   SUMISCCART'. 

Temperatures  considerably  bolow  normal  in  the  second  decade 
and  also  in  the  last  week  delayed  growth.  To  some  extent  the 
inlluonce  of  these  cool  spells  was  offset  by  decidedly  warm 
weather  from  the  ISth  to  12-Uh,  but  the  dryness  that  ac^eompa- 
nied  the  hiph  temperatures  was  unfavorable  for  late  corn  and 
grass.  Some  central  and  eastern  localities  received  normal  rain- 
fall, but  in  most  of  the  State  precipitation  ranged  from  one- 
fourth  to  one-half  of  the  seasonal  amount.  Because  of  renewed 
jirowth  in  tobacco  that  resulted  from  the  rains  of  the  preceding 
month,  the  prevailing  dry  weather  was  more  favorable  than 
otherwise  for  this  crop.  It  had  a  tendency  to  hasten  maturity, 
which  was  very  desirable  on  account  of  the  lateness  of  much 
tobacco.  Largely  as  the  result  of  dry  weather  and  abundant 
sunshinp,  most  of  the  late  crop  had  been  cut  by  the  end  of  the 
month.  Cold  winds  in  the  periods  of  low  temperature  were 
unfavorable  for  starting  the  curing  process  in  tobacco  cut  and 
housed  at  that  time. 

Heavy  rains  on  the  10th  in  central  districts  improved  pastures, 
but  grass  deteriorated  slowly  in  other  areas  until  the  fairly  gen- 
eral and  comparatively  heavy  rains  late  in  the  month.  Rather 
general  improvement  followed  these  rains,  but  subnormal  temp- 
eratures prevented  full  seasonal  benefits.  These  rains  improved 
conditions  for  seeding,  and  brought  up  grain  sown  within  ten 
days  to  two  weeks  of  their  occurrence. 

Scattered  frosts  were  reported  on  the  26th  and  27th,  but 
damage  was  slight  for  staple  crops  had  mainly  developed  beyond 
the  stage  of  danger.  Dry  weather  and  low  temperature  dimin- 
ished the  growth  of  late  corn.  Only  a  limited  portion  of  this 
crop,  located  principally  on  the  valley  lands  of  the  western 
counties,  remained  green  at  the  end  of  the  month.  Late  pota- 
toes improved  during  the  first  decade,  but  suffered  from  inade- 
quate moisture  until  the  late  rains.  They  were  damaged  by 
frost  in  some  northern  sections.  Seeding  to  rye  began  near  the 
middle  of  the  month.  The  last  alfalfa  cuttings  were  short  in 
most  places.  Late  hay  cured  well  and  was  saved  with  minimum 
damage  from  rain.  The  dry  weather  favored  picking  and  gin- 
ning of  cotton.  Water  supplies  for  livestock  and  domestic  use 
became  short  in  western  districts. 


TEMPEKATURE. 

The  temperature  averaged  considerably  below  normal,  with 
the  greatest  deficiency  in  the  north-central  part  of  the  State. 
Cool  weather  prevailed  in  the  periods  lst-4th,  10-16th,  and 
25-30th.  The  coolest  days  occurred  in  the  three-day  intervals 
11-1 3th  and  2.5-27th,  when  minimum  temperatures  ranged 
from  32°  to  39°  in  most  districts.  Temperatures  were  above 
normal  from  the  .5th  to  9th  and  18th  to  23d.  Relatively  high 
maxima,  varying  between  85°  and  100°  were  registered  on  most 
days  in  the  warm  periods.  Extremes  for  the  State  were  100° 
at  Lovelaceville  on  the  21st  and  29°  at  Clermont  on  the  27th. 

PRECIPITATION. 

Precipitation  averaged  about  two-thirds  of  the  normal  amount 
for  the  month.  It  exceeded  the  seasonal  average  in  some  east- 
ern mountain  counties,  where  it  ranged  from  3.5  to  4.0 inches. 
Other  east-central  districts  received  2.0  to  3. Oinches.  Less  than 
1.0  inch  occurred  in  the  Purchase  and  considerable  other  west- 
ern areas.     In  the  central,  northern,  and  most  southern  counties 


amounts  ranged  from  1.0  to  2.0  inches.  Light  to  heavy  show- 
ers occurred  in  the  period  iMOlh  and  moderate  to  heavy  lains 
from  the  23d  to  2(;th.  A  few  northeaHtcrn  stations  reported 
24-hour  falls  of  2.0  to  3.0  inches  on  the  25th.  Days  with 
thunderstorms  were:    8,  i),  22. 


MISCELLANEOUS. 

Rivers:— The  Ohio  and  its  tributaries  in  the  State  were  at  pool 
stage  during  the  n)onth. 

PRESStTKE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo Ill 

Cincinnati Ohio 

Evansville Ind 

Louisville   Ky 


30.07   30.35 

1 

30.29 
.081  30.34 


29.65 
29.61 
29.63  25 
29.58 


S 


49  84 

52  78 

62  85 

52  86 


COMPARATIVE  DATA  FOR  SEPTEMBER. 


Temperature. 


1899.. 
1900.. 
1901.. 
1902.. 
1903.. 
1904., 
1905 . , 
1906., 
1907. 
1908. 
1909. 
1910. 
1911. 
1912. 
1913. 
1914. 
1915. 
1916. 
1917. 
1918. 
1919. 


68.5 

71.7 
73.4 

72 '.8 
73.4 

74^6 


72.2 
65.5 
69.5 
72.6 
75.1 

74.' 8 
69.2 
68.3 
74.4 


2.71 
1.89 


2.25 
3.57 
4.01 
0.91 
2.  58 


2.51 
4.41 
3.71 
2.80 
2.49 
2.96 
3.32 


2.87 
4.49 
2.83 


5.03 
4.82 
2.7.S 
3.67 
1.84 
3.52 
1.26 
1.97 
2.91 


Number  of  days 


t52-year  averages. 
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September,  1940 


Cllmatologicai  Data  foi  September,  1940. 


Temperature,  in  degrees  Fahr. 


PreciDitation  in  Inches  Number  of  days- 


n'estem  Division. 

Beaver  Dam 

Calhoun 

Barlinsrton 

Fords  Ferry.  Dam  50  . . 

Qilbertsville 

Qreenvllle   

Hartford  (near) 

Henderson 

HopkiBSvllle 

Lovelaceville 

Mayfield 

Murray 

Owensboro 

Owensboro,  Dam  46..- 

Paducah  

Princeton 

Rumsey,Lock  2  t 

Russellville 

Uniontown.  Dam  49... 

Central  Division. 

Addison.  Dam  45 

Anchorage 

Bowling  Green 

Browiieville.Lock  St.. 

Burnside 

Carrollton.Lock  1 

Clermont   

Cold  Sprinx.Dam  86.  •■ 

Danrille 

Dix  Dam.  Burgin 

Eadsville 

Eubank  

Frankfort,  Lock  4 

Gest.Lock  3 

Glasgow    — 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7.. 

Irvington  

LaGrange 

Lancastei 

Leltchfleld 


Lockport,  Lock  2 

LOUISVILLF. 

Do.  Bowman  Field. . 

Mammoth  Cave  ■ 

Montlcpllo 

Munfordville 

8t.  Jonn 

Salvisa,  Lock  6^ 

Shelby  ville 

Smith's  Grove 

Stearns  

Taylorsville 

Tyrone,  Lock  511    

Williamstown 

Woodbury,  Lock  4  J.  . . 
Eafterti  Division. 

Annville 

Ashland   

berea 

College  Hill,  Lock  11... 

Cynttiiiina   

Falmouth 

Farmers   

Flemingabnrg   

Ford,  Lock  101 

Grayson   

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14  . . . 

Jackson  

Jenkins  — 

Louisa 

Lynch  [near] 

Maysville,  Dam  S3  .... 

Middlesboro 

Mount  Sterling 

Oneida 

Oneonta,  Dam  551 

Palntsville 

Pifeeville 

Pippapaas 

Qnickgand 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9. . . 
Vanceburg,  Dam  32 . . . 

Williamsburg 

Willow,  Lock  13....... 

Winchester  

State  averages  and  ex 


Ohio 

441 

Hopkins 

Crittenden 

420 
358 

Muhlenourg 

519 

Henderson 

382 

Ballard      

479 

364 

Calloway 

Daviess           

412 
420 

McCracken   

Caldwell  . 

841 

529 

McLean 

384 

Union 

357 

Breckinridge   .... 
Jefferson 

S52 
700 
500 

Edmonson 

Pulaski 

410 
705 

Campbell    ........ 

Boyle            

489 
955 

Mercer 

770 

Wayne 

622 

Franklin 

504 

Henry             

490 

Barren 

760 

Jessamine 

Breckinridge   .... 
Oldham 

544 
646 
850 

1032 

Fayette 

989 

Henry '..'.'.'..' 

5P0 

Jefferson 

459 

558 

Edmonson.. 

Wayne  . 

800 
910 

Hardin 

777 

Meioer    

520 

Warren 

607 

McCreary 

1400 
489 
524 

Anderson 

Bntler 

504 

Boyd 

534 

Madison 

611 

Harrison 

684 
000 

Pendleton 

Fleming  

Clark   

593 

Carter   

659 
6jO 

Greenup 

Perry          

869 

Lee          

663 

Letcher         

1566 

Lawrence 

584 
4000 

Mason 

Bell  ...... 

1128 

Montgomery 

Clay 

930 
800 
497 

Ca  mpbell         

Johnson        .   . 

620 

Pike 

Knott 

1035 

Madison 

926 

Madison 

Lewis.... 

571 
525 

CTark   

964 

-1.02 


-2.51 
-2.12i 
-3.45 
-1.93 
-3.  34 
-2.08 
-1.78 
—2.28 
-2. 61 
-0.87 
-1.8) 


1.48!  1.37 


-1.39 
1.72 
3  03+0.19 
2.46-0.45 


+0.94 
-2.65 
-0.48 
+0.67 
-1.55 
-1.81 


0.97 
1.33 
1.97 
1.95 
2. 01  -0  6 


-0.37 
+0.71 
+0  26 
-2.93 
-1.63 
-0.61 
-0.99 
-0.04 
-0.10 
+  n.50[  2.80 
3.47  +027    2.40 


66.7 


93 


21 


36 


1.97 


.02 


Eldred  G.  Yoting. 

K.  C.  Bennett. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  T.  Street,  Jr 

W.  K.  Morris. 

Blaine  Ma'one. 

Mrs.  Joe  Payne. 

EalphB.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

.Toe  Lagore.* 

S.  J.  Lowry. 

Lockmaster. 

Wm.  Sh«lton. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

George  Bohlen. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co, 

Joe  Norfleet. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

L.  O,  Stiles. 

J.  C  'igg. 

Kentucky  Utilities  Co. 

1).   Lem  Hughes. 

V.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Bureau 

U    S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.  Cooper 

f:hester  Williams. 

Sisters  of  Loretto. 

Lockmaster. 

WillaS.Ratta. 

C.  W.  Guernsey. 

Airway  Station. 

Thad.  Cheatham,  Sr. 

Lockmaster. 

Miss  Nettie  B.   Simpson. 

Lockmaster 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  Ambros  . 

Lockmaster. 

S.  M  Hill. 

Jessie  Oldham. 

Lucille  C-  Stamper. 

C. A.  Glascock 

Lockmaster. 

Mrs    Ruby  A.  Burton. 

Iiockmaster. 

H.  A.  Baily. 

Lockmaster. 

.Tas.T.  Goff. 

R.J    Howard, 

Zeb  Heston. 

James  S.Allen. 

Lockmaster. 

Matthew  Woodson 

W.  R   McKee. 

Garret  Combs. 

Lockmaster. 

A.  L.  Donta. 

U.  9  Weather  Burean. 

Cpnev  Run  Com.  Cen. 

R.   W.  Jones. 

Ijockmaster. 

1 .  W.  Crooke. 

Lockmaster. 

Lockmaster. 

Wadely  West, 

Lockmaster. 

Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  yeai 
used  In  determiningsection  or  division  moans.  iUuniKey,  Brownsville  and  Wnodbnry  are  Locks  on  the  Green  Rr 

Reference  letters,  •,'',  °,  appearing  in  the  tabic  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etC;  _ 

+  Also  on  other  dates.    +t  Received  too  late  to  be  included  in  means  and  summaries  T    Precipitation  is  less  than  0.01  inch  rain  or  melted  snow 

•Rainfall  record  by  XT.  8.  Engineers;  temperature  record  by  ,Toe  Lagore  at  Paducah  No.  2. 
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Ul.lMATOlXHHCAI.   DATA:   KKNTUCKY   HKCTJON 
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Daily  Pr*olpltatlon  for  September,  1040. 
Dft7  of  montli 


WeMem  Divition 

Henvor  Dam Q- 

Uulhouu U- 

Barllufton   "•••• O. 

Kord»  Korry  Dam  60' 0. 

OllbortsviUe" T. 

UroBiivill* y. 

llRrtford  Q 

Hen(U>ri)on O- 

Hopkinavillo" C. 

UjvelacevlUe M  ■ 

Mnytleld M. 

Murray    T. 

i.)wen8boro   ' O. 

Oweneboro,  Dam  46  » O. 

Piiducah' 0. 

Princetoiii     O. 

Hiimaey,  Lock  No.  2  ' G- 

R.isspllvllle  » G- 

Untoutowu.  Dam  49' O. 

Central  Division 

Addison,  Dam  45.  ' 0. 

Ancliomge O. 

nowliiig  Green   ' G  • 

UowliuKUreeuNo.  2'..; Q- 

lirowusviUe,  Lock  No .  6' G. 

Rurnslde'   C. 

Ciirrolltoa   Lock  No.  1' K- 

t'lorniont S. 

Cold  Spring, Dam  36' O. 

Danville' K- 

Dix  Dam,  Burgiu K. 

Eadsvllle  ' '•■ 

Kubank •• C. 

Krankfort.  Look  No.  4- K. 

Gest,  Lock  No.  3  ' K. 

Glasgow  — G. 

(iraut.  Dam  Si' O . 

(IreensbuPB  ' G. 

HiRh  Bridge,  Lock  No.  7' K. 

trvington  O. 

LaGrange O. 

Lancaster' K . 

Leitchfiold  ' G. 

Lexington  t • K- 

Littlo  Hickman.  Lock  No.  8 't K. 

Lockport,  Lock  No.  2- K. 

Louisvii.i.k'  t C 

Do.  Bowman  Field O, 

Mammoth  Cave' G. 

Monticello  ' C 

Munfordville  ' G  ■ 

8t.  Jolm  - S 

Siih-isa.  Lock  No  6  't K, 

Sholbyville  ' S 

snutli's  Grove G, 

Stearns C. 

Ta  vlorsville S. 

Tyrone,  Lock  No.  5  't K 

Williamsto wn  ' L 

A"oodbary,LocU  No.  4'. G. 

Eaflern  DiviMon 

Annvli:e  ' C. 

Ashland  ' <J 

Berea  K 

College  Hill,  Lock  No.  11'  K 

Cy nthiana  ' L 

Falmouth' L 

Farmers  ' L 

Flemiiissbnrf;  « L 

Ford.  Lock  No.  10 't K 

Gravson  - O 

Greenup, Dam    30'- O 

Hazard'^ K 

Heidelberg,  Lock  No.  14' K 

Jackson  ' K 

lenkius' B 

Louisa' B 

Lynch  [near]   C 

Maysville,  Dam  33' O 

Middlesboro      ■  •• C 

Mount  Sterling L 

Oneida 't  K 

OneontaDam  35' ....O 

Paintsville  ' B 

Pikeville B 

Pippapass K 

Cinicksand' K 

Ft.-ivenua.  Lock  No.  12'. K 

Richmond  ' K 

Valley  View,  Lock  No.  9' K 

Vanceburg.Dam  No.  32' 0 

Williamsburg' C 

Willow. Lock  No.  13' K 

Winchester K 


4      6      6      7      B      9 


10     11     12     18 


.34  . 

,  2.12  . 

.20. 

.86. 


[2.00 
.24 
.95 


1.79  . 

.81  , 
!3.02 


)2.12 
1. 


0.76 
1.06 
0.94 
M« 
1.74 
0.99 
0.78 
2.28 
1.26 
1.14 


1.17 
1.27 
0.9S 
3. 26 
3. 02 
2.72 
2.66 
1.20 
0.98 
145 
1.09 
1.72 
8.09 
2.45 
1.18 


2.01 
2.16 
2.42 
1.79 
1.46 


2.36 
2.68 
2.11 
2.98 

3.47 
2.44 
3.48 
2.06 
2.54 
2.00 
0.95 


2.42 
4.67 
3.72 
2.79 


Kx.rept  a.<  otl.Br.,vise  mdi.'ateri  observations  are  generally  made  late  in  the  aiternoor..  near  sunset,  and  prerioitatioii  recorded  is  for  '24  bonr^,  ending  at  time  of  observation 
'First-order  Weather  B>;reau  station;  precipitation  is  for  the  24-hour  penod,  midnight  to  midnight  unless  otherwise  indicated.  -Precipitation  measured  m  the  morning 
amount  then  recorded  is  for  the  preceding  24  hours.  ^Precipitation  measured  with  recording  gage.  I. 

T.  Trace,  or  precipitation  less  than  0.01  inch.  tPost  office  addresses  as  follows:  -Lock  ^.  T^nwreucohnre.  Ky,  • 

Lock  10.  Red  Ilonse    Kv.  :  Oneonta.  California.  Kv.  Kiver   drainage   area   ir 

Kentucky;  i  .S '  .Salt-  (G)  Green;  iC)  Cumberland:     T)  lennessee;  (Ol  Ohio:  (M*  Mi 


eh  station  is  located 


Indod  in  the  next  following  measnrenieni 

ocV  fi.  Vereailles.   Kv.  :  T^ock  g.  Nicliolagvillo  Ky   : 

ndicated  as  follows:  (B)  Big  Sandy    (L)  Licking;  (Kt 
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CLIMATOLOGICAL  DATA:  KENIUCKY  SECTION. 


September,  1940 


Daily  Temperatures  for  September,  1940. 


Stations. 

1   2 

3 

4 

5 

h 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31  Mean 

Waiem   iWiision. 

~ 

Beaver  Dam  

j  Maximum... 

84 

85 

86 

87 

91 

89 

90 

89 

86 

89 

68 

78 

79 

85 

83 

84 

84 

92 

9h 

96 

98 

91 

88 

68 

64 

70 

77 

78 

77 

84.0 

iMiuimum.... 

68 

61 

52 

52 

65 

56 

54 

54 

58 

68 

37 

36 

37 

45 

50 

46 

49 

60 

67 

50 

661  67 

66 

67 

60 

38 

35 

37 

44 

49.7 

j  Maximum... 

85 

87 

88 

90 

94 

91 

92 

91 

98 

90 

77 

75 

80 

87 

84 

85 

88 

98 

99 

99 

98 

91 

86 

71 

67 

79 

80 

79 

'86. J 

Calhoun 

1  Minimum.... 

61 

54 

55 

66 

68 

60 

67 

66 

62 

60 

40 

40 

40 

47 

49 

49 

52 

53 

69 

69 

60 

60 

69 

60 

40 

38 

39 

42 

45 

"62.0 

j  Maximum  . . . 

82 

k-i 

86 

86 

90 

89 

89 

90 

94 

85 

67 

71 

77 

84 

81 

81 

85 

92 

92 

95 

97 

94 

87 

80 

67 

65 

70 

77 

78 

76 

83.0 

Earlington 

(Minimum.... 

64 

56 

54 

56 

57 

56 

56 

64 

64 

40 

.89 

42 

54 

52 

48 

54 

64 

58 

60 

61 

61 

70 

62 

42 

36 

40 

42 

44 

53.1 

Creenville 

(  Maximum  . . . 

hi 
68 

84 

86 
51 

87 
61 

92 
54 

89 
64 

91 
54 

90 
53 

96 
60 

89 
59 

69 

72 

79 

86 

83 

87 

94 

96 

97 

91 

82 

70 

65 

70 

76 

76 

84.4 

1  Minimum 

51 

86 

35 

88 

46 

60 

47 

48 

61 

5t 

66 

60 

58 

66 

67 

50 

39 

35 

36 

39 

46 

50.2 

1  Maximum  . . . 

84 

87 

87 

89 

91 

91 

92 

94 

98 

89 

78 

75 

81 

85 

83 

84 

88 

98 

9r 

99 

99 

98 

90 

78 

67 

73 

79 

82 

78 

85.  » 

Henderson 

1  Minimum .... 

66 

52 

55 

64 

66 

59 

56 

66 

61 

40 

38 

41 

64 

52 

47 

51 

62 

£5 

58 

59 

61 

67 

66 

48 

38 

38 

41 

44 

61.6 

Hopkinaville  

\  Maximum  . . . 

87 

84 

96 

91 

92 

91 

96 

80 

70 

74 

80 

87 

85 

86 

94 

95 

95 

97 

96 

92 

84 

67 

64 

7] 

76 

78 

76 

84.7 

'Minimum.... 

61 

53 

57 

67 

69 

64 

59 

54 

61 

37 

37 

4< 

52 

50 

55 

86 

59 

58 

59 

62 

66 

68 

61 

42 

3b 

43 

42 

49 

53.1 

Lovflaceville 

1  Maximum  . . . 

89 

88 
53 

90 

90 

94 

94 

93 

95 

97 

Si 

7; 

78 

81 

86 

68 

91 

96 

97 

98 

100 

92 

84 

69 

67 

72 

79 

81 

80 

87.1 

i  Minimum.... 

e.s 

54 

57 

58 

63 

61 

66 

64 

68 

86 

84 

37 

47 

53 

67 

56 

54 

57 

58 

67 

6f 

70 

82 

42 

37 

37 

40 

47 

63.3 

1  Maximum  . . . 

86 

85 

87 

87 

93 

92 

91 

92 

95 

90 

69 

74 

81 

86 

82 

83 

88 

95 

95 

95 

97 

95 

96 

85 

69 

66 

71 

76 

79 

78 

85  4 

Mayfield 

'Minimum.... 

64 

58 

60 

60 

66 

64 

60 

67 

61 

41 

42 

45 

51 

56 

58 

67 

60 

64 

62 

70 

72 

67 

52 

44 

40 

42 

46 

53 

66.8 

,  Maximum  . . . 

85 

83 

83 

85 

90 

90 

89 

89 

96 

80 

67 

72 

79 

83 

78 

80 

87 

92 

93 

94 

95 

94 

93 

85 

68 

63 

70 

75 

77 

76 

83.  U 

Murray  

'  Minimum.... 

63 

67 

61 

69 

62 

66 

68 

61 

86 

60 

60 

44 

44 

53 

57 

57 

56 

56 

64 

64 

66 

68 

67 

67 

49 

46 

40 

43 

43 

50 

67.7 

1  Maximum  . . . 
1  Minimum.... 

78 

61 

82 

84 

88 

87 

85 

68 

66 

76 

84 

79 

78 

82 

88 

91 

93 

93 

92 

86 

81 

67 

62 

72 

75 

75 

80.3 

Owensboro 

60 

60 

56 

66 

61 

62 

61 

66 

61 

60 

40 

39 

40 

49 

64 

52 

64 

54 

58 

58 

59 

69 

67 

67 

49 

40 

40 

45 

42 

42 

63.4 

Paducah  (near) 

Maximum  .  . 

88 

85 

87 

88 

92 

95 

92 

93 

98 

9C 

73 

77 

81 

89 

83 

88 

93 

93 

97 

98 

95 

90 

88 

74 

66 

72 

80 

79 

79 

86  3 

Minimum.... 

68 

59 

61 

63 

66 

68 

66 

61 

68 

43 

43 

46 

5- 

58 

6n 

61 

60 

62 

62 

64 

64 

73 

68 

53 

46 

46 

44 

43 

54 

68.2 

PHnpptnTi      ...... 

]  Maximum  .  . . 
1  Minimum.... 

88 
61 

54 

91 
57 

87 
55 

94 

91 
6! 

9C 

60 

92 
67 

98 
65 

8! 

72 

71 
38 

80 

8f 
52 

86 
53 

87 

89 
52 

11 

97 
61 

61 

98 

63 

88 

62 
52 

64 

71 

77 

79 

77 

85.2 

riiut-ctuu 

68 

62 

42 

54 

56 

61 

72 

67 

40 

40 

38 

42 

49 

64.1 

RussellvmeSS 

)  Maximum... 

85 

82 

85 

86 

91 

88 

88 

95 

73 

67 

70 

77 

84 

81 

82 

85 

92 

94 

94 

96 

96 

90 

80 

63 

63 

70 

75 

77 

76 

82.4 

(Minimum.... 

60 

52 

56 

63 

64 

59 

64 

54 

69 

62 

89 

3« 

39 

43 

51 

48 

49 

60 

62 

56 

59 

58 

61 

67 

48 

41 

36 

37 

39 

40 

50.7 

Ceiural  Di 

Maximum  . . . 
1  Minimum.... 

78 
56 

74 
63 

78 
63 

79 
56 

83 
59 

6! 

84 

87 
67 

84 
56 

67 
57 

63 

65 
39 

72 

82 

72 
47 

74 

77 
49 

82 

89 
66 

91 
57 

93 

89 

83 

81 

68 

61 

67 

73 

75 

75 

77.6 

43 

40 

47 

46 

60 

57 

66 

68 

46 

38 

37 

38 

39 

47 

50.9 

\  Maximum  . . . 

90 

85 

86 

88 

93 

89 

86 

90 

95 

89 

69 

72 

78 

82 

84 

85 

85 

91 

93 

95 

95 

95 

90 

83 

73 

64 

69 

73 

76 

76 

84.0 

Bowling  Green 

*  Minimum.... 

63 

66 

67 

58 

61 

60 

60 

58 

50 

64 

44 

42 

43 

52 

44 

52 

64 

55 

62 

62 

63 

65 

69 

67 

48 

42 

40 

42 

46 

48 

54.2 

Maximum... 

83 

84 

86 

93 

94 

91 

91 

94 

84 

68 

78 

77 

80 

90 

86 

86 

92 

95 

99 

94 

95 

90 

85 

71 

67 

76 

78 

79 

81 

85.3 

Clermont 

(Minimum.... 

50 

48 

46 

50 

46 

46 

46 

46 

48 

42 

31 

3; 

32 

40 

50 

42 

47 

57 

50 

60 

62 

50 

60 

60 

31 

31 

29 

29 

33 

32 

43. 2 

Maximum  . . . 

81 

80 

80 

82 

85 

83 

83 

87 

85 

76 

68 

74 

77 

76 

78 

80 

9" 

90 

9; 

89 

85 

84 

73 

60 

66 

72 

76 

72 

Danville 

Minimum.... 

68 

56 

53 

54 

57 

67 

55 

66 

58 

60 

41 

36 

.19 

48 

52 

45 

46 

50 

57 

57 

6< 

60 

62 

61 

47 

39 

3t 

36 

40 

45 

6M 

Maximum  . . . 
I  Minimum.... 

82 

81 

81 

8i 

86 

86 

85 

88 

87 

85 

68 

67 

74 

81 

79 

79 

79 

87 

92 

93 

92 

87 

84 

80 

62 

74 

76 

74 

81  1 

Dix  Dam 

60 

56 

63 

64 

56 

58 

66 

69 

60 

62 

44 

43 

41 

49 

52 

47 

47 

61 

57 

67 

60 

60 

63 

67 

49 

40 

41 

40 

46 

51 

62.6 

Maximum  . . . 

81 

82 
64 

84 
53 

89 

90 

88 

87 

88 

88 

84 
54 

75 

58 

71 

80 

81 

87 

89 

92 

91 

94 

95 

93 

88 

82 

84 

76 

76 

80 

82 

74 

Minimum.... 

62 

51 

55 

68 

63 

53 

62 

40 

34 

45 

49 

51 

68 

56 

54 

66 

57 

56 

69 

63 

65 

37 

89 

35 

36 

47 

50.6 

Frankfort 

Maximum  . . . 

82 

83 

83 

86 

88 

86 

82 

65 

68 

77 

84 

83 

90 

95 

95 

98 

92 

84 

71 

64 

70 

77 

79 

75 

82.4 

Minimum 

67 

55 

54 

54 

65 

57 

56 

66 

57 

61 

45 

40 

42 

41 

49 

47 

48 

51 

54 

56 

57 

61 

69 

47 

38 

36 

39 

89 

43 

50.4 

Maximum  . . . 

87 

83 

85 

91 

85 

86 

92 

92 

67 

70 

76 

83 

83 

82 

83 

91 

91 

94 

97 

94 

94 

88 

82 

64 

71 

76 

77 

78 

83.9 

Glasgow  

Minimum.... 

61 

53 

63 

53 

58 

57 

56 

54 

59 

64 

38 

37 

38 

45 

51 

43 

47 

60 

61 

56 

57 

58 

67 

68 

49 

43 

39 

87 

38 

48 

51.2 

Maximum  . . . 

88 

88 

63 

91 

84 

87 

93 

87 

65 

70 

72 

78 

71 

76 

76 

o6 

80 

88 

98 

88 

68 

66 

69 

71 

69 

79.8 

GreensDurg 

Minimum.... 

60 

54 

63 

53 

57 

57 

64 

61 

61 

64 

42 

38 

38 

43 

61 

44 

46 

50 

67 

68 

58 

69 

67 

68 

49 

42 

35 

38 

39 

46 

51.4 

Maximum  . . . 

79 
66 

71 

80 

90 

90 

87 

92 

87 

91 

83 

68 

65 

68 

83 

76 

70 

71 

86 

91 

94 

91 

85 

79 

52 

67 

59 

7S 

61 

77  9 

irvington 

Minimum.... 

52 

52 

64 

67 

58 

68 

55 

60 

54 

40 

37 

40 

49 

62 

47 

49 

52 

56 

57 

69 

58 

65 

66 

46 

36 

38 

40 

41 

45 

51.0 

Leltchfield 

Maximum  . . . 

82 

83 

85 

83 

89 

88 

89 

88 

93 

87 

67 

68 

76 

83 

83 

79 

82 

90 

93 

95 

98 

97 

89 

84 

70 

62 

69 

75 

77 

76 

82.7 

Minimum.... 

53 

55 

55 

64 

58 

A9 

58 

69 

60 

59 

42 

42 

41 

49 

54 

48 

60 

54 

60 

60 

61 

62 

67 

66 

47 

38 

41 

43 

46 

52.8 

Maximum  . . . 

81 

80 

82 

86 

86 

87 

87 

88 

86 

72 

64 

67 

77 

81 

80 

78 

82 

89 

93 

96 

97 

88 

88 

85 

65 

61 

69 

74 

76 

74 

80.6 

Lexington  

Minimum.... 

67 

66 

54 

66 

60 

60 

67 

60 

59 

53 

44 

41 

41 

50 

52 

49 

62 

58 

59 

60 

62 

61 

62 

66 

46 

38 

38 

40 

43 

49 

52.5 

r^iiiQvilln       

Maximum  . . . 
Minimum.... 

79 
61 

78 
62 

80 
60 

86 
62 

8fi 
63 

86 
64 

86 
65 

88 
65 

90 
64 

70 
63 

63 
60 

67 
45 

74 

47 

82 
54 

78 
56 

77 
63 

80 
56 

86 
68 

92 
61 

94 
66 

95 
66 

92 
69 

36 
67 

83 
58 

61 
48 

62 
41 

43 

76 
47 

76 
50 

73 
62 

79.7 

LiOUlSVillo 

56.8 

Do.  Bowman  Field 

:  Maximum... 

80 

78 

82 

85 

87 

86 

86 

89 

90 

70 

63 

66 

75 

88 

78 

77 

80 

86 

92 

93 

95 

91 

84 

62 

62 

69 

76 

76 

74 

80.1 

:Minimum.... 

56 

67 

53 

58 

60 

61 

69 

68 

60 

51 

47 

4C 

41 

52 

53 

50 

49 

52 

56 

60 

62 

62 

66 

60 

46 

39 

39 

40 

41 

48 

52.6 

Mammoth  Cave 

Maximum  . . . 

83 

83 

83 

86 

90 

86 

87 

88 

94 

73 

66 

77 

88 

81 

80 

82 

92 

94 

^95 

95 

89 

83 

62 

63 

69 

78 

76 

75 

81.6 

Minimum.  . . . 

56 

49 

49 

50 

54 

55 

53 

52 

57 

62 

37 

34 

36 

42 

49 

42 

46 

49 

59 

54 

66 

65 

67 

67 

47 

38 

34 

86 

37 

45 

48.9 

Maximum  . . . 
Minimum.... 

77 
55 

76 
62 

80 
49 

83 
57 

86 
69 

86 
61 

86 
57 

86 
64 

91 

57 

89 
61 

63 
40 

64 

38 

72 
89 

79 

45 

78 
63 

49 

78 
51 

85 
54 

88 
56 

90 
66 

90 

57 

90 
59 

86 
66 

67 

76 
46 

58 
39 

66 
39 

66 
40 

73 

42 

72 
47 

79  2 

51.8 

Shelbyville  

Maximum... 

SO 

77 

79 

83 

82 

83 

87 

86 

80 

63 

65 

76 

82 

77 

77 

91 

95 

95 

91 

88 

69 

6.1 

69 

75 

78 

76 

78.0 

Minimum.... 

55 

64 

58 

57 

57 

59 

58 

67 

57 

67 

41 

38 

40 

47 

48 

47 

49 

51 

5fi 

64 

66 

58 

69 

66 

45 

34 

34 

37 

40 

46 

50.3 

Smith's  Grove  .•••-• 

Maximum .  . . 

85 

86 

86 

87 

91 

88 

89 

88 

96 

74 

66 

71 

78 

84 

83 

83 

84 

92 

94 

98 

98 

96 

91 

85 

66 

63 

70 

76 

78 

76 

83.3 

Minimum.... 

88 

51 

53 

64 

68 

57 

57 

52 

68 

46 

88 

34 

41 

46 

54 

49 

62 

66 

60 

69 

69 

60 

69 

64 

46 

44 

40 

48 

43 

60 

61.3 

Stearns 

: Maximum  ... 

82 

81 

80 

85 

83 

82 

86 

90 

77 

62 

66 

73 

78 

81 

83 

88 

88 

90 

94 

93 

81 

71 

60 

67 

71 

74 

72 

79.7 

:  Minimum.... 

58 

56 

51 

56 

59 

59 

66 

56 

61 

61 

36 

40 

44 

54 

48 

49 

52 

60 

60 

60 

62 

6.5 

47 

40 

37 

39 

42 

60 

,52.3 

Taylorsville  

: Maximum  ... 

86 

84 

80 

84 

86 

85 

90 

92 

87 

70 

6,5 

76 

82 

78 

90 

93 

87 

91 

90 

90 

68 

68 

76 

!82.7 

;  Minimum.... 

68 

57 

67 

58 

69 

61 

65 

75 

65 

63 

60 

61 

64 

61 

60 

71 

51 

34 

45 

46 

51 

44 

35 

42 

'66.0 

Williamstown 

Maximum... 

79 

75 

78 

81 

82 

82 

83 

80 

79 

63 

68 

72 

8" 

74 

74 

77 

83 

88 

93 

84 

86 

84 

75 

59 

66 

7.3 

73 

70 

77.8 

Minimum.... 

66 

56 

56 

57 

59 

62 

61 

61 

61 

58 

47 

47 

44 

49 

50 

60 

51 

63 

68 

62 

64 

65 

69 

70 

46 

37 

39 

43 

49 

49 

64.0 

Eastern  Dii 

Sinn. 

Annville 

.Maximum... 

81 

80 

82 

86 

86 

84 

84 

86 

85 

93 

62 

68 

72 

78 

79 

77 

80 

8-2 

91 

95 

90 

86 

83 

78 

60 

69 

73 

78 

76 

'80.1 

:Minimum.... 

56 

53 

49 

50 

54 

63 

49 

51 

54 

58 

44 

35 

34 

38 

47 

41 

41 

45 

51 

64 

63 

67 

49 

38 

82 

33 

35 

47 

•47.0 

,   , 

Maximum  . . . 

Minimum.... 

82 
58 

82 
59 

11 

84 
57 

57 

84 
67 

84 
58 

86 
68 

80 
69 

79 
54 

66 
51 

69 
43 

76 
42 

79 
46 

62 

78 
49 

80 
50 

89 
50 

92 
51 

93 

65 

96 
68 

86 
62 

88 
63 

83 
65 

69 
48 

60 
40 

67 
37 

72 
42 

77 
48 

74 
63 

79.9 

A-sniana  

62.1 

B 

Maximum  . . . 
Minimum.... 

79 
69 

78 
54 

79 

52 

82 
54 

83 
58 

8.5 
66 

85 
66 

86 
55 

85 

58 

79 
66 

58 
44 

67 
40 

71 

40 

78 
49 

77 
48 

73 
47 

77 
46 

84 
50 

39 

88 
59 

90 
60 

90 
59 

90 
69 

82 
65 

75 
47 

58 
38 

68 
38 

74 
40 

76 
60 

72 

45 

78.3 

51.8 

Maximum  ... 
Minimum.... 

an 

57 

79 
56 

80 
62 

82 

84 
63 

54 

82 
62 

55 

82 
86 

70 
61 

70 

48 

63 
36 

71 
35 

78 
89 

78 
46 

75 
43 

74 
43 

86 
4« 

88 
48 

90 

51 

92 

56 

92 
56 

82 
52 

74 
64 

74 
49 

60 
35 

65 
33 

70 
34 

72 
35 

70 
44 

77.6 

47.9 

Heidelberg 

Maximum  . . . 
Minimum.... 

83 
59 

66 

84 
65 

64 

86 
56 

84 
56 

86 
68 

87 
66 

86 
67 

74 
63 

67 
47 

70 
38 

74 
88 

80 
40 

80 
60 

78 
45 

81 
46 

88 
47 

90 
63 

92 

57 

94 
57 

88 
56 

86 

58 

67 

74 
55 

61 
39 

70 
36 

76 
37 

76 
38 

70 

48 

80  6 

50.6 

Lynch  [near] 

Maximum  . . . 

70 

6» 

69 

74 

72 

74 

74 

74 

67 

55 

63 

65 

64 

70 

74 

74 

77 

76 

74 

74 

71 

65 

50 

59 

62 

64 

69 

68.9 

Minimum.... 

55 

b?. 

51 

54 

66 

62 

61 

54 

57 

67 

40 

34 

87 

43 

52 

46 

47 

52 

56 

58 

60 

61 

59 

35 

30 

34 

38 

46 

48 

49.5 

Maysville 

Maximum .  . . 

73 

80 

82 

84 

H2 

83 

85 

85 

79 

77 

65 

66 

74 

82 

76 

77 

77 

86 

91 

91 

94 

86 

86 

84 

70 

61 

67 

72 

76 

72 

78.8 

Minimum.... 

67 

67 

55 

59 

59 

60 

59 

59 

62 

61 

40 

40 

45 

50 

49 

62 

53 

52 

66 

59 

59 

56 

66 

50 

35 

39 

42 

44 

46 

52.2 

Middlesboro 

Maximum  ... 

87 

88 

84 

86 

89 

84 

84 

85 

88 

72 

64 

66 

72 

74 

80 

78 

79 

82 

90 

88 

90 

88 

86 

82 

79 

'80.6 

Minimum.... 

59 

56 

56 

57 

60 

60 

56 

57 

67 

64 

46 

39 

40 

44 

46 

46 

47 

60 

66 

59 

58 

59 

61 

32 

35 

«62.* 

Mount  Sterling 

: Maximum  ... 
:Minimum.... 

PikeviUe 

Maximum .  . . 

85 

85 

82 

89 

87 

85 

85 

86 

87 

74 

66 

68 

74 

81 

82 

77 

82 

88 

88 

91 

92 

88 

87 

80 

67 

62 

70 

75 

77 

74 

"m.h 

Minimum.... 

59 

69 

58 

58 

60 

58 

58 

60 

61 

63 

45 

45 

45 

48 

51 

51 

51 

61 

56 

60 

60 

66 

56 

64 

48 

39 

39 

89 

44 

47 

5J.6 

Maximum  . . . 

1  ippapass  

Minimum.... 

55 

53 

62 

64 

56 

64 

M 

50 

64 

62 

44 

40 

37 

40 

40 

60 

46 

43 

53 

63 

60 

51 

54 

62 

43 

49 

R4 

84 

.34 

44 

"47.7 

Quicksand 

: Maximum.  .. 

84 

84 

84 

87 

88 

87 

88 

88 

81 

75 

77 

78 

32 

82 

81 

85 

91 

92 

94 

96 

89 

89 

82 

78 

76 

78 

79 

77 

«84.2 

:Minimum 

61 

5b 

65 

55 

68 

57 

55 

69 

60 

60 

48 

42 

42 

44 

BO 

48 

46 

54 

69 

59 

60 

66 

65 

37 

36 

88 

40 

48 

•61.6 

Hiohinond • 

iMaximum  ... 

:Minimum.... 

82 
61 

80 
60 

80 

88 

84 
60 

85 
62 

84 
62 

85 
62 

86 
63 

82 
64 

70 
66 

65 
46 

64 
44 

72 
44 

80 
52 

80 
56 

78 
52 

78 
65 

85 
55 

90 
62 

92 
64 

92 
66 

86 
65 

85 
63 

82 
66 

66 

50 

60 
40 

68 
40 

72 
45 

75 
47 

72 
50 

78.7 

66.0 

Williamsburg 

:Maximum.  .. 

91 

83 

86 

Rfi 

90 

93 

92 

93 

88 

81 

72 

69 

74 

80 

83 

79 

83 

91 

90 

92 

94 

96 

91 

86 

«1 

65 

70 

73 

77 

76 

83.4 

:Minimum.... 

58 

67 

65 

67 

56 

65 

68 

66 

60 

65 

45 

39 

40 

45 

51 

46 

48 

52 

57 

57 

68 

57 

63 

61' 

51 

44 

36 

37 

41 

46 

62.8 

VVlTlr'hftctpr      

Maximum... 
Minimum  .... 

79 
60 

78 
66 

80 
66 

81 
57 

83 

S4 

80 

84 
68 

86 
59 

84 
61 

72 
59 

61 

45 

67 
41 

71 
40 

77 
48 

77 
52 

75 
49 

^2^ 

84 
63 

89 
68 

89 
63 

M 

87 
64 

90 
60 

82 
66 

73 

43 

60 
36 

67 
38 

73 
42 

75 
44 

72 

78.3 

*T  lUCiiDSLcr  

47 

63.2 

ii  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  i 
•.".•  etc.  indicate  respectivelv  1.  2.  3  Rtc,  days  missing  from  record. 
WHO  Lonisvjllp   10  27  40  1100 


1  charged  to  the  preceding  day.  on  which  it  almost  always  occurs 


/<5 


/Vai 
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Louisville,  Ky.,  October,  1940 


No.  10 


GENERAL   SUMMARY. 

Very  dry  vvoatlior,  willi  tcmix'nUurcs  nvcrufjing  above  normal, 
prevailed  during  the  month.  Vuriabie  temperature  conditions 
characterized  the  tirst  three  weeks  and  unseasonable  warmth 
the  last  decade.  Moisture  remaining  from  the  rains  late  in  the 
preceding  month  caused  irregular  improvement  in  pastures,  late 
potatoes  and  tomatoes.  This  improvement  lasted  longest  in  the 
east-central  part  of  the  State.  Soil  moisture  in  most  of  the 
State,  except  the  extreme  west,  brought  up  grain  that  was  sown 
during  the  tirst  two  weeks.  In  considerable  western  and  south- 
ern areas  the  soil  by  that  time  had  dried  out  to  such  an  extent 
as  to  render  germination  uncertain.  Plowing  and  conditioning 
of  soil  for  seeding  became  more  and  more  diflicult  as  the  month 
advanced.  Light  showers  on  the  7th  were  of  little  benefit. 
Some  grain  sprouted  and  died  because  the  moisture  was  not 
sulHcient  to  support  growth.  High  pressure  that  accompanied 
the  increasing  dryness  late  in  the  month  rendered  precarious 
the  condition  of  much  grain  that  had  just  come  up.  Growth 
practically  everywhere  was  very  slow  and  plants  remained  much 
undersized.  Grain  sown  toward  the  end  lay  in  the  dry  soil 
without  sprouting.  Some  early  rye  advanced  sufficiently  to 
provide  light  pasturage,  but  this  source  of  feed  was  very  limited. 

Late  potatoes  were  generally  poor  because  rainfall  occurred  so 
.seldom  during  the  period  of  growth  that  development  could 
not  be  continuous.  The  cutting  of  late  tobacco  was  completed 
early  in  the  second  week.  The  dry  weather  and  many  warm 
days  favored  air  curing.  This  type  of  weather  also  hastened 
the  maturitj"  of  late  corn  and  was  highly  favorable  for  making 
late  hay  from  soybeans  and  alfalfa.  Harvesting  soybeans  for 
seed  could  be  carried  on  almost  every  day.  Corn  cutting  and 
silo  filling  proceeded  without  interruption.  The  weather  was 
exceptionally  favorable  for  gathering  apples  and  picking  cotton. 

Most  of  the  State  experienced  no  killing  frost.  Tomatoes 
and  late  beans  continued  to  produce  moderately  throughout  the 
month.  The  light  frost  that  occurred  on  the  17th  and  21st 
caused  only  slight  damage  to  the  most  susceptible  vegetation. 

After  improving  for  a  short  time  pastures  deteriorated  and 
rather  heavy  feeding  became  necessary.  Dry  weather  reduced 
the  growth  of  fourth  crop  alfalfa  to  such  a  degree  that  some 
fields  were  not  cut.  Increasing  shortage  of  stock  water  resulted 
in  much  hauling  during  the  last  two  weeks. 

TEM.PEKATTJRE. 

In  the  first  two  decades  short  periods  of  rather  low  tempera- 
ture alternated  with  brief  intervals  of  decided  warmth.  Very 
warm  weather  prevailed  in  the  last  decade.  Daily  means  in  the 
warmest  periods  were  \QP  to  15"  above  normal  and  maxima 
ranged  from  SC^  to  90^.  Temperatures  fell  to  freezing  at  some 
stations  on  the  17th  and  21st.  The  high  average  temperatures 
were  due  mainly  to  high  maxima,  which  resulted  in  part  from 
the  large  number  of  days  with  complete  sunshine,  lllxtremes 
for  the  State  were  93*^  at  Henderson  on  the  2(;th  and  2.')"'  at 
Clermont  on  the  17th. 


less  than  0.5  inch.  For  the  Staler  as  a  whole  they  rangcid  be- 
tween 0.  l.S  inch  at  Winchester  and  2.2K  inclufs  at  Lf'itchfield. 
J.ocal  show(!rs  o(;curred  in  the  periods  5-8th  and  15-20th.  i^ight 
to  moderate  and  very  irregular  rainfall  visited  all  districts  on 

the  '.ia-SOtli.    Uatos  wilh  tluiiKifistorins  wi-re:  9.  7.  14,  16,  26,  29, 

MISCELLANEOUS. 

7i'/iyTK:-The  Ohio  and  its  main  trlljutarlos  loinalned   at   pool   levels   during  the 
month.    Small  streams  became  very  low. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo Ill 

Cincinnati  Ohio 

Evansville Ind 

Louisville   Ky 


29.77 
29.67 
29.72 
29.67 


PRECIPITATION. 

Precipitation  averaged  slightly  more  than  one-fourth  of  the 
normal  amount.  Limited  areas  scattered  over  the  State  re- 
ceived from  1.0  to  1.5  inches.  In  most  of  the  State  monthly 
amounts  were  less  than  1.0  inch  and  in  some  northern  districts 


COMPARATIVE  DATA  FOR  OCTOBER. 


1890 . . 
1891.. 
1892.. 
1893 . . 
1S94.. 
1895.. 
1896.. 
1897 . . 
1898.. 
1899., 
1900., 

1901 . 

1902 . 
1903. 
1904. 
1905. 
1906. 
1907. 
1908. 
1909. 
1910 . 
1911. 
1912. 
1913, 
1914. 
1915. 
1916. 
1917. 
1918. 
1919. 
1920. 
WlX. 
1922. 


Temperature. 


Precipitation        Number  of  days 


55.7 
54.8 
57.3 
56.4 
58.6 
52.2 


57,2 
57.0 
56.9 
55.5 
57.1 
55.2 
61.4 
59.9 
59.5 
50.9 
59,7 
60.6 


65.6 
61.0 
57.1 
60. 2 
56.6 
61.1 
52.9 
59.3 
60.7 
61.6 
56.4 
55.8 
62.0 


69.6 
59  B 
58,5 
66.7 


2.42 
2.29 
1.57 
2.34 
2.22 
0.52 
4,95 
1.51 
2.97 
0.71 
2.11 
4.45 


2.51 
3.47 
4.27 
0.48 


r.52year  averages. 
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CLIMATO LOGICAL  DATA:  KENTUCKY  SECTION 


October,  1940 


CUmatologrical  Data  foi  October,  1940. 


Temperature,  in  degrees  J"ah.r. 


PreoiDitation  in  inches  Number  of  days 


iVeMeni  IHvition. 

Beaver  Dam 

Calhoun 

Karlington 

Fords  Ferry.  Dam  50  . 

Gilbertsville 

Sreeuville    

Hartford  (near; 

Henderson 

Hopkinsvllle 

Lovelaceville 

Mayfield 

Murray 

Owensboro 

Owensboro,  Dam  46.. 

Paducah  

Princeton 

Rnmsey,Lock2  t 

Russellville 

Unionto\Tn.  Dam  49. . . 

Central  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

BrowuBVille.Lock  6i, 

Burnside 

Cirrollton,  Lock  1 

Clermont   ■ 

Cold  Sprint;,  Dam  36. 

Danville 

Dix  Dam,  Eurgin 

Eadsville 

Eubank  

Frankfort,  Lock  4  — 

Gest,  Lock  8 

Glasgow    

Grant.  Dam  38 

Greeusburg 

High  Bridge,  Lock  7 

(rvington  

LaGrange 

Lancaster  

Leitchtield 

Lexington ■■■■■■^ 

LittleHickraan.LockSl 

Lockport,  Lock  2 

LOUISVII.I.E 

Do.  Bowman  Field 

Mammoth  Cave 

Monticello 

Munfordville 


Salviaa,  Lock  6^ 

Shelby  ville 

Smith's  Grove 

Stearns   

Taylorsville 

Tyroue,  Lock51    .... 

Williamstown 

Woodbury,  Lock  4  X- 
Enslern  Dii'isinn. 

Ann  ville 

Ashland   

Berea 

College  Hill,  Lock  11 

Cynthiana  

Falmouth 

Farmers   

Flemingsburg    

Ford,  Lock  10*[ 

Grayson   

(Tn^ennp,  Dam  30- . . . 


,  Lock  14  . 


Heidclbo 

Jackson 

Jenkins  ••• 

Louisa 

Lynch  [near] 

Maysville,  Dam  38  •■ 

Middlesboro 

Mount  Sterling 

Oneida    

Oneonta, DamSSI  ... 

('■lintsvilln 

Pikeville 

PIljpapaBS 

Uiiicksand 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9. 
Vanceburg,  Dam  32 . . 

Williamsburg 

Willow,  Lock  13..... 

Winchester  

Stat*-  averaires  and  f 


Ohio-... 

McLean  

Hopkins 

Crittenden  .  ■ 
Marshall  ... 
Muhleiiburg. 

Ohio 

Henderson  . . 

Christian 

Ballard 


Breckinridge   .. 

Jefferson 

Warren 

Edmonson  .  • .  • 

Pulaski 

Carroll 

Bullitt 

Campbell    .. 

Boyle   

Mercer 

Wayne 

Pulaski 

Franklin 

Henry 

Barren 

Boone 

Green  

Jessamine 

Breckinridge   . . 

Oldham 

Garrard 

Grayson 

Fayette 

Jessiunine   

Henry 

Jefferson 

Jefferson 

Edmonson . . 

Wayne 

Hart 

Hardin 

Mercer 

Shelby 

Warren 

McCreary 

Spencer  

Anderson 


Jackson  . . . 

Boyd 

Madison... 
Madison. .. 
Harrison  .  . 
Pendleton . 

(iowan 

Fleming  .. 

Clark    

Carter   

Greenup. . . 

Breathitt  . . 
Letcher. ... 
1,1 


lice  . 


Montgomery  . 

Clay 

Campbell 

Johnson 

Pike 

Knott 

Breatliitt 

Estill    ....... 

Madison 

Madison 

Lewis 

Whitley 

Lee    

Clark 

tri-mes 


Calloway 

Daviess 

Daviess 

McCracken   

Caldwell 

McLean 

Logan   

Union 


+  0.5 
V'2;4 


-2.43 
-2.9.1 
-2.37 


Eldred  G.  Young. 

It.  C.  Bennett. 

Brick  South  worth . 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  T.  Street,  Jr 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

■Toe  Lagore.* 

S-  J.  Lowry. 

Lockmaster. 

Wm.  She! ton. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Liliie  G.  Causey. 

Lockma.ster. 

Sarah  E.  Lewis. 

Lockmaster. 

George  Bohlen. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet- 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

L.  O.  Stiles. 

J.    C.    Ogg. 

Kentucky  Utilities  Co. 

D.  ],em  Hughes. 

U.  S.  Weather  Bureau . 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Bureau 

U    8.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.  Cooper 
Chester  Williams. 
Sisters  of  Loretto. 
Lockmaster. 
WillaS.Ratta. 


Thad.  Cheatham,  Sr. 

Lockmaster. 

Miss  Nettie  B.  Simpsoe. 

Lockmaster 

W.  A.  Worthlngton. 

Lockmaster. 

Luther  M.  Ambroa  . 

Lockmaster. 

S.  M  Hill. 

Jessie  Oldham. 

Lucille  C-  Stamper. 

C.  A.  Gla.aooek 

Lockmaster. 

Mrs-  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

.las.T.  Goff. 

R.  J    Howard, 

Zeb  Heston. 

James  S.  Allen. 

Lockmaster. 

Mattliew  Woodson 

W.R    McKee. 

Garret  Combs . 

Lockmaster. 

A.  L.  Donta. 

U.  9  Weather  Bureau. 

Cp.nev  Run  Com.  Cen, 

R.    W.  Jones. 

Lockmaster. 

,1.  W.  Crooke. 

Lockmaster. 

Lockmaster. 

Wadely  West, 

Lockmaster. 

Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers 


All  temperature  iia«t  are  tanen  ironi  seii-reBisieruig  iiiermoiiieiers.  .  ,  ^  „„„,o  ^f  ,.Q^/^,■,^    l^„t  nil  enmnletp  renorM  nre 

fir  ro'tSa'te:.-  '\?^S^^  \^:^^^:::i:r^^i^:^TZ^^l!  ^^:r  ^^T^Ti^ec^pTtS=rirt&.^0?^inch  ram  or  melted  snow 
•Rainfall  record  by  ij.  8.  Engineers;  temperature  reconl  by  Joe  Lagore  at  Paducah  No.  2. 


OCTORKU,    n>l() 


i;i,liMATC)lA)GICAL   DAIW;    KICN'IMICKY   SICCTION 


1 

Juily  rreoiplt 

iitlon  for  Octoboi 

,   ll)40 

Day  0 

1  iiioiiUi 

1 

■3 

SUUoiis 

1 

a 

8      4 

6 

8 

7       8 

9 

10 

a 

u 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

2« 

27 

28 

29 

80 

.20 
.82 

.80 

.66 

.'23 
.00 

'.(a 

81 

tv 

T 
T 

1 

Wetlem  Divttion 

Rn&vnr  Ttiun Q. 

T. 

.16 

'tv 

.Iti 
.18 
.23 
.26 
.14 
.22 
.27 
.18 
.34 
.18 
.13 

!27 
.17 
.20 

.67 
.02 

T. 
.18 
.11 
.2B 

^28 
.80 
.25 
.26 

f.' 
.42 

0.72 

Calhoun U. 

0,20 

.34 

0.02 

Kords  Korry  Dam  60" 0. 

UllbortsvUle' T. 

UTe«nvm« O. 

Hartford  G- 

Honderson O. 

llopkiusville" 0. 

tV 

T 

T. 

:62 

V27 

.35 
.23 
.86 
.24 
.37 
.20 
.20 
.37 
,60 
.40 

'h 
..Vi 
.31 
.22 
.38 

.35 

T. 

0. 7M 

T. 

t 

1 

tv 

T. 

t.' 

::: 

0.78 
0.61 

0.86 

0.77 

.20 

1.74 

MavriDld M- 

tV 

.'os 

tv 

1.01 

0.93 

o«i.us"boro"'.' O. 

Owpimboro,  Dam  46  » 0. 

"tv 

T. 
t" 

tv 

'.12 

T. 

T. 

0.77 
0.68 

I'liiKVton «. 

•{iMiuey.  Lock  No.  2  " G. 

T. 
.03 

T. 

0.63 

0.51 

.01 

.05 
T 
T. 
T, 

V31 

.02 

.24 
.10 

.03 

.10 

.01 
T. 

.30 
.35 

.68 

.'65 
.16 

.■72 

0.60 

Centriil  Division 
Addison,  Dam  46.  » ....0- 

.10 

T. 

.03 

Bowling  Green  «..-. C>. 

BowliiiK Green  No.  2«...- G- 

Brownsville,  Lock  No.  6« G- 

Burnside"   C. 

.38 
.37 
.27 

.30 

.11 

0  KO 

0.62 

.'12 
.43 

.08 
.25 
.28 
.08 

.21 

.13 

.'41 

.04 

r. 

0.75 
0.92 
1.01 

Clermont S. 

C. .Id  tipring.  Dam  36» 0. 

Danville" K- 

Dix  Dam,  Bnrgin K. 

Kadsvlile" ''• 

Eubank.. • C. 

Krankfort.LockNo.  4= K. 

Gest.  Lock  No.  S*. K. 

'.in 

tv 

ioi 

^- 

.31 
.40 

;i5 

34 

.39 
.27 
.59 

.'31 
.49 

.01 

.12 
.04 
.04 
.09 

.08 

'i?.^ 

1.20 

T. 

.03 

T. 

t. 

.21 

145 

.07 
.24 

1.17 

.25 
.04 

.'03 
T. 
.01 

.05 

.'64 

t' 

tv 

0  87 

il 
.44 
.02 

.04 
.06 
.06 

f.' 

.'06 
.38 

.'22 
45 

.71 
.01 

.11 

.09 

:57 

.ii 

.01 
.04 

V49 
.02 

1.08 
0.83 

0.89 

.14 
T. 

.14 

'^' 
.15 
.10 
.05 
.21 
.07 
.15 
.07 
.18 
.11 
.20 

.23 

f.' 

0.94 

Grant,  Dam  as^ O. 

T. 

T. 

.02 

t.' 

.13 

0.92 

High  Bridee.Lock  No.  7" K. 

Irvingrton  0. 

LaGrange. 0. 

Lanciistur* K. 

LeitPhfield  = G. 

Lexinprton  * K  • 

Little  Uickmau.  Lock  No.  8 '"t K. 

Lockport,  Lock  No.  2'^ K. 

Louisville'! 0. 

Do.  Bowman  Field 0. 

Mammoth  Cave'' G. 

Mouticello  2 C 

Muufordville  " G. 

tv 

f. 

.01 

T. 

T. 

t.' 

T. 

.29 

tV 

V20 

.08 

.01 

044 

.04 

0  76 

.'62 

.10 
1.82 
.02 

f. 
.04 
.04 

.04 

0.92 

.'03 
f. 

f.' 

2.28 

......... 

.01 

'  i'V 

.01 
.01 

V61 
.01 

.29 

'.a'/. 

.34 

t. 

0.21 
0  77 

t. 

0.,54 

.34 

.'08 
.25 
.02 
.M2 
.14 
.52 

t.' 
3R 
.21 

.26 
.07 

.01 
.07 
.24 
.01 
.28 

■32 

.03 
.50 

.18 

0.81 

1.06 

:::: 

'.13 
.07 

.11 

V45 
.16 
.33 

0.51 

Salvigii,  Lock  No  6  n K. 

Shelbvville  S. 

Smith's  Grove G. 

Stearns C. 

Taylorsville S. 

Tyrone,  Lock  No.  5  M K . 

Williainstown  L. 

.Voodbnrv  Locli  No  4-   G. 

:::; 

.::: 
;::: 

.'02 

T. 

T. 

tv 

.05 

.02 
.02 
T. 
T. 

0.55 
1.02 

.02 

.06 
.12 
.21 

.04 

.'is 

.03 

'.'04 

.11 
.03 
.02 

'.'62 

tv 

t. 

.12 
02 

T. 

^05 

'.02 
.06 

.01 

'!ii 

T. 

.05 
.40 
.11 

.66 
.72 
.19 

.16 
.17 
.78 
.22 
.12 
.01 
.40 
.40 
.50 
.46 
.46 
.19 
.04 

0.58 
1.00 
0.56 

Eastern  Dinxinn 

Vl5 
^4 

0.96 

Ashland-' O. 

ConTse'  HilV,  Lock  No.'  iV"' '. '. ' .' '. '. '.  V.K. 
Cynthiaii'i '^        L 

.03 
.04 

.13 

0.99 
0.54 
0.49 

t'.' 

0.20 

Falmouth- L. 

Farmers  2 L. 

Flemlngsbnrg  « L. 

.01 

tv 

.17 
.14 

.06 
.06 

1.20 

0.4s 

.13 
.13 

.17 

.11 
T. 

'^10 

0.36 

.03 

0.22 

Grayson". O. 

Gi-eeuup,  Dara    30" O 

■.°^ 

T. 

.08 

.17 

1.08 

Heidelberg,  Lock  No.  14" , K 

.2C 
.48 

.02 

.02 
T. 

070 

V29 

1.04 

lenkuis"   B 

Louisa" B 

I  vuch  [near]     C 

T. 

048 

.12 

Mavsville.  Dam  38" 0 

Mi.ldlesboro C 

T. 

Vzo 

.:' 

T. 

.05 
.22 

T. 

.03 

.34 

0.53 
042 

Oneida  "t K 

OneoutaDamSS" O 

PaintsviUe   ". B 

V6 

t. 
f. 

T. 

f. 

T 

V23 

.2" 
.4C 

T, 
.2C 

Vo'- 

."1 
.0 

T. 
.3 

Vl 
.1 

'.3 

v.; 

3  .V 
6  ... 

n  ... 

{■■•• 

".m 
Vo7 

'.'65 
V6- 

.23 
T. 

t" 

'.08 

Vo. 

.Of 
.V 
.0 

T. 

'.'05 

T. 
t'.' 

t. 

t.' 

.12 

T. 

T. 

".OS 

'.'is 

".0 

.78 
.12 
.20 
.46 
.68 

.or 

T. 
.12 
.1' 

.3 

R 

1.31 
O.-M) 
0.57 

Pippapass K 

Quicksand" K 

Kavenua.  Lock  No.  12" K 

Richmond  " K 

Vallev  View,  Lock  No.  9". K 

Vaiiceburor,  Dam  No.  32  " 0 

Williamsburg" P 

Willow.Lock  No.  13" K 

Winchester K 

t. 

.0 

0  91 
068 
0.44 

.05 
.03 

V6 

".0. 

'.'6 

".'3( 

1'" 

0.23 
0.71 
0.19 

i     "-'^ 

Exf-ept  as  otherwise  indicated  observations  are  gunerallv  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of  observation. 
'First-order  Weather  Bureau  station;  precipitation  is  lor  the  24-hour  period,  midnisrht  to  midnight  unless  otherwise  indicated.  "Precipitation  measured  in  the  morning: 
amount  then  recorded  is  for  the  preceding  24  hours.  J  Precipitation  mea-sured  with  recording  gage.  »Ineliided  In  the  next  following  measvireTneni 

T.  Trace,  or  precipitation  less  tlian  0.01  inch.  tPost  office  addresses  as  follows:  -Lock  .=>.  Lxwrencehnr?.  Ky.  :    Lock  fi.  Versailles.  Ifv.  :  Lock  8.  .Ji^holasville  Ky  ; 

Lock  10.  Re<i  Hnir'ie    Ky.  :  dneonta.  California.  Ky.  Kiver   drainage   area   in  which  station  is  located  is  indicated  as  follows:  (B)Big  Sandy    (L)  Licking:  (K) 

Kentucky:  iSi  Salt-  (Gt  Green:  (C>  Cumberland:  'T)  Tennessee:  fOlOhio:  'Ml  Mississippi. 
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CLIMATOLOGICAL  DATA:  KENIUCKY  SECTION. 


October,  1940 


Daily  Temperatures  for  October,  1940. 


Western   Divisinn. 

Beaver  Dan.   \^SZ. 

,,  ,,      „  )  Maximum 

(-alhovm  )  Minimum. 

Karlington  . . . 
Greenville. ... 


j  Maximum  . , 

)  Minimum.., 

j  Maximum  . 

I  Minimum... 

I  Maximum  . 

I  Minimum . . . 

j  Maximum  . , 

I  Minimum.. 

j  Maximum  . 

I  Minimum... 

S  Maximum  . . 

(  Minimum... 

\  Maximum  . . 

!  Minimum.. 

J  Maximum  . 

I  Minimum.. 

\  Maximum  . 

(  Minimum... 
„  .       .  \  Maximum . 

Princeton |  Minimum.. 

,,   .,,  ss  J  Maximum  . 

RnssellvilIeSS ^,  Minimum. . 

Central  Dh'mov . 

\  Maximum.. 

(  Minimum.. 

j  Maximum  . 


nenderson 

Elopkinsville   .. 
Lovelaceville  ... 

Mayfleld 

Murray  

Owensboro 

Paducah(near). 


Anchorage 


Bowling  Green... 
Clermont 


Dix  Dam 

Eubank  

Frankfort 

Gla'^gow   

Greensburg 

Irvington 

Leitchfield 

Lexington  

Louisville 

Do.  Bowman  Field 

Mammoth  Cave 

St.  John 


Smith's  Grove 


mum. .. 
)  Maximum .  . 
/  Minimum . . . 
S  Maximum  . . 
(Minimum... 
(  Maximum  . . 
1  Minimum . . . 
)  Maximum  . . 
/  Minimum... 
j  Maximum  . . 
1  Minimum... 
J  Maximum  . . 
)  Minimum. .. 
\  Maximum  .. 
(  Minimum... 
j  Maximum  .. 
(  Minimum. .. 
)  Maximum  . . 
/  Minimum. .. 
\  Maximum  . . 
I  Minimum... 
j  Maximum  . . 
I  Minimum... 

;Maximum  . . 

Minimum. . . 
S  Maximum  . . 
(  Minimum.  . . 
\  Maximum  . . 
I  Minimum... 
j  Maximum  . . 
I  Minimum... 
/  Maximum .  . 
i  Minimum.. . 
:  Maximum  . . 
:  Minimum... 
:  Maximum  . . 
:  Minimum ... 


Eastern  Division. 


.Maximum  . 

:Minimum.. 
(  Maximum  . . 
)  Minimum . . 
)  Maximum  . . 
I  Minimum... 
I  Maximum  . . 
I  Minimum... 


Heidelberg |  ffinimum, 

^'V-l^tnear] j  ^axi^^^ 

Maysville 

Middlesboro  — 
Mount  Sterling 


Winchester 


Maximum .  . 
)  Minimum.. . 
(  Maximum  .. 
(  Minimum... 

:  Maximum  .. 

:Minimum... 
j  Maximum .  . 
I  Minimum... 
j  Maximum  . . 
)  Minimum... 

:Maximum. . 

:Minimum... 

:Maximum  .. 

iMinimum... 

:Max)mum .  . 

:Minimum... 

j  Maximum. . 

/  Minimum  . . 


37 

.S7 

7S 

SI 

4( 

4(1 

Vfl 

3f 

39 

«h 

7f> 

37 

71 

73 

fi       7fi 
4!     !30 


J!6 

77 

fi2 

4il 

K.i 

fiC 

sn 

«■/ 

7H 

hi 

4K 

Hf, 

73 

fiC 

49 

SV 

6y 

6fi      74 
40 


29 

69i     79 
32      44 


Bl 

48 

hii 

Kft 

M 

4R 

HH 

74 

47 

45 

Kt 

X(! 

46 

45 

B  O  Lonisvillp.  11  27-40  110!) 


Nit. 


U.  S.  DEPARTMENT  OF  COMMKRCI'.  WEATMKR  BIJRKAU 


CLIMATOLOGICAL     DATA 


13 


V(iL.  XLV 


KENTUCKY    SECTION. 

j.  l.  kendall. 
Louisville,  Ky.,  Novkmrkr,  1940 


No.  11 


QBNEKAL   SUMMAKT. 

Temperature  above  noriuiil  and  I'avorable  for  growth  prevailed 
tor  a  few  days  at  the  beginning;  of  the  month.  Much  lat(>  sown 
wheat  eame  up  at  tliis  time,  es[)eeialiy  in  those  sections  visited 
l\v  rains  on  the  1st.  (irains  improved  wlierevcr  moisture  was 
sullieient,  which  comprised  somewhat  more  than  tlie  north(>rn 
half  of  the  State.  Freezing  temperatures,  with  the  first  killing 
frost  of  the  autumn,  occurred  on  the  7th.  A  short  period  of 
cold  weatb.er  at  this  time  checked  the  growth  of  grains  and  grass, 
and  relative  dormancy  continued  until  after  the  severe  cold 
^\>A\  from  the  I'ith  to  16th.  In  this  cold  weather  the  ground 
froze  rather  deeply,  damaging  to  some  extent  late  potatoes  that 
had  not  been  dug.  It  brought  winter  conditions  that  required 
heavy  feeding  of  livestock  and  resulted  in  some  inconvenience 
from  frozen  water  supplies.  Growing  weather  returned  with 
the  abnormal  warmth  from  the  19th  to  the  24th.  In  thesoutli- 
ern  counties  grains  that  had  been  sown  late  in  the  dry  period, 
with  failure  to  germinate  from  continued  lack  of  moisture,  were 
brought  up  by  the  additional  rainfall  and  this  mild  weather. 
After  the  first  week  water  supplies  were  ample  and  surface 
moisture  had  been  fully  restored  in  northern  and  most  central 
districts.  The  periodic  improvement  in  fall  grains  during  the 
month  developed  the  smaller  plants  to  fair  size.  Considerable 
rye  became  large  enough  to  afford  some  grazing.  Pastures  im- 
proved in  the  northern  counties  and  remained  useful  during 
most  of  the  month.  Rainfall  in  the  first  decade  was  sufficient 
for  all  needs  in  the  northern  districts,  but  generally  too  light  in 
southern  sections.  Rain  toward  the  end  relieved  the  water 
shortage  in  most  southern  dry  areas,  but  complaints  of  deficiency 
continued  in  some  southeastern  localities  until  the  end  of  the 
month. 

While  rain  at  times  interfered,  the  month  as  a  whole  was 
more  favorable  than  otherwise  for  gathering  corn  and  removing 
fodder  from  fields.  The  comparative  frequency  of  rain  early  in 
the  month  favored  bulking  and  stripping  of  tobacco,  and  made 
possible  rapid  progress  in  preparing  the  crop  for  the  early 
markets.  On  this  account  the  later  stages  of  corn  gathering 
were  somewhat  delayed. 


toH.Oiii.  1 
Inches.  I 
•ll(\-Ti\.\\. 


to  R.o  liiclicN.    Thn  ran(t«  for  the  8tat(t  wan  botwcMtn  1  46 

.     ;,i  I'..  ,■,  Inii' lin  ,11.     8ii()W  (<ill  In  til- I'lmti-rii  conntli* 

1  I'l     I    t    I  l,y  Know  iiinoiinth  vnrli-r|  from  a  Irmc 

I I.I  M  .    .      1.  nil-  northiMiKt  rf((dv(^(l  from  i.O  to  (J.O 

i;nn    iii-l   Mi  Ihi,  porloils  lHt.-M.  6-6tli,  IO.I21I1.  aii'1 

MS  iciK.rir  il  H  li(,iir  fulls  rif2  0  IrichfM  or  more  on  tlntllth, 

MISCELLANEOUS. 

is(!(l  minor  dairuiKi'  In  various  soctlonH.    Wire  svdtci 


PKESStTRE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Atmosplieric   pressure 

Wind. 

Relative 

(reduced  to  soa-level.) 

humidity 

« 

J 

>< 

1- 

it 

, 

e 

g 

a 

i 

i 

1 

i 

< 

1 

i 

". 

! 

..111. 

30.18 

so.  59 

14 

29.45 

11 

9.1 

37 

8W. 

11 

78 

57 

Ohio 

30.12 

30.47 

19 

29.64 

9.1 

33 

SW. 

n 

«1 

58 

fi? 

Ind 

30.17 

30.54 

14 

29. 45 

u 

9  5 

47 

8W. 

11 

81 

5fi 

fiR 

.Ky. 

30.17 

30. -17 

13 

29.55 

11 

10.3 

50 

SW. 

11 

80 

59 

TEMPEKATUBE. 

In  the  warm  periods  at  the  beginning  of  the  month  and  in 
the  second  decade  temperatures  ranged  from  5°  to  20°  above  the 
seasonal  average.  Maximum  temperatures  of  70°  to  75°  oc- 
curred on  several  days.  Minima  of  32°  or  lower  were  registered 
daily  from  the  r2th  to  19th,  and  also  on  a  few  other  dates.  The 
coldest  weather  occurred  in  the  period  14-16th,  when  mean 
temperatures  were  15""  to  25'^  below  the  average  and  minima 
of  10°  to  10°  were  reported  from  most  stations.  The  extremes 
were  80""  at  several  stations  on  the  3d  or  4th  and  6^  at  Lynch 
on  the  IGth. 


PRECIPITATION. 

Precipitation  averaged  somewhat  more  than  the  seasonal 
amount.  It  was  generally  less  than  normal  in  the  mountains 
and  above  the  average  in  most  central  and  western  districts.  A 
few  southeastern  counties  received  less  than  2.0  inches.  In  other 
sections  from  the  edge  of  the  bluegrass  region  eastward  monthly 
totals  ranged  from  2.0  to  4.0  inches.  In  the  central  counties, 
large  areas  in  the  northern  part  of  the  State,  and  in  most  west- 


COMPARATIVE  DATA  FOB  NOVEMBER. 


Temperature. 


1893 . . 
1894 , . 
1895.. 
1896,. 
1B97 . . 
1898.. 
1899.. 
1900.. 
1901 . . 
1902 . . 

1904 . . 
1905.. 
1906.. 
1907.. 
1908.. 
1909., 
1910.. 
1911., 
1912, 
1913. 
1914. 
1915. 
1916. 
1917. 
1918. 
1919. 
1920, 
1921 . 
1922. 
1923. 
1924 , 
1925. 
1926. 
1927. 
1928. 
1929. 


43.1 

1  48.6 
43.5 
42.8 
44.3 
43.3 
45.8 
49.3 
47.8 
43.2 
49.8 
47.0 
41.8 
53.4 
42.5 

I  44.7 
46.4 
46.1 
44.2 
48.6 
54.7 
41-1 
41.6 
45.2 
50-5 
46.9 
49.8 


44.7 
49.8 
48.3 
46,4 
47.7 
44.9 
42. 9 
51.3 
46.8 
44.6 


1936.... 
1937.... 
l;i38  ... 
1939,... 
1940  . 
Period 


!    55.0 

I     43  8 

45.5 

50.5 

47.3 

:     42.9 

43.2 

47.9 

43,6 

!     4.':. 8 

I     46,4 


3-85 
3.12 
1.32 
4.29 
5.01 


1.52 
4,42 
3.01 


5.02 
3.49 
2.61 
2.29 
2.04 
4.51 
1.22 
3,25 


7.31 
2, 21 
7.96 
1.93 
3.65 


3.52 
2.71 
1.54 
2,85 
3,86 
8.50 
1.63 
3.68 
1.16 
3.70 


Number  of  days 


t-.52-year  averages. 


tvtural  History  Ubrary 
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CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION 


November,  1940 . 


Climatoloffical  Data  for 

November,   1940. 

Counties. 

1 
1 

1 

o  g 
I" 

3 

Temperature,  in  degrees  Fahr. 

Precipitation  in 

inches 

Number  of  days 

i, 

II 

p 

stations 

a 
1 

B 

1 

a 

K 

1 

a 

1 

0 

0 

1 

s 
2-5 

Is 
c    . 
'"S 
|o 

0 

If 
0,0 

1 
0 

1 

1 

0 

Observers. 

Western  Division. 
Beaver  Dam 

441 
437 
420 
356 
431 
519 
640 

624 
479 
364 
412 
420 
404 
341 
529 
384 
590 
357 

352 
700 
500 
410 
705 
480 
474 
489 
955 
770 

504 
490 
760 
506 
581 
544 
646 
850 
1032 
635 
989 
560 
485 
459 
558 
800 
910 
600 

520 
825 
607 
1400 
489 
524 
943 
504 

36 
46 
11 

"45.0 
"46.6 
46.6 

-  1.9 

-  1.7 

-  1.4 

79« 
80' 
81 

3 

14» 

15' 
15 

16 
14 
14 

40» 
42' 
43 

2.89 
4.47 
4.56 
5.14 
4.90 
3.52 
3.99 
5.29 
3.82 
5.40 
4.  27 

-0.2c 
+0.8: 

+0.9J 
+  1.9' 

-6:62 

+i:6o 

-0,20 
+2.04 

0.78 
1.25 
1.18 
1.42 
1.36 
0.92 
1.05 
1.53 
0.85 
2.00 
1.40 
1.20 
1.90 
1   17 
2.18 
1.29 
0,80 
1.21 
1.12 

0.55 
1.33 

rso 

0.70 
0.80 
1.08 
1.19 
0.74 
0.51 
0.60 
0.,52 
1.41 
1.01 
1.48 
0.96 
1.97 
0.69 
0.99 
1.09 
0.85 
1.90 
1.35 
0.82 
0.98 
1.06 
0,87 
1.49 
0.60 

^15 
1-21 
1.06 
1.08 

0 

0 
0 
0 
0 
0 

T, 
0 
0 
0 
0 
0 
T. 
0 
0 
0 
0 
0 
0 

T. 

T. 

0 

0 
0.5 

0 

0 

1.6 
0.5 
1.0 

0 

0 

T. 

T. 

0 

T. 

0 
0.5 

T. 

T. 

0 

0 
1.4 
1.0 

T. 
0 
0 
0 
0 

0.4 

T. 
T. 

0.8 

7 

10 

12 
11 
10 
10 

8 
10 

9 
6 
10 
11 

10 

13 
10 
9 

12 
8 
9 
12 
13 
12 

14 
13 
10 
12 

7 
11 
11 
IS 

9 
10 
13 
10 
10 
11 

9 
11 
11 
12 
11 
12 
14 

8 
12 
11 
13 

12 
11 

12 

14 
15 

4 
4 
3 

14 
12 
12 

sw. 

Eldred  G.  Yonng. 

Karlington       

Hopkins 

Crittenden 

Marshall    

Muhlenburg 

Fords  Ferry,  Dam  60  . . 

Lockmaster. 

Tennessee  Valley  Authority. 

C    R   Lovell 

'is 
10 

13 
16 
15 
13 
6 
18 

is 

14 

5 
12 
5 
9 

8 

1 

"5 

4 

14 

'I 
10 

8 
16 

13 

n. 

s. 
nw. 

Greenville            

23 

45.0 

-  2.8 

80 

3 

11 

15 

40 

Hartford  (near) 

W.  R.  Carson.  Sr. 
Frank  T.  Street,  Jr 
W    K.  Morris. 

Henderson 

Christian   

18 
44 
11 
31 
14 
43 
12 
20 
33 
23 
27 
12 

12 
40 
44 
23 
49 
41 
2 
14 
16 
16 

46.0 
46.1 
46.8 
47.8 
47.0 

.'':' 

'47.5 
47.0 

-  2:4 

-  0.7 

-  1.3 

-  1.1 

-  2.6 

-  1.6 

-  03 

79 
79 
80 
79 
79 
77 

3 
2 
3t 

15 
13 

14 
14 
1« 
15 

14 

15t 
15 
15 
14 
16 

38 
41 
43 

35 
36 
37 

Ballard 

Blaine  Malone 

Mayfield      

Mrs.  Joe  Payne. 
Ralph  B   M'ear 

gallpway 

3.30 -6-io 

4  9o!4-1.5S 

Henry  S.  Berry. 
Lockmaster. 
JoeLagore.* 
S.  J.  Lowrv. 
Lockmaster. 
Wm    Shelton. 

Owensboro,  Dam  46..- 

Da  vipss 

5.10 
5.18 
4.67 
4.33 
5.28 
5.08 

3.20 
4.91 

5.87 

3:111 
3.37 
4.57 

3.44 
2.56 
2.67 
1.98 
4.01 
3.57 
5.37 
3.45 
5-22 
3.19 
3.90 
4.56 
3  22 
5.08 
3.68 
3.51 
3.78 
3.98 
4.07 
5.73 
1.97 
5.20 
4,48 
4.19 
4.11 
4.0; 
1.68 

+2.29 
+  1,35 
+  1.38 
+0.81 
+  2.00 
+2.32 

+0.40 
+  1.67 
+  2.23 
+  1.87 
-0.36 
+  0.44 

+6:63 
+0.43 
-0.57 

-i:4i 

+  1.02 
-^0.33 
+1.12 
+0.68 
+  1.67 
+0.01 
+  0.65 

-6:04 
+  1.14 
+0.24 
+0.37 
+0.99 
+0.37 

+2.  hi 
+0.93 
+  1.19 
-0.80 

McCracken   

Caldwell  . 

79 
79 

4 

17 
14 

15 
15 

38 

88 

Rumsey,Lock2t 

Russellville 

'45.2 

-  1.8 

78 

3 

13' 

16 

39' 

14 

4 

12 

n. 

Uniontown.  Dam  49. . . 

Central  Division. 
Addison.  Dam  46 

TTnf on    

Lockmaster. 
Lockmaster. 

Breckinridge   .... 
Jefferson 

43  8 
46.6 

-  l.C 

76 

77 

3t 
3 

14 
15 

16 
16 

39 
33 

16 
15 

2 
5 

12 
10 

se. 

Bowling  Green 

Brownsville,  Lock  6t.. 

Mrs.  Lillie  G.  Causey.    . 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

George  Bohlen. 

Edmonson 

Pulaski 

16' 

'15' 
9 

"3 

3 

li' 

14 

sw. 

46.0 

77 

4 

12 

14 

44 

Cold  Spring, Dam  36..- 

Campbell    ........ 

45.8 
47.2 

-"o!4 

77 
75 

3 

3t 

12 
17 

16 
16 

36 
37 

Kentucky  Utilities  Co. 

Eadsville 

Pulaski 

45 
44 
30 
13 
15 
47 

42 

45.4 
45.4 

-0.2 
-  1.2 

78 
78 

3 

IS 

17 

16 
16 

43 

7 
12 

6 

7 
2 

16 
16 

w. 

Mrs    Katie  Payne 

Barren 

Boone 

47.7 

-  0.8 

78 

3t 

17 

16 

41 

13 

"0 

3 
6 

24 

'15' 
12 

sw. 

s. 
sw. 

44.6 

-  1.1 

76 

4 

12 

16 

40 
36  ' 

Mrs    Bettie  K    H    Alcorn 

Higli  Bridge,  Lock  7.. 

.lessamine 

Breckinridge   .... 
Oldham 

44.6 

-  2.4 

72 

2t 

14 

14 

L.  0,  Stiles. 

J.  C.  Ogg. 

r  ^  npa°tPT 

14 
44 
56 
30 
30 
87 
2 
5 

Kentucky  Utilities  Co. 

Leitchfield        

Grav=on 

46.2 
44  5 

-0.6 
-  0.3 

80 
76 

3 

14 

15 

16 
16 

38 
31 

10 

12 

3 
4 

17 
14 

w. 

U.  Lem  Hughes. 

Favette   

U    S    Weather  Bureau 

Jessamine   

Lockport,  Lock  2 

'46' 6 
44.8 
44.3 

-'6.1 

io' 

14 
13 

.... 

14' 

15 
11 

sw. 
sw. 

76 
76 

78 

3 

19 
18 
13 

14 
11 
16 

29 
33 
43 

U.S    Weather  Rurean 

Mammoth  Cave 

Edmonson.. 

Wavne 

Ivan  J.  Ellsworth. 
E.  0.  Cooper 

11 
44 
25 
47 
2 
4 
34 
22 
37 
23 

9 
23 
37 
30 

51 
33 
15 
24 
10 
20 
16 

5 
16 
14 
37 

0 
42 
41 
47 

3 
IS 

6 

4 

6 
14 
21 
43 
27 
23 
43 
20 

3 

Hardin 

45.4 

'43.8 
45.8 
45.6 

-  0.4 

-'ilo 

79 

"76" 
75 
76 

3 

4 

3i 
3 

15 

"n" 

16 
13 

14t 

"ie" 

16 
16 

41 

"37" 
32 
34 

13 

10 

7 

Sisters  of  Loretto. 

Salvisa,  Lock  61 

Shelby  ville 

Mercer 

Shelby 

9 
10 

0 
5 
3 

21 
16 
17 

7 

WillaS.Ratta, 
C  W    Guernsey. 

McCreary 

Airway  Station 

Tyrone-,  Lock  SI    

Williamstown 

Anderson 

firant 

4.29 
4.16 
5.03 

2,42 
3.37 
3.57 
2.60 
3.91 

+  1.40 
+  1.24 
+  1.59 

+6:47 
+0.23 
-0.30 
fO.88 
+  1.29 
-0.46 
+  0.91 
+  0  47 

1.40 

1.20 
1.03 

0.70 
1.49 
1..30 
0.66 
0.92 
0.99 
0.66 
1.09 

0.2 
1.0 
0 

2.0 
3.0 
1.0 
3.0 
1.0 
1.5 
2.3 
1.0 
1,2 
4.0 
6.5 

'2:6   ' 
2.0 
3.0 

4.0 
5.0 

0 

1.1 
1.5 
1.5 
3  2 

T. 
0  3 

l.,T 

0 

1,0 
0  0 
4.0 
0.9 
1.0 
1.5 
0.9 

12 
11 
13 

U 
13 
10 
12 
9 
13 

12 

n 

9 
12 
12 

7 
11 

6 
18 

5 
10 

13 
11 
10 

5 

10 
11 
13 
12 
11 

a 

10 
n 

Lockmaster. 

46.4 

+  1.2 

78 

4 

14 

16 

40 

12 

10 

5 
10 

3 

7 
9 

1 

15 

13 
16 
19 

sw. 

Miss  Nettie  B.   Simpson. 

Woodbury,  Lock  4  t.  .. 
Eastern  Division. 

Jackson  

44.0 

46.6 
46.6 

-'ois 

-  0.9 

76 
78 
76 

4 
4 
3t 

10 
13 

16 

16 
16 

44 
37 

W.  A.  Worthington . 

Ashland 

Boyd 

Madison :. 

534 
1070 
611 
684 
600 
668 
870 

5s9 
540 
869 
663 
776 

1566 
584 

4000 
524 

1128 
930 
800 
497 
620 
636 

1035. 
732 
631 
926 
571 
525 
939 
646 
964 

Lockmaster. 

College  Hill,  Lock  11... 
Cyiitbiaiia   

Harrison 

Pendleton 

Rowan 

9 

■7- 

i4' 

S.  M  Hill. 

4.24 
2.53 
4.29 
3.33 
2.90 

Jessie  Oldham. 

43.0 

-  2.5 

74 

3 

19 

16 

39 

Lucille  C-  Stamper. 

Klemingsburg   

Ford,  Lbck  101 

Grayson   

Clark  .'". ;:: 

Carter   

+  0.27    0,90  j 

Mrs.  Ruby  A.  Burton. 

Greenup,  Dam  30 

greenup 

3.46 
2.0", 
2  3) 
2.75 
1.46 
2.4) 
2  70| 
4.58 
2.57 
3.1s 
3.2^ 
3.19 
2.4H 
1.59 
1.80 
2- 46 
2.46 
2.68 
2.67 
3.74 
2-38 
2.51 
3.09 
3.70 

+0.44 
-1.00 
-0..57 

-2^26 
-0.26 

+  1:54 

-0,95 
-0  35 

+  6:28 

-i:4i 

-0.26 
-0.  61 
-0.79 
+0.86 
-0.97 
-0.87 

+0  30 

0.46 
0.80 
0.93 
0.41 
0.64 
1.20 
1.21 
1.03 
1.40 
1.65 
0.85 
0  Tfi 
0.43 

n.52 

0,96 
1,03 
0.70 

0,  65 
0,90 

1,  22 
(1.82 
1.44 
2.18 

11 

i 

is 

«w:' 

H.  A.  Baily. 

Heidelberg,  Lock  14  . . . 

l™'. :::::::::::: 

46.2 

80 

3 

13 

15 

45 

Lockmaster. 

.Jenkins 

Letcher 

14' 

12 

9 

'7 
11 

i4 

'6 

10 

13 
6 

ii 

8 
5 

ie' 
12 

5 

15 

s. 
nw 

R.  J    Howard, 

Louisa 

Lawrence 

Harlan .  . . 

39.8 
45.7 
47.0 
46.0 

46.3 
48.0 

+  '6.'5 
+  0.7 
4-  1.8 

"e.5" 

79 
76 
75 

79 
80 

""i" 
4 
4 
4 

4 
4 

6 
14 
14 
14 

15 
15 

'ie' 

'if," 

'14" 
fi 

'ie" 

16 
16 
16 

'16' 
16 
16 

'lo" 

'16" 

"\C," 
16 

'30" 
40 
40 
34 

'44 

47 

'32' 

'45" 

31 
47 

Zeb  Hestou. 
.lames  S.  Allen. 

Maysville  Dam  38  .... 

Mason. 

Lockmaster. 

Middlesboro 

Mount  Sterling 

Bell 

Montgomery 

Matthew  Woodson 
W.R    McKee. 

Johnson  

Pikeville 

Pike        

12 
11 

ii' 

w. 

U.  9  WeatlierBnrean. 

Knott 

Cpnev  Run  Com.  Cen. 

Qiiicksand             

Breathitt . 

U.    W.  Jones. 

Rjivenna,  Lock  12. 

Estill   .... 

46;9 

48:6 

45'.2 
45  8 

+  0.3 

+  '6j 

-'0.6 

'■76" 

■■75" 

'7.V 
80 

"3 

"it 

"3' 
3t 

Lockmaster. 

-1.  W.  Crooke. 

Valley  View,  Lock  9. .. 

Madison 

14 

6 
12 

12 

5 

i2' 
12 

13 

Lockma.ster. 

Williamsburg 

Whitley 

VVadely  West. 

Willnw,  Lock  13  .... 

Lee 

Lockmaster. 

Winchester  . 

(;;]ai.k               

Airway  Station. 

Sfat"  avnraircs  and  bx 

tr^mes 

All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  arn  computed  or 

ised  in  <leterminingsection  or  division  means.  tlimn-'y,  lirownsvil 

Reference  letters,  *,  *•,  °,  appearing  in  the  table  indicate  immbrr  of  days 

t  Also  on  other  dates.    +t  Received  too  late  to  lie  incluilrd  in  un'mis  and 

•Rainfall  record  hv  IJ.  S.  Engineers;  tempoirature  record  by  .lof  LaRorc  s 

Errata.  —September  19)0:  Shelby ville,  mean  temperature  page  34,  should  be  1 


ly  for  snch  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are 

!■  nnd  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  Hi 

nissing;  for  example,  b  represents  two  days,  etc. 

anriniaries  T    Precipitation  is  less  than  0.01  inch  rain  or  melted  snow 

t  Paducab  No.  2. 

i5.2  and  mean  maximum,  page  36,  80,0. 
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Daily  Preolplt. 

tlori  fc 

r  M 

ov 

llllj) 

or, 

1040. 

StaUons 

Day  of  inoiitli 

1 

2 

8 

4 

8 

8 

7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

2(1 

27 

28 

29 

80     8 

T.    .. 
.13  .. 
.02.. 

1     g 

UV»<m«  IHvition 
Beavor  Dam 

...0. 
...  (J. 

....u. 
.,,.0. 
...  T. 
...G. 
...Q. 
....0. 
....G. 

:::^.- 
.:::8: 

....0. 

...0. 

...G. 

...G. 
....O. 

....0. 

".'fi5 
.57 

I.IU 
.7i 
.43 
.40 

1.17 
.46 

.38 

'iso 

.96 
.50 
.69 
.80 

1.12 

.55 
.84 
1  2S 
1.19 
1.50 
.10 
.80 
1.07 
.48 
.74 
.51 
.04 

i'.m 

1.01 
1.48 

1.97 
.69 
.71 
.91 
.85 
.80 

1.35 
.82 
.98 

.87 
1.49 

.60 
1.51 

.94 
1  21 
1.06 

.13 

.39 

\A0 
1.20 

.84 

.70 
.31 
1.80 
.41 

'.'99 
.36 

1  09 
.84 
.40 
.42 
.05 

T. 
.28 
.10 
1.20 

L03 
1.41 
1.6S 
.45 
.Oi 
.3! 
.62 

'.U 
.70 

.90 
1.44 

.78 
.75 
.86 
.85 
.66 
.60 
.80 
93 

.08 

T 

.13 

.06 

.07 

.09 

.10 

.10 

.30 

.80 

.13 

.09 

.10 

.06 

.14 

.10 

.08 

.03 

.09 

.0£ 

.IS 
.12 
.11 
.02 

'.'63 
.10 
.04 
.30 
.03 

■.'06 
.07 
.05 
.15 
.09 
.05 
.21 
.10 
.38 
.10 
.19 
.06 
.08 
.51 
.48 
.12 
.08 
.09 
.09 
.03 
.12 
.46 
.19 

'!66 
.10 
.09 

T^ 
J8 
.05 
.02 
.05 
.19 

't.' 

'!02 

.77 
1.25 
1.16 
1.42 
1.30 

.92 

.80 
1.53 

.60 
2.00 

.92 

iiflO 
.77 

2.18 

1  29 
.00 

1.21 
.97 

.4C 

.97 
.78 
.85 
.40 
.68 

1.08 
.,38 
.16 
.21 
.20 
.45 
.48 
.52 
.53 
.40 
.75 
.20 
.99 

1.09 
.20 

1.90 
.29 
.08 
.62 
.61 
.61 

'19 
.63 
1.15 
.34 
.8f 
.75 
.26 

'^25 
.68 
.90 

.20 
.46 
.31 
.20 
.28 
.31 
T. 
.37 
.34 
.30 
.22 
.18 
.19 
.28 
.22 
..36 

.17 

T 
.16 

.07 

'••ij 

.27 
.20 

.27 

'."36 
.50 
.01 

"."68 
.17 
.22 
.08 
.24 

1.04 
.26 

.15 
.14 
1.89 
1.24 
.59 
.29 
.04 

':66 

.11 

'.'29 
.26 
.23 
.61 
.33 

.67 
.94 

1.18 
.60 

1.01 
.80 

1.05 
.65 
.M6 

1.03 

1.40 
.44 
.84 
.26 
.90 

1.28 
.36 
.12 
.59 

.02 

.06 
.62 
.15 
.05 
.21 

't.' 

.30 
.14 

T. 
.02 

.08 

'.'sfi 

.20 
.05 
.07 
.03 
.12 

".'62 
T. 

.87 
,30 
.38 
.28 
.38 
.83 

■  a* 

.63 
.20 
.46 
.46 
.58 
.86 
.16 
.31 
.39 
.15 
.20 
.32 

.04 
.96 

!46 
.10 
.10 

.21 
.70 

!l5 
.27 

..    2.8!) 

KivrlliiRton 

Ki.nis  Korry  Dam  60« 

lillliort.svtUe''           

.02 

'.'6i 

.04 

".m 
.01 

T. 

.03 
.22 
.11 
.05 
.08 

..      4.60 
6  14 

'.'6ft ;; 

.08.. 

".oil'.'. 

..      4.90 
..      8.62 
..      3.«» 
..      5.29 
'.i.H'i 

Hnitfora   

.... 

T. 

iisvlUo" 

.01 
1.08 

.02 

T." 

.08 
.70 
.05 

■32 

.60 

'.'60 

'.X 
.15 
.21 
.15 

.'62 

'.'54 
'.'O6 

':2i 
.01 
.45 

'.'92 

.36 
.78 
.94 
.70 
.62 
.64 
.63 
.74 
.72 
.86 

.40 
.63 
.97 
.93 
.18 

.46 

.... 

't.' 

T. 

1    -    ij.'ovlUo 

.25 
.18 
1.20 
.06 

5  40 

M.n.i.'ia 

"63 
.59 
.14 
.06 
.6C 

'.5a 

.37 
.26 
.23 
.30 
.28 
.04 
.58 
.42 

"."08 
.21 
.20 
.25 
.41 
.60 
..36 
.29 
.02 
.05 

"."06 
.09 
.43 
.23 
.01 
.01 
.27 
.16 
.36 
.08 
.26 
.12 
.17 
.30 

'."ie 
.10 

.27 

.38 
.26 
.58 
.31 
.36 
.20 
.21 
.40 
.25 
.20 
.42 

"A: 

T. 

T. 
.08 

"t." 

"  ."'22 
.10 

".'62 
.'40 

'.03 
.80 
.12 
.04 
.08 

"a3 

.48 
T. 

.06.. 

Muirav    

i'.'ii 

f.' 

8  80 

i)»,>usboro    

..      4.90 

I'lulurnliS 

I'riiuvton 

■."09 

'f.' 

T.    .. 
.02.. 
.01  .. 
.19.. 

..      6.18 
..      4.67 

Nuiiixcy.  Lock  No. 2" 

.65 
.30 
.21 

.52 

K.isseHviUe  s 

..      fi.28 
6  08 

liiioulowii.  Dam  49' 

T. 

'tV 

Ceiitral  Oivisidn 
Addisou.  Dam  45.  » 

.15 

.30 

.08 

".'is 

.42 

.42 
.52 
.36 
,06 

.51 
T. 

'.'45 

T.    .. 
.11  .. 
.10  .. 

..      3.20 

....0. 
..    (3. 

'.'03 
.43 
.20 
.18 

'.'31 

'.'25 

.38 
.10 
.75 
T. 

■■      6.87 
..      5.13 

BowliuKOroenliro.  2« 

Itiownsvillc,  Lock  No.  6* 

...  G. 

...G. 
....C. 

. . .  K. 

'."06 

BiiriisideS    

.38 
..57 

Li9 
.26 

('MrroUton   Lock  No.  1* 

'.'is 

T. 
T. 

.35 
.92 

'.U 
.36 

';26 
.51 
.39 
.26 
.87 
.05 
.61 
.83 
.39 
.88 
.51 
.10 
.51 
.65 
.66 

1.03 

.'34 
.75 
•24 
.74 

1.08 
.16 

'/26 

.80 

.10 
.25 

.39 

't.' 

't 

■'in 
.06 
.16 
.28 

.08 

.10 
.20 

.03 
.02 
.04 

.31 

.08 

'i?.^ 

'.m'.. 

..     3.37 
. .     4. 57 

Clermont 

Cold  Spring,  Dam  36" 

...   S. 
....0. 

■."04 
'.'62 

"."67 

.05 

"t" 

T. 

"t." 

.43 

Dix  Dam,  Burgin 

...K. 

.17 

..     2.66 

Eubank 

...K. 
...K. 
....G. 
...O. 

.".■.k: 

....0. 

....o. 

...K. 
....G. 

...K. 

...K. 

...K. 

...0. 

...0. 
...G. 

.03 

.iii 

.3.5 

. .      2. 67 

l''rankfort,LockNo.  4^ 

".'oi 

"!02 

'.'is 

';6i 
.01 
.01 

.30 

'^04 
.01 

'T. 

'.'61 

'."62 
'.'64 

"."6i 

.13 
.01 

"."05 
.46 
.10 
.25 
.41 
.08 

"t." 

•f.' 

.02 

T. 

.25 
.04 

.20 
.28 
.14 
.05 
.56 
.21 
.47 
1.03 
.32 
.43 
.58 
.15 
.37 
.89 
.85 
.22 

';i4 

.63 
.27 
.70 
.32 

.27 

■.'•23 

.82 
.16 

.47 
.04 
.50 
.06 

'.'20 
.09 
.70 
10 
.10 

'.u 

T 

".60 
.08 
.38 
.58 

'!03 
!34 

'r.' 

.20 
.22 
.05 

'.'eo 

.40 
.42 
.26 
.96 
.02 

.'oi 

.03 

'.'63 

!'43 
T. 
T. 

.24 
.36 
.35 
.06 
.52 

T.' 
T. 

'.'44 
.02 
.24 

.07 
.80 
.04 
.42 
.82 
.71 
.54 

4.01 

Oest,  Lock  No.  3  » 

^  57 

:.      6  37 

(iraut.  Dam  382 

T. 

T 

:::: 

T.    . 
.09. 

..      3.45 

(^  reensburg  ' 

'^04 

High  Bridge, Lock  No.  7' 

.21 

.03 

'f.' 
T. 
.15 
.46 
T. 

'."is 

.17 

.05 
.27 
.29 

■.1,5 

'.16 
.02 
.01 

.87 

';55 
.44 
.26 
.22 
.62 
.05 

".'25 
.11 
.29 

]02 
.16 
.08 
.58 
.16 
.05 

■:i2 

.56 
.17 
.48 
..37 
.15 

"."06 
.37 
.30 
.08 

"."04 

-.11 
.19 
.13 
.01 

't.' 

.17 
.18 

]04 
.02 
T. 
T. 

3  19 

Irvington   

't.' 

■;62 

'.■flS 

.... 

.06. 
.06  . 
.18.. 
.08  . 
.13  . 

't'.'  '.. 

.05.. 

.08. 
.01  . 

"f."  '. 
.10  . 

.08  '.'. 
.11  .. 

■;64  :. 

.04  . 
T.    . 
T.    . 

3  90 

LaGrange 

Lancaster'' 

Leitchtield  « 

■;3s 

.18 

'."08 

"t".' 

T. 

.11 
.10 

't.' 

T. 

'.'63 

.-      4.56 
..      3.22 
.      5.08 
..      3.68 
..      3.51 
.        .S.  73 

L U^ti"  H?c"kmau,'  Lock  No .'  8  =  t ! 

i'. 
.12 

.04 

Lockport,  Lock  No .  2  - 

Louisville'  i- 

'■01 

Do.  Bowman  Field 

Mammoth  Cave 

'.no 

.27 
■.■44 

•■      4.07 
■■      5.73 
. .      1. 97 
.■      5.20 
..      4.48 
..      4.49 
4.11 
4.07 

Mouticello2 

MunfordviUe  ^ 

.    .C. 
...G. 

■■:l 

....s. 

..   .G. 

....c. 

....s. 

...K. 
....L. 
...G. 

".ii 

T. 
.01 

';o2 

.... 

>t.  Jolui 

Salvisa.LockNoen 

'.'42 

Shelbvville  

Smitli's  Lirove 

.■50 

'^08 

Lis 

.66 
.92 
.37 
.66 
.60 
.65 
..30 
.91 
.45 
.80 
.93 

'.'64 

'33 
.7f 

.04 
.96 
1.03 
.30 
.11 

,:| 

'.35 
'.'11 

.05 

.19 

..58 

'.U 
.25 
.34 
.50 
.20 
.12 

.'12 
.09 
.07 

.01 

T. 

r. 

'.'." 

.26 

Stearns 

'.'65 

.26 
.30 

'.'05 
.17 

'.'69 
.13 
.05 

1  08 

Tyrone,  Lock  No.  5  n 

Williamstown  

.Voodbnry.Lock  No.  4^ 

..  "4.' 29 

..      4.16 
.■       5.03 

.        2.42 
.■      3.37 
..      3.57 
..      2.60 
.        3.91 
4  24 

Easlern  Divhitm 

Aniivii:e  - 

Aslllaud  2 

Berea   

Course  mn.  Lock  No.  11= 

Cvutlnann! 

Fahiioutb''    

...o. 

...K. 

...K. 

...L. 
....L. 
....L. 
....L. 

...K. 
....O. 
....O. 

...K. 

'.::: 

.08 
03 
.23 
.07 
.10 
.12 
.26 
.45 
.06 
.10 
.04 
,15 
.27 
.20 

."15 
.20 
.13 

.16 
.15 
.04 
05 
.07 

."is 

.08 
.15 
.03 
.12 

ilfi 
.07 

'.'ii 

".'05 
.02 

.10 
.10 

.03 
.01 

"."6.5 
.16 
.20 
.09 

"."62 
.03 

"t. 

!•  ariners  ^ 

F-h-ir-uiiTshnrs  2 

..      2.  .53 

.45 
.90 
.95 
.35 
.41 
.44 
.30 
.48 

'^73 

■;63 

!85 
.73 
.02 
17 

T. 

3  33 

Gravsou  - 

2  90 

.01 

't. 

.05 
.05 
.18 
.45 

■.'65 

T.    . 

3  46 

".' 

8 

2  05 

.... 

T.    .. 

Jacfeon  ■•' 

...K. 
...B. 
....B. 

'.'.'.'.0 
....C. 
....L. 
.    .  K. 
...O. 
...B. 
...B. 
...K. 
...K. 
..   K 
...K. 
...K. 
...0. 
.     0 
K 

1  46 

.10 

.05 

't. 

.25 

.25 

:2i 

•  IS 

!45 
.26 
.42 

.35 

.'47 
.30 
.25 
.31 
.04 
.44 
.18 

't.' 
■•r'.' 

.05 
T. 

.... 

Lynch  [near]    

T. 

T. 

.08 

.21 

..      2.70 
4  58 

MavsMlle,  Dam  33- 

.40 

'.'27 
.09 

■'! 

.32 
.2S 
.12 
.31 

'.'.'.' 

.02 

.'10 

'.05 

.ni 
T. 

^06 
.05 
-^ 
.03 

.46 

.24 
.12 

'.'45 
.07 
.20 
.25 
.32 
.09 
.29 
.12 

.11 

'."33 
.24 
.05 

't. 

".'05 
'.'26 
.13 

'^79 

't.' 

Monnt  Sterling 

Oneida -^t 

One()ntanam35  2 

i'aintsvillc   2 

■f.' 

.ii '.'. 

. .      2.  57 
.■      3.18 
..      3.29 
..      3.19 

Pippapa,s,s  ...• 

..      1.59 
1  80 

.■34 

.35 
.30 
.89 
.22 
.34 
T. 

".02'.'. 

T. 
."09 

T 

.15 
.18 
.(15 
.04 

.09 

't. 

"."06 
.'12 

2.46 

Valley  Vii-w,  Look  No.   fl^ 

\'anceburK.  D.am  No.  32  ^ 

\Villiariisburg2...... 

ft'illow.Lnrk  No.  13" 

Winoliester 

..      2.68 
..      2.67 
.■      3.74 
2.88 
..      2. .51 

.... 

1  w-.!*  ^  w  V,  "'''"'^t''''  oh-^ervations  are  generally  made  late  in  the  afternoon,  near  snnset.  and  preoipitation  recorded  is  for  '24  honrs  ending  at  time  of  observation. 
<.,^^^r;?t  nfL !.  n  7  "'."'t'l"  station ;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  " precipitation  measured  in  the  morning : 
T   -^     „  recorded  IS  for  .he  pr(>ceding  '24  hours.  tPrecipitation  measured  with  recording  gage.  'Included  in  the  next  following  measurement 

7  „  1^«    -D  J  precipitation  less  than  0.01  inch.  tPost  office  addresses  as  follows:  -Lock  5.  LRw?eTic?hnrs.  Ky.  :    Lock  6.  VersnilVg.   Kv.  :  Lock  8.  Ni<;holasvill<>  Ky  : 

v?.nfnr.i;-v-  ,«,«'!,  u.  Tr  1  p?"„^?"!  n ,  n  "u"',*' ^^'  ^.  n-  ^''^•""  ^''aii'ise  area  in  which  station  is  located  Is  indicated  as  follows:  (B)Big  Sandy  (L)  Licklne:  ^K) 
Kentucky:  ifei  fealt^  (G'  Green;  <C.)  Cumberland;     T)  Tennessee;  (O^Ohio:  'Ml  Mississippi. 
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Henderson.... 


/  Minimum .  ■  ■ 
S  Maximum  .  ■ 
I  Minimum... 
J  Maximum  . . 
I  Minimum... 
)  Maximum  . . 
'  (  Minimum... 
I  Maximum  . . 


Hopkinsville 
Lovelace  ville 
Mayfield  .... 


Paducah(near). 

Princeton 

Russell  villeSS... 


Anchorage 

Bowling  Green 


Maximum  . . . 

Minimum 

Maximum  . . . 
Miuimum.... 
Maximum  . . . 

Minimum 

Maximum  . . . 
Minimum.... 
Maximum  . . . 

Minimum 

Maximum  •  . 
Minimum.... 
Maximum . . . 
Minimum  — 
Maximum  . . . 
Minimum.... 
CeMTol  Division. 

Maximum  . . . 
Minimum  — 


Irvington 

Leitchtield 

Lexington   

Louisville 

Do.  Bownmn  Field 

Mammoth  Cave 

.St.  Jolm 


(  Minimum  — 
\  Maximum . .  • 
f  Minimum  — 
i  Maximum  • . . 
)  Minimum.... 
j  Maximum  . . . 

j  Maximum  . . . 

1  Minimum 

\  Maximum  . . . 

(  Mininnim 

j  Maximum  . . . 

(  Minimum 

\  Maximum  . .. 

\  Minimum 

\  Maximum  . . . 

'  \  Minimum 

\  Maximum  . . . 

'  (  Minimum 

\  Maximum  . . . 

'  )  Minimum  — 
\  Maximum  . . . 

■  (  Minimum 

:  Maximum  . .. 
:Minimum 

\  Maximum  . . . 
)  Minimum.  . .. 
j  Maximum  . . . 
(  Minimum.... 
j  Maximum  . . . 

I  Minimum 

I  Maximum  •  •  • 

S  Minimum 

:  Maximum  .  •• 
:  Minimum  — 
: Maximum  ... 
■.Minimum  — 

^ii'-mstown .]^sr.::: 

Eastern   Division. 
.„  .Maximum  . .  ■ 

Annville :Minimura . . . . 

,  S  Maximum  ... 

Ashland    )  Minimum . . . . 

S  Maximum  . . . 

Berea (Minimum.... 

I  Maximum  . . . 

I-  armers |  Minimum . . . . 

„  . ,  ,.  I  Maximum  ... 

Heidelberg |  Minimum . . . . 

j  Maximum  . . . 

■  (  Minimum.... 
S  Maximum  .  .  • 

■  /  Minimum 

\  Maximum  . . . 

"  (  Minimum 

: Maximum  ... 

J  Maximum .  . . 

■  I  Minimum  — 
S  Maximum  . . . 

•  !  Minimum 

:Maxiinum .  .. 

:Minimum 

: Maximum  ... 
:MinimuTTfi  — 
:Maximum .  . . 


Smith's  Grove  ....... 


Taylorsvllle 


Lynch  [near]  • 

Maysville 

Middlesboro.... 
Mount  Sterling 

Pikevllle 

Pippapass  

Qnlcksand 

Kichinond 


Williamsburg  . . 
Winchester   — 


:Mi 


imur 


Daily  Temperatures  for  NoTemljer,  1940. 
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nharfred  to  the  preceding  day.  on  which  it  almost  always  occurs 


B  O  IxiTiisville,  12  27.40-llOC 


Na  t.    H',^ 


IJ.  S.  DEPARTMENT  OF  COMMERCE.  WEATHER  BIJRI'AU 
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KENTUCKY    SECTION. 

J.  L.  KENDALL. 

Vol.  XLV 

Louisville,  Ky.,  December,  1940 

No.  12 

GENERAL   SUMMARY. 

The  month  was  sonu'what  drier  iind  much  warmer  than  the 
average  for  December.  Tlie  only  weather  that  could  be  called 
severe  occurred  on  two  days  near  the  beginning  of  the  month, 
when  temperatures  fell  as  low  as  lO'^  to  15"^  in  most  districts. 
This  cold  spell  interrupted  briefly  the  slow  growth  of  winter 
grains.  The  soil  contained  littl(>  excess  moisture,  therefore  the 
hard  freezes  had  no  appreciable  lifting  eli'ect  on  grains.  After 
the  5th  temperatures  were  almost  daily  above  normal.  Grains 
and  bluegrass  soon  resuined  their  slow  growth  and  continued  to 
improve  until  the  end  of  the  month.  Improvement  was  most 
rapid  in  the  last  week  when  the  excess  warmth  was  greatest. 
Most  wheat  and  barle.v,  also  rye  sown  for  pasture,  were  under- 
sized at  the  beginning  of  the  month.  They  improved  to  such 
an  extent  during  the  warm  weather  that  a  large  proportion 
reached  normal  development.  Considerable  wheat  attained  a 
size  that  rendered  further  winter  growth  undesirable.  Rye 
pasture,  where  not  too  heavily  grazed,  became  increasingly  use- 
ful. Bluegrass,  alfalfa,  and  clover,  on  the  vvarmer  uplands 
furnished  light  grazing  through  most  of  the  month.  P>eezes 
in  the  brief  periods  of  soil  saturation  were  generally  too  light  to 
cau.se  any  injury  to  the  grains  or  forage  crops.  Because  of  the 
mild  weather  and  available  pasturage,  livestock  required  only 
light  feeding  and  remained  most  of  the  time  in  the  open.  The 
et^'ect  of  the  moderate  weather  was  also  retiected  in  milk  and 
egg  production.  For  a  week  or  more  in  the  middle  of  the  month 
and  in  a  like  period  near  the  end  the  soil  was  too  wet  for  winter 
plowing,  but  progress  in  the  first  half  was  fairly  good,  especially 
in  the  southern  and  western  counties.  Except  in  the  short 
rainy  intervals,  the  weather  of  the  first  three  weeks  favored  corn 
gathering,  which  was  completed  on  most  farms.  In  the  last 
week  rain  fell  daily  and  the  humidity  continued  too  high  for 
proper  handling  of  tobacco,  otherwise  the  weather  favored  strip- 
ping and  marketing.  Prevailing  weather  comfortable  for  outdoor 
work  resulted  in  the  bringing  up  to  date  of  all  farm  activities. 


at  .Jenkins  and  5.02  at  (Jreenville.      I>ight  to  inoderalr;  rain  fell 

Ki-niTiUly  In  the  purlorts  fi-ftlli,  1216tli,  mid  26tli-31st.  A  iiuiiitior  of  BtiitlonH.  wliloly 
distributed  tlirouiflioiit  llio  Statu,  recorded  24-liour  raliifallii  of  1.0  to  2.0  luchoH  In  tlin 
period  27-'29th,  There  wero  scattered  sliower.s  on  the  iHt  and  from  the  lUth  U>  2lHt. 
The  snowfall  was  llmltod  to  mere  flurries,  which  occurred  at  a  few  eustern  slatlonM 
ou  the  Sd  and  2i)th.    No  thunderstorms  wore  reported. 


TJi'rcrs.'-Thc  run 
Rivor  wore  somewhat  al" 
of  the  month.    Tributary 


MISCELLANEOUS. 

n  th(i  Ohio  Basin  was  Kcnernlly  li(fht.    Sta(rl^s   In   the  Ohio 


s  fnim  Mie  IBlli  to  26th  ai 
in  till-  Stato  showed  no  in 

PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo HI 

Cincinnati Ohio 

Kvansville Ind 

Louisville   Ky 


Atmospheric   pressure 
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TEMPERATURE . 

In  the  cold  period,  2d-4th,  mean  temperatures  ranged  from 
5^  to  20°  below  normal.  As  a  rule  the  coldest  weather  occurred 
on  the  3d  or  4th,  when  daily  averages  were  15"^  to  20°  below 
seasonal  levels.  Minima  in  northern  sections  varied  between 
8°  and  12°  and  in  southern  districts  from  12°  tol8°.  Unsea- 
sonable warmth  characterized  the  periods  9-13th,  15-16th,  and 
19-28th,  when  the  daily  temperature  excess  ranged  from  10°  to 
20°.  The  warmest  weather  centered  about  the  12th  and  24-27th. 
Extremes  for  the  State  were  6°  on  the  3d  and  4th  at  Lynch 
(near)  and  75"  on  the  24th  at  Williamsburg. 

PRECIPITATION. 

Precipitation  averaged  considerably  less  than  the  normal 
amount  for  this  month.  It  was  lightest  and  far  below  the 
average  in  the  eastern  mountain  counties,  where  1.0  and  2.0 
inches  occurred.  It  was  also  deficient  in  the  central  bluegrass 
region  and  in  counties  along  or  near  the  Ohio  River,  where 
amounts  varied  between  2.0  and  3.5  inches.  Some  central  and 
western  districts  received  4.0  to  5.0  inches,  which  is  generally 
somewhat  more  than  the  seasonal  average.  Most  central  and 
.-outhern  stations  west  of  the  mountains  reported  from  3.0  to 
4.5  inches.     The  range  for  the  State   was  between  1.04  inches 


COMPARATIVE  DATA  FOR  DECEMBER. 


1889 . . 
1890 •• 
1891 . . 
1892.. 
1893.. 
1,894., 
1895.. 
1896. 
1897. 
189,^. 
1899. 
1900. 
1901. 
1902. 
1903. 
1904. 
1905 . 
1906. 


Temperature. 


Precipitation        Number  of  days 


50.2 
37.8 
42.4 
34.6 


39.6 
38.0 
34.1 
34.8 
38.6 
32.3 
36. 7 
30.7 
36.4 

39.0 

39.' 8 
29.9 
31.1 
41.6 
37.2 
39.5 
32.8 
37.0 
35.5 
26.5 
44.8 
34.6 
38.6 


39.5 
39.0 
35.4 
46.1 
37.9 
44.2 
37.0 

40  6 
35.5 
37.9 


1939..., 
19-10  . 
Poriod 


1.57 
3.51 
4.10 
4.22 
2.69 
4.31 
4. 43 
1.82 
3.75 
2.74 
4.26 
2.69 


5.64 
3,20 
2.42 
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5.22 
7.56 
4.23 
2.01 
4.44 
4.93 
2.89 
4.40 
6.64 
6.60 
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8.37 
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2.72 
2.21 
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t52-year  averages. 
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CUmatologlcaX  Data  foi  December.   1940. 


Temperature,  in  degrees  Fahr. 


Preciuitation  in  inches  JNumberof  days' 


H'ejilern  Division. 

Beaver  Dam 

Calhoun 

Karliugton 

Fords  Ferry.  Dam  50  . . 

GUbertsville 

3reenviUe   

Hartford  (near;...-... 

Henderson — 

Hopkinsvllle 

Lovelaceville 

Maylield 

Murray 

Owensboro 

Owensboro,  Dam  46..- 

Paducah  

Princeton 

Ramsey,  Lock  2  J 

Russell  ville — 

y  niontown.  Dam  49. . . 

(Jentrai  Pirixioii. 

Addison.  Dam  45 

.\nchorage 

Bowling  Green 

Brownsville,  Lock  6t.. 

Burnside 

I  'arroUton ,  Look  1 

Clermont   

Uold  Sprinfi,  Dam  86. . . 

Danville 

DixDam.  Burgin 

Eadsville 

Eubank  

Frankfort,  Lock  4 

Gest.LockS 

Glasgow    

Grant.  Dam  38 

Qreensburg 

High  Bridge,  Lock?.. 

frvingtOT)  

LaGrange 

Lancaster 

Leitchtield  

Lexington ■••■■••■ 

Llttlenickin:in,Lock81 

L  ockport ,  Lock  2 

Louisville 

Do.  Bowman  Field.. 

Mammoth  Cave  • 

Monticello 

Munfordvillo 

-ft.  .loan 

Salvie;i,  Lock  6*!     

Shelby  ville 

Smith's  Grove — 

Stearns   

Taylorsville 

Tyrone,  Lock  51    

Williamstown 

vVoodbnry,  Lock  4  J.  . . 

Enislem  Pivislim. 

A.nnville 

Ashland   

Borea 

Oollcgf-  Hill,  Lock  n   .. 

Cyutliiiinii 

(i"almouth  

farmers   

Plemingsbnrg   

Ford,  Lock  10*5 

Grayson  — 

Greenup,  Dam  30  

Hazard 

Heidelberg, Lock  \i  ... 

•Jackson 

.lonkins 

Louisa 

Lynch  [near] 

Vtaysville.  Dam  33  .... 

Vliddlesboro 

Mount  Sterling 

Oneida   

Onoonta,  Dam  351 

Paintsville 

I'ikeville 

Pippupagg  

Qnicksand  . . 

Rnvenna.Lock  12 

Richinoii'l 

Viilli-y  Vi(iW,Lock  9. .. 
Vanct-burg.Diim  32  ■■ 

Williamsburg 

Willow,  Lock  13....... 

Winche.ster 

.Slat''  averages  and  ex 


Ohio 

McLean 

Hopkins 

Crittenden  . . 
Marshall  ... 
Mulilei.burg. 

Ohio 

Henderson  . . 

Christian 

Ballard 

Graves  

Calloway — 

Daviess 

Daviess 

McCracken  . 
Caldwell  . . . . 

McLean 

Logan    

Union  —  . . . 


Breckinridge 

.lelferson 

Warren 

BdmoDsou  .  ■ . 

Pulaski 

Carroll 

Bullitt 

Campbell    

Boyle  

Mercer 

Wayne 

Pulaski 

Franklin 

Henry 

Barren 

Boone 

Green  


Breckinridge 

Oldham 

Garrard 

Graypoii 

Fayetie 

.Tessamine   . . . 

Henry 

.Teffersnn 

Jefferson 

Edmonson  • . . . 


j  Wayne 


Hart 


drdi 


.Mercer  . . . , 

Slielby 

Warren 

McCreary  , 
Spencer  .. 
Anderson . , 

Grant 

Bntler 


Jackson 

Boyd 

Madison 

Madison 

Ilnrrison 

Pendleton 

Rowan  

Fleming  

CUirk    

Carter   

Greenup 

Perry   

Lfc . . 

Breathitt 

Letcher 

La\vrpnoe 

Harlan 

Mason 

Bell 

Montgomery  . 

Clay :.. 

nnmpbell 

•lohuson 

Pike 

Knott 

Breathitt 

Estill   

Madison 

Madison 

Lewis 

Whitley 

Lee    

Clark   

tremes 


0.00 
-1.50 
•1-0.43 
+0.16 


-0.54 
-0.86 
-0.72 
-0.94 
+  0.49 
-0.47 
-0  39 
-0.54 
-0.  53 
-0.90 


-0.34 


0.75 
0.  62 
0.07 
.,  0.72 
I  0.90 
093 


-0.87 
-1.08 
-0.72 


+  7. 
+  6.f. 
+  7.0 


5.1 


64 


3.ir, 


•  01 


EldredG.  Young. 

K.  C,  Bennett. 

Brick  Southworth . 

Lockma-ster. 

Tennessee  Valley  Authority, 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  T.  Street,  Jr 

W.  K.   Morris. 

Blaine  Ma'one. 

Mrs,  Joe  Payne. 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lagore." 

S-  J.  Lowry. 

Lockmaster. 

Wm.  .Sl)«lton. 

Lockmaster. 

Lockmaster. 

C.  E.   Barret. 

Mrs.  Lillie  G,  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

George  Bohlen. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfieet. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Beltie  K.  H.  Alcorn. 

Lockmaster. 

L.  O.  Stiles. 

•T.  C.  Ogg. 

Kentucky  Utilities  Co. 

U.  Lem  Hughes. 

U.  .S.  Weather  Bureau 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Biirpan 

U    S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  0-  Cooper 

Chester  Williams. 

Sisters  of  Loretto. 

Lockmaster. 

WillaS  Rntta. 

C.  W    f.uernsev. 

Airway  Station. 

Thad.  Cheatham,  Sr. 

Lockmaster. 

Miss  Nettie  B.   Simpson. 

Lockmaster 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  Ambros  . 

Lockmaster. 

S.  M  Hill 

Jessie  Oldham. 

Lucille  C-  Stamper- 

C.  A.  Glascock 

Lockmaster. 

Mrs    Ruby  A-  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

.Tas.T.  Goff. 

R.  J    Howard, 

Zeb  Heston. 

.iames  S.  Allen. 

Lockmaster. 

Mattliew  Woodson 

W.  R    McKee. 

Garret  Combs . 

Lockmaster. 

A.  L.  Donta. 

U.  9  Weather  Bnrean. 

Cpnev  Run  Com    Con. 

R.    W.  Jones. 

Lockmaster. 

i .   W.  Crooke. 

Lockma.'^ter. 

Lockmaster. 

Wadely  West, 

Lockmaster. 

Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ton  or  m. 

used  in  determiningsection  or  division  means.  tH""'sey,  Brownsville  and  Woodbnry  are  Locks  on  the  <ii 

Reference  letters,  *,  "•, ",  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  b  represents  tv 

+  Also  on  other  dates.    ••••'•  Received  too  late  to  be  included  in  means  and  summaries  T    Precipitation  is  le? 

•Rainfall  record  by  U.  S,  Engineers;  temperature  record  by  .loc  T.agore  af  Paducah  No.  2, 


•e  yi'ars  nf  n>cord.  but  all  complete  rep 
'•n  River;   other  Locks  are  on  the  Ken 
1  days.  etc. 
than  0.01  inch  rain  or  melted  snow 


Dkci'MI 


inio 


CLlMATOlAUiK^AL   DATA:    K  ICN'l'DCK  Y   SKOTION 


DiiUy  ProclpltatloTi  for  Dooombor,   104O. 

|)iiy  i)(  iiioMtli 


1      a      8      4       6       6      7       8       9     10     11     12     18     14     16     16     17     18     1«     20     21     K     28     24     26     28     27     28     29     80     81 


llVntmi  PMrion 

BoKVor  D»ni 

ClllllUUU 

KiirltiiKtou , 

Korvls  Kerry  Dam  60» 

Ollbertsville' 

uri'iMivtUe 

Hartford  

lloiulcvson •• 

il,il.k\nsvllle« 

l,ovi'liu-eviUe 

MiivlloUl 

Miniay    

iiwiMishoro    

( )\vcii8borO,  Diiiu  46  * •  ■ 

I'ailiutth' 

t'rinooton 

'{umsev.  Lock  No. '2  « 

Ri.8SPllViHe  « 

(Tuioiitowu.  D;un  49'' 


O. 

T. 

O. 

a. 

o. 

0 

M 

M, 

T 

O 

O. 

0. 

a 


Q. 

G. 

c 

K, 

S 

O 

K 

K 


Central  Divifion 

Adrtisou,  Dam  48. ' 

Anchorage 

Bowling  Green 

Bowling  Uroen  Isjio-  2" .  •  ■  ■ . , 
Krowiisville,  Lock  No.  6» 

Burnside'   •■• 

Carrolltou    Lock  No.  l"-- 

Clermont 

C.'ld  Spring,  Dam  36*  . . . . 

Danville' 

Dix  Dam,  Burgin 

Kadsviile' 

ttubanU  . .  •  ■  ■  ■ ■• t 

I'Vaiikfort,  Lock  No .  4" K. 

(Jest,  Lock  No.3^ I"-- 

Glasgow ■ .  ■ G 

(irant.  Dam  US* O. 

Hreensburg  '............ 'j- 

High  Bridge,  Lock  No.  7^ K. 

Irviustoii   f>- 

LaGrange • ,Q. 

Lanciister* K. 

Leitclitield  - •; ■ 

Loxington  { l'^ 

Little  Hickraim,  Lnck  No.  8^1 K. 

Lockport,  Lock  No .  2  '^ K . 

L.H'ISVILI.e'  t- '^ 

Do.  Bowman  Field .....O. 

Mammoth  Cave'^ •  G . 

Monticello  - I' 

Muutordville  ' G- 

^l.  John S 

Snlviga,  Lock  No  6  -t 1*^ 

•(helbs^Yille  f'. 

Svnitli'9  firove .G. 

Stearns C . 

Tavlorsville S. 

Tyrone,  Lock  No.  5  H ....  • K. 

vvilliainstown  L. 

\'onilb\uy,Locic  No.  4^. *". 

Ea^tein  PiriMon 

Annvilie  ■ C. 

.\shl.iud2 <J, 

Berea  K 

CoUet-e  Hill.  Lork  Xo.  IV-  ....K, 

<'/nthiiiii;>- .L 

Kalmoutli-^ L 

Farmers  '' L 

Flemliiiisbnri;  - L 

Ford.  Lock  No.  10  ^t K. 

Grayson  ^. O 

(Jreenup,  Dam    30* O 

Hazard- ...K 

HeidBlber?.  Lock  No.  14^. K 

Jackson  ' K 

(enkins^ B 

Lonisa^ K 

L vnch  [near]   —  < ' 

.V!"avs\ille.  Dam  ;«- O 

Middlesboro      . C 

Mount  Sterling L 

Oneida '1 K 

Oneouta  Diun  3^  - ........') 

Paintsvillp   \ I! 

I'ikeville 1! 

Pippa  pa.«s  — ■  K 

Quicksand^ K 

Itaveniia.  Lock  No.  12-. K 

Richmnnd  - K 

Valley  View. Look  No.  O^ K 

Vancehnrn.  T):un  No.  R'2  -. i  > 

Williainsbur!;-,  <' 

iVillnw.Lock  No.  13- 1' 

Winchester K 


Kxeent  as  otherwise  in(ii<'ated  nbsf 
'First-order  Weather  B\ireau  static 
amount  tlu-n  reenrdod  is  for  tlie  ;ir 
T.  Ti-ace.  or  preeipitatiun  less  tha 
r.ork  in.  R.mI  Uo.isp  K'v  :  Oneont 
KentuPkv;     S'  Salt     .G'  Groen: 


.S8 
.26 
L21 


.4H 


.10 


.03 


01 


.'(>? 

.01 

T. 

,0<1 

or. 

V. 

.Ofi 

.03 

T. 

.'in 

•V. 

'm 

I'. 

T 

r. 

.0! 

.0? 

.Of 

.2e 

.01 

.06 

.02 

.01 

ir 

T. 

T. 

n? 

.03 

.15 

.12 

.05 

.02 

T. 

.27 

.Ol' 

.K 

.07 

.05 

21 

.09 

04 

.O,") 

I' 

T. 

.01 

.It 

.05 

.01 

m 

i( 

.07 

.0? 

.01 

.,S( 

.i( 

T. 

T. 

0' 

T. 

.02 

.06 

.H( 

T. 

T. 

03 

.1< 

.(12 

.10 

.02 

.06 

2.90 
3.61 
3.45 
3.65 
3.74 
2.18 
2.46 
2.46 
2.97 
2.92 
3.98 
2.88 
2.93 
2.71 
4. 43 
2.14 
4.51 
2.95 
3.53 
2  73 
2.94 
4.72 
3.24 
2.56 


4.32 
3.. 39 
3.42 
3.81 
2.71 

'3.41 
2.66 
3.45 


3.86 
2.20 
3.1s 
2.94 
2.74 
2.61 


1.40 
2.57 
4.36 
3.77 
3.61 


3.42 
3.25 
3.64 
2.67 


inade  late  in  the  afternoon,  near  snnset.  and  nreripital 
s  lor  the  ■24-hiMir  period,  midnight  to  midnifirht  unless  otherwi 

tPreeipitatinn  measured  -^rith  reeordinff  gage, 
trost  ofl'ce  aiii-es<"s  „s   f,  ,llo\\s   -  I  '"■'--    -..   1    .wreiu-phnn?. 
Kiv.-r    drainnpe    ;i  r-n    in  wliieli  station   is  loeafed 
T>  Tennes-ee:  'Cy  Olr.i;     M     \'i-i."inpi. 


ion  r.'pordud  is  for  2-4  honrs  .ending  a'  'ime  nf  observation. 
=e  indicated.        -Precipitation  measured  in  the  morning: 

♦Inelnded  in  rbe  f.ext    following  ineasnremen' 
Cv.  :     Look  fi.  VersHilles.    Kv.  :  Lork  *.  Ni^bolnnvillo  Ky    : 
s  indicated  as  follows:  (B)  Kig  SandT     (1,1  Licking:  (K'» 
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CLIMATOLOGICAL  DATA:  KENIUCKY  SECTION. 


December,  1940 


Daily  Temperatures  for  December,  1940. 


Stations. 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

^ 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

^ 

27 

28 

29 

30 

^ 

Mean 

Wentem 

Divinon. 

Beaver  Dam  ••• 

\  Maximum  . . . 

54 

42 

36 

59 

48 

55 

62 

63 

62 

61 

61 

63 

55 

43 

57 

59 

37 

46 

65 

55 

54 

64 

57 

57 

55 

63 

44 

41 

51 

"62.5 

■■■■  (Minimum.... 

33 

18 

15 

18 

30 

24 

34 

27 

28 

46 

30 

50 

89 

34 

38 

83 

29 

22 

36 

28 

27 

2b 

44 

49 

50 

42 

37 

81 

"32.7 

j  Maximum  . . . 

65 

39 

52 

47 

52 

53 

67 

59 

61 

62 

44 

42 

57 

59 

37 

45 

53 

54 

47 

52 

67 

59 

57 

57 

55 

54 

44 

41 

50 

1^52.4 

Calhoun  

19 

15 

15 

33 

40 

26 

46 

84 

88 

34 

39 

3b 

28 

24 

36 

37 

30 

36 

27 

44 

48 

45 

51 

42 

36 

37 

"84.1 

ParliTurton 

Maximum  . . . 

54 

44 

39 

38 

50 
34 

6C 

56 

57 

66 

28 

64 

64 

63 

57 

42 
35 

56 
40 

58 

46 

57 

66 

49 

61 

60 

65 
28 

60 

56 

55 
52 

54 

44 
38 

42 
38 

5f 

53.7 

ILIU^llUSbUU 

••••  )  Minimum.... 

34 

19 

16 

27 

43 

30 

49 

84 

53 

89 

35 

2i 

22 

38 

29 

27 

26 

48 

43 

32 

34.6 

Greenville 

j  Slaximum  . . . 

54 

42 

38 

54 

49 

56 

55 

55 

64 

65 

64 

63 

60 

42 

57 

55 

35 

45 

55 

55 

45 

59 

58 

67 

55 

55 

52 

44 

42 

.62 

53.4 

■•••  1  Minimum.... 

31 

16 

14 

12 

31 

22 

39 

28 

26 

45 

30 

51 

34 

38 

38 

28 

21 

85 

3£ 

29 

24 

26 

26 

45 

48 

50 

41 

35 

35 

30 

32.2 

1  Maximum  . . . 

55 

43 

52 

44 

57 

54 

53 

65 

57 

51 

61 

49 

42 

55 

58 

40 

46 

64 

47 

63 

53 

67 

62 

60 

56 

50 

4H 

45 

49 

52.4 

Henaerson 

•••    1  Minimum.... 

2i 

19 

1^ 

14 

80 

27 

40 

30 

32 

43 

34 

45 

37 

33 

39 

31 

28 

24 

86 

40 

31 

26 

31 

28 

45 

50 

47 

41 

36 

37 

34 

83  2 

Hopkinsville   .. 

1  Maximum  . . . 

40 

42 

33 

54 

42 

69 

58 

54 

63 

63 

68 

65 

60 

45 

60 

40 

40 

46 

50 

58 

53 

54 

63 

65 

56 

56 

56 

50 

42 

50 

65 

52.7 

••■•1  Minimum.... 

31 

19 

16 

15 

30 

24 

38 

30 

28 

42 

34 

51 

39 

32 

37 

26 

25 

31 

40 

29 

27 

30 

34 

35 

48 

49 

43 

35 

86 

83 

32.9 

Lovelaceville . . . 

\  Maximum  . . . 

56 

46 

44 

5b 

56 

61 

58 

55 

65 

62 

52 

43 

87 

55 

39 

44 

59 

57 

54 

62 

63 

66 

65 

66 

54 

50 

45 

60 

59 

57 

55.3 

■■■■  )  Minimum.... 

32 

19 

20 

18 

30 

27 

41 

27 

80 

42 

36 

89 

35 

38 

34 

25 

25 

38 

40 

28 

2S 

29 

33 

49 

50 

46 

41 

37 

38 

35 

38 

33.6 

Mayfield 

j  Maximum  . . . 

53 
32 
."54 

46 
21 
44 

41 
1! 

55 
20 
50 

51 
31 
55 

59 
31 

56 
44 

53 

54 
30 
5d 

64 

63 
45 
55 

62 
36 
66 

54 
62 

56 
89 
57 

41 
36 
56 

58 

69 
33 
55 

34 
26 

68 

44 

27 
58 

56 
69 

54 
40 
46 

81 
41 

61 

25 
50 

61 
34 

64 

67 
45 
49 

57 
48 

47 

56 
50 

54 

48 
41 

48 

44 

i< 

57 
39 
45 

54.0 
85.9 
52.7 

S  Maximum  . . . 

62 

?' 

65 

49 

47 

Murray  

■■■•  (Minimum.... 

31 

21 

20 

20 

25 

30 

44 

46 

35 

30 

84 

54 

39 

84 

36 

44 

26 

26 

45 

31 

25 

43 

33 

42 

40 

33 

40 

37 

37 

86 

82 

84.4 

Owensboro 

J  Maximum  . . . 

40 

54 

24 

54 

40 

54 

47 

52 
28 

29 

52 

55 
35 

62 
45 

42 

42 

58 

44 
33 

42 
38 

34 

27 

52 

52 

45 

53 
46 

62 

62 
80 

66 

42 

56 
46 

56 

85 
40 

46 
35 

40 
85 

50 
35 

49.5 

1  Minimum 

30 

2] 

13 

16 

32 

24 

40 

40 

87 

37 

37 

30 

49 

83-8 

Paducah(near). 

\  Maximum  .   . 

55 

46 

41 

55 

48 

60 

53 

47 

65 

69 

59 

62 

60 

41 

58 

85 

48 

56 

64 

49 

68 

59 

66 

58 

64 

64 

44 

45 

57 

52  8 

•■■•  1  Minimum.... 

32 

23 

23 

21 

34 

30 

44 

32 

35 

46 

88 

47 

39 

85 

40 

33 

28 

28 

4( 

40 

32 

29 

34 

35 

48 

49 

47 

42 

38 

89 

88 

86  1 

J  Maximum... 

55 

43 

2i 

54 

44 

58 

56 

55 

65 

58 

41 

56 

87 

46 

56 

54 

46 

56 

60 

66 

55 

66 

56 

63 

44 

45 

56 

53.1 

Princeton 

••••  1  Minimum.... 

32 

19 

17 

33 

28 

42 

23 

84 

47 

35 

53 

35 

41 

3,5 

26 

23 

38 

40 

29 

31 

48 

50 

51 

42 

86 

38 

35 

34.6 

RussellvilleSS... 

J  Maximum  . . . 

38 

40 

28 

40 

55 

52 

68 

61 

63 

68 

62 

44 

45 

58 

4f 

35 

45 

57 

51 

46 

52 

58 

64 

56 

57 

66 

58 

40 

42 

52 

51.0 

■•■•1  Minimum.... 

31 

19 

16 

1^ 

2i 

23 

26 

28 

29 

33 

32 

35 

89 

85 

35 

42 

27 

21 

28 

40 

37 

27 

27 

32 

42 

44 

47 

46 

37 

35 

80 

31.7 

Central  Divinnn. 

(Maximum... 

52 

44 

34 

,  46 

41 

56 

48 
35 

46 

59 

58 

60 

47 

41 
32 

54 

59 

43 

42 

54 

51 

39 
32 

53 
80 

41 

62 

52 

57 

55 

51 
43 

47 

38 

46 
36 

'49. 2 

••■•  (  Minimum.... 

34 

17 

11 

12 

24 

21 

28 

42 

36 

46 

36 

31 

31 

24 

32 

34 

25 

36 

47 

47 

87 

36 

'82.1 

S  Maximum  . . . 

5: 

39 

38 

49 

46 

54 

64 

52 

61 

64 

65 

62 

60 

47 

58 

58 

47 

4b 

56 

52 

49 

56 

58 

65 

58 

5S 

59 

56 

46 

42 

50 

53.4 

Bowling  Green. 

••■•  (Minimum.... 

23 

17 

16 

33 

22 

36 

29 

41 

34 

50 

45 

37 

45 

46 

80 

23 

38 

46 

36 

30 

29 

30 

46 

48 

4f 

42 

37 

85 

40 

35.1 

S  Maximum.  .. 

42 

43 

37 

48 

42 

55 

50 

47 

61 

62 

59 

62 

44 

51 

61 

57 

44 

58 

60 

52 

38 

61 

41 

65 

62 

57 

63 

48 

41 

41 

41 

60.7 

Clermont 

•••■  (Minimum.... 

11 

26 

26 

25 

18 

22 

23 

28 

28 

41 

32 

35 

50 

30 

83 

45 

45 

35 

33 

27 

17 

20 

43 

49 

4r 

41 

38 

34 

36 

.31.5 

\  Maximum  . . . 

52 

42 

35 

48 

48 

55 

55 

60 

60 

64 

66 

63 

61 

41 

61 

42 

43 

52 

47 

57 

48 

64 

61 

58 

66 

56 

50 

40 

50 

63  4 

Danville 

"■■■  (  Minimum.... 

34 

19 

13 

9 

81 

19 

40 

29 

29 

46 

31 

47 

38 

34 

37 

40 

29 

31 

30 

43 

37 

27 

30 

25 

38 

49 

47 

35 

36 

34 

33.  4 

(Maximum  ... 
•  •  •  •  1  Minimum .... 

52 

42 

3' 

49 

49 

65 

53 

49 

60 

63 

63 

63 

63 

56 

69 

61 

45 

44 

58 

55 

50 

54 

65 

63 

61 

60 

69 

5- 

51 

39 

51 

54.1 

DixDam 

34 

21 

15 

14 

35 

21 

45 

80 

30 

49 

34 

4« 

41 

36 

40 

44 

31 

S3 

35 

45 

80 

34 

30 

28 

35 

51 

60 

48 

37 

36 

35  5 

J  Maximum  . . . 

49 

43 

35 

50 

55 

87 

59 

60 

60 

64 

60 

58 

54 

60 

59 

51 

42 

53 

60 

62 

49 

54 

66 

66 

61 

62 

67 

52 

39 

56 

54.7 

Eiibank 

•••■  (Minimum.... 

2fi 

IS 

14 

11 

21 

26 

30 

33 

25 

35 

34 

42 

36 

85 

37 

37 

34 

29 

87 

40 

34 

29 

32 

36 

42 

47 

42 

3" 

31 

34 

34 

32.2 

S  Maximum  . . . 

44 

42 

36 

48 

42 

55 

52 

48 

61 

63 

58 

63 

58 

43 

55 

61 

42 

41 

69 

53 

45 

59 

47 

65 

69 

60 

5- 

53 

46 

39 

49 

51.7 

Frankfort 

•••■  (  Minimum.... 

85 

19 

11 

12 

82 

20 

42 

27 

25 

45 

85 

43 

37 

82 

40 

42 

31 

27 

82 

46 

34 

30 

28 

2; 

80 

47 

48 

43 

88 

36 

36 

33.1 

(  Maximum  . .. 

50 
3f 

41 
20 

39 
IS 

51 
15 

51 
35 

55 
24 

56 
45 

53 

28 

61 
27 

64 
47 

67 
32 

68 

48 

63 
42 

4- 

59 
41 

68 
46 

49 

31 

46 
24 

57 
34 

57 
46 

51 
41 

53 
30 

56 

2^ 

28 

68 
43 

68 
60 

68 
60 

56 
4fi 

61 

40 
S7 

62 

54.5 

Glasgow   

■■■■'(  Minimum .... 

Greensburg 

S  Maximum  . . . 

50 

41 

39 

52 

49 

56 

52 

50 

62 

64 

62 

62 

62 

bt 

60 

60 

42 

45 

58 

53 

49 

52 

51 

61 

67 

69 

58 

66 

60 

40 

5^ 

53 '8 

•■••  (Minimum.... 

33 

18 

14 

10 

30 

16 

41 

21 

22 

48 

28 

44 

48 

48 

29 

22 

38 

42 

87 

28 

22 

24 

37 

48 

45 

46 

35 

35 

83 

32.7 

. 

S  Maximum  . . . 

53 

41 

35 

47 

44 

58 

49 

48 

59 

58 

57 

62 

54 

40 

58 

68 

35 

44 

64 

52 

48 

54 

42 

64 

65 

56 

55 

62 

44 

48 

50  1 

irvington 

••••  (Minimum.... 

30 

18 

11 

13 

27 

23 

34 

28 

28 

42 

33 

4S 

36 

32 

36 

30 

28 

28 

34 

40 

32 

27 

30 

25 

40 

47 

5( 

41 

36 

3^ 

34 

32.1 

Leitchfield 

(  Maximum  . . . 

39 
33 

41 

19 

5 

51 
15 

46 
32 

55 
23 

52 
41 

53 
29 

61 
30 

65 
41 

65 
34 

51 

61 

42 
34 

55 
37 

49 
36 

88 
29 

46 
25 

59 
36 

55 
44 

51 
85 

59 

28 

53 
80 

66 
27 

67 
44 

57 
50 

66 
50 

66 
45 

46 
36 

40 
36 

51 
32 

62.6 

(  Minimum.... 

33.8 

(Maximum... 

39 

41 

28 

45 

48 

53 

62 

49 

58 

61 

61 

61 

52 

67 

60 

83 

43 

55 

51 

43 

66 

44 

64 

60 

68 

5" 

60 

41 

37 

60 

49  4 

Lexington  

••■■  (  Minimum.... 

29 

19 

13 

14 

26 

23 

32 

29 

31 

40 

85 

50 

35 

8; 

38 

80 

29 

31 

81 

42 

32 

29 

31 

33 

46 

48 

48 

41 

36 

35 

S6 

38.0 

Louisville 

\  Maximum  . . . 

45 
30 

42 
22 

28 
12 

46 
19 

44 
81 

54 

28 

50 
39 

47 
36 

60 
32 

57 
39 

66 
38 

62 
46 

46 
36 

43 
84 

60 
42 

62 
32 

36 
82 

44 
82 

55 
38 

52 
43 

43 
34 

56 
30 

43 

35 

62 
33 

53 
44 

57 
51 

66 
50 

(0 
43 

43 
39 

40 
37 

48 
38 

49.6 

•■••  (Minimum.... 

36.3 

nn    Rmvman  F'°i'^   :Maximum... 

44 

41 

25 

46 

42 

64 

49 

46 

60 

57 

53 

59 

45 

42 

61 

34 

42 

54 

61 

39 

56 

40 

62 

52 

56 

55 

50 

43 

39 

46 

48.4 

UO.  DOwiiitiii  r 

:Minimum 

27 

22 

11 

18 

28 

22 

34 

32 

80 

40 

36 

45 

35 

84 

38 

32 

31 

28 

34 

40 

32 

29 

27 

24 

38 

48 

60 

42 

88 

36 

37 

82.8 

Mammoth  Cave 

\  Maximum  ... 

40 

41 

60 

68 

58 

52 

61 

64 

67 

62 

43 

69 

50 

43 

45 

57 

54 

48 

60 

56 

67 

65 

58 

56 

50 

40 

40 

55 

51.9 

•  •  •  ■  (  Minimum 

34 

16 

15 

9 

2." 

23 

17 

15 

24 

29 

81 

34 

41 

35 

35 

43 

30 

19 

20 

37 

88 

29 

25 

27 

27 

44 

49 

47 

37 

35 

30 

29.7 

St.  John 

(  Maximum  . . . 

51 
33 

41 

18 

37 

12 

46 
13 

47 
30 

5? 
21 

52 

38 

47 
26 

68 
23 

62 
44 

60 
34 

61 

68 

60 
88 

42 
33 

56 
37 

58 
36 

38 
29 

44 
26 

67 
33 

63 
39 

48 
38 

57 
27 

62 
27 

62 
27 

54 
42 

55 
48 

54 
49 

63 

45 

47 
36 

3,5 

50 
83 

51.7 

•••■  (  Minimum-... 

33.0 

Shelby  villa  .... 

\  Maximum  . . . 

50 

40 

88 

46 

42 

53 

49 

46 

58 

5£ 

55 

60 

59 

42 

61 

58 

88 

42 

54 

51 

46 

54 

48 

73 

66 

58 

56 

62 

46 

37 

47 

.60.4 

••••  (Minimum.... 

32 

IR 

10 

10 

28 

19 

38 

26 

27 

32 

47 

35 

29 

36 

35 

29 

28 

29 

42 

32 

27 

28 

26 

38 

46 

48 

43 

35 

33 

33 

31.6 

Smith's  Grove  •■ 

1  Maximum  .  . . 

50 

40 

29 

49 

44 

55 

64 

56 

60 

63 

62 

49 

44 

68 

58 

36 

46 

57 

60 

48 

55 

56 

64 

56 

68 

58 

53 

43 

40 

52 

.51.9 

•-(Minimum.... 

26 

21 

16 

17 

27 

23 

32 

30 

29 

35 

49 

39 

38 

42 

31 

28 

26 

37 

44 

34 

31 

30 

31 

46 

60 

62 

42 

38 

32 

34 

38.8 

Stearns 

: Maximum  ... 

47 

41 

32 

45 

44 

55 

48 

50 

59 

65 

65 

66 

57 

41 

64 

62 

33 

47 

63 

51 

55 

56 

52 

60 

66 

61 

60 

69 

45 

37 

roi   .62.1 

■■■■   :Minimum.... 

29 

22 

12 

12 

38 

28 

35 

29 

28 

42 

38 

49 

40 

37 

81 

25 

33 

42 

35 

24 

31 

39 

50 

47 

47 

44 

34 

33 

321     33.2 

Taylorsville   •■■■ 

:  Maximum... 
:  Minimum.... 

■■ 

:: 

■■ 

Williamstown . . 

j  Maximum  .  - . 

^h 

46 

41 

42 

43 

62 

48 

47 

57 

.58 

52 

60 

.69 

42 

49 

58 

43 

39 

63 

53 

45 

51 

47 

60 

63 

58 

£6 

64 

47 

41 

34 

44 

"eois 

••••  1  Minimum.... 

30 

18 

10 

14 

29 

21 

41 

27 

29 

46 

34 

47 

8) 

30 

36 

40 

80 

28 

30 

44 

35 

29 

33 

29 

39 

49 

51 

44 

3f 

34 

38.3 

Enslern 

Division. 

AnnviUe 

.Maximum  . . . 

50 

41 

33 

46 

45 

56 

52 

48 

68 

65 

65 

65 

61 

42 

64 

62 

45 

45 

57 

52 

51 

54 

47 

64 

60 

60 

63 

59 

64 

39 

53 

,63.4 

■•■•    l.Minimum.... 

32 

18 

13 

8 

33 

14 

41 

22 

20 

38 

25 

26 

87 

85 

37 

43 

29 

29 

25 

41 

31 

27 

22 

18 

29 

87 

44 

47 

82 

86 

33 

29.7 

Ashland   

(  Maximum  ... 

68 

45 

26 

45 

44 

66 

53 

49 

68 

66 

6C 

02 

40 

56 

65 

42 

60 

67 

50 

57 

61 

63 

66 

66 

61 

60 

60 

43 

45 

53.7 

(  Minimum 

35 

24 

17 

13 

32 

20 

31 

32 

26 

40 

35 

40 

38 

84 

38 

47 

33 

31 

25 

42 

36 

29 

33 

26 

30 

46 

47 

46 

42 

37 

S3. 5 

„ 

\  Maximum  . . . 

51 
33 

42 
21 

13 

43 
20 

54 
42 

54 
30 

60 
82 

54 
48 

54 

:i2 

66 
38 

61 

38 

42 
36 

63 

88 

63 
46 

47 
30 

43 
31 

56 
83 

54 
38 

55 
40 

48 
30 

46 
80 

68 
29 

s 

60 
40 

68 
46 

66 
48 

52 
33 

39 
36 

62 
34 

"53.1 
"84.4 

■■■■  (  Minimum.... 

Fanners 

[Maximum... 

65 

40 

22 

45 

84 

52 

47 

46 

55 

57 

58 

69 

40 

39 

65 

49 

49 

38 

?,2 

60 

43 

52 

43 

57 

61 

57 

56 

56 

39 

88 

46 

48.0 

■•••  1  Minimum.... 

34 

20 

15 

9 

33 

12 

33 

22 

23 

47 

34 

40 

39 

34 

.S7 

49 

31 

31 

27 

43 

36 

31 

27 

23 

28 

46 

40 

46 

36 

86 

36 

82.2 

Heidelberg 

1  Maximum  . . . 

63 

45 

46 

4e 

57 

53 

47 

66 

67 

67 

57 

43 

61 

66 

63 

44 

66 

66 

62 

55 

48 

59 

62 

6! 

61 

69 

66 

41 

51 

64.3 

••••  1  Minimum.... 

37 

23 

18 

10 

36 

19 

42 

29 

23 

33 

29 

37 

42 

87 

39 

48 

34 

27 

43 

34 

31 

25 

23 

32 

44 

42 

46 

87 

34 

36 

33.0 

Lynch  [near]  ■ . . 

j  Maximum  . . . 

42 

34 

32 

30 

39 

46 

41 

39 

44 

61 

50 

66 

51 

55 

67 

66 

55 

44 

49 

47 

47 

49 

54 

50 

54 

66 

64 

65 

61 

39 

62 

47.7 

■•■■  1  Minimum.... 

22 

14 

6 

6 

15 

17 

29 

21 

26 

38 

33 

35 

46 

42 

m 

44 

18 

16 

29 

38 

22 

34 

29 

41 

35 

42 

40 

42 

29 

24 

20 

28.8 

Maysville 

(Maximum... 

62 

42 

39 

45 

45 

55 

60 

49 

59 

56 

62 

61 

44 

62 

60 

41 

49 

55 

49 

68 

47 

62 

63 

69 

56 

54 

52 

41 

45 

h^.f, 

••■■  (  Minimum.... 

35 

20 

16 

12 

30 

19 

84 

30 

26 

45 

87 

42 

38 

33 

40 

44 

32 

S3 

26 

42 

37 

31 

30 

24 

27 

44 

43 

44 

41 

36 

37 

38.1 

Middlesboro 

(  Maximum  ... 

67 

45 

4fi 

45 

60 

52 

60 

53 

62 

60 

62 

63 

60 

56 

65 

66 

57 

60 

52 

56 

68 

66 

60 

60 

60 

66 

67 

66 

61 

50 

58 

66.7 

••••  (Minimum.... 

84 

23 

23 

12 

37 

21 

37 

26 

46 

27 

86 

64 

43 

48 

65 

31 

23 

29 

42 

34 

22 

SO 

49 

46 

40 

60 

40 

37 

29 

34.6 

Mount  Sterling  . 

: Maximum  ... 

50 

41 

43 

44 

37 

6? 

51 

60 

59 

62 

63 

64 

60 

43 

66 

60 

83 

42 

5.6 

61 

42 

62 

42 

64 

66 

60 

60 

56 

48 

41 

61 

.62.0 

•■■■   iMiuiraum.... 

80 

21 

14 

13 

30 

21 

37 

30 

27 

44 

36 

45 

86 

34 

37 

32 

29 

31 

31 

42 

34 

31 

32 

29 

34 

49 

46 

46 

S6 

36 

36 

83.1 

PikeviUe 

j  Maximum... 

56 

46 

29 

60 

46 

67 

55 

60 

60 

69 

67 

69 

68 

48 

69 

68 

40 

4' 

ro 

54 

57 

53 

43 

66 

67 

56 

69 

66 

51 

43 

51 

66,8 

••••  1  Minimum.... 

85 

27 

Ifi 

14 

29 

23 

83 

27 

24 

31 

30 

36 

41 

40 

41 

40 

34 

28 

28 

42 

83 

30 

27 

27 

33 

44 

41 

60 

86 

SB 

86 

3?.  7 

Pi  ppapass   

j  Maximum  ... 

57 
35 

41 
19 

39 
22 

45 
11 

48 
35 

60 
30 

54 
20 

66 
22 

62 
24 

71 
40 

71 
30 

68 
3« 

66 
13 

44 
88 

60 
40 

61 

60 
32 

50 
32 

6! 
27 

on 

85 

68 
39 

62 
29 

50 
24 

68 
21 

s 

64 
44 

66 
40 

68 
48 

64 
42 

60 
36 

45 

36 

55.7 

■•••  (  Minimum.... 

82.4 

Quicksand 

: Maximum. .. 
••■•   IMinimum.... 

34 

22 

16 

•g 

30 

20 

34 

28 

22 

36 

28 

87 

39 

87 

89 

36 

31 

27 

'ifi 

36 

37 

29 

23 

22 

28 

43 

38 

48 

33 

36 

36 

"so'g 

Richmond....... 

: Maximum  ... 

40 

40 

30 

45 

38 

56 

60 

60 

60 

60 

66 

65 

60 

56 

66 

50 

36 

66 

47 

46 

45 

46 

60 

63 

66 

ro 

65 

42 

47 

66 

49.8 

•■■     :Minimum.... 

36 

22 

IS 

36 

2fi 

42 

80 

84 

46 

37 

45 

40 

86 

39 

46 

3" 

32 

3'^ 

46 

40 

30 

30 

30 

36 

50 

J8 

60 

40 

S6 

S-l 

35.7 

Williamsburg  . . . 

:Maximum .  . . 

53 

42 

35 

49 

50 

56 

53 

49 

59 

63 

:■)--• 

66 

60 

47 

66 

64 

41 

49 

66 

55 

48 

66 

49 

76 

64 

64 

62 

63 

48 

40 

61 

,64.0 

:Minimum.... 

35 

22 

21 

11 

37 

26 

41 

22 

27 

43 

31 

43 

46 

40 

42 

49 

81 

28 

31 

42 

41 

30 

2"^ 

24 

36 

48 

4? 

60 

86 

36 

82 

34.4 

Winchester   .... 

S  Maximum... 

50 

40 

26 

47 

46 

53 

51 

47 

68 

61 

64 

6? 

60 

40 

67 

68 

40 

41 

56 

50 

43 

S3 

47 

61 

61 

67 

57 

62 

48 

38 

50 

50.8 

••••  (Minimum  .... 

SV 

19 

12 

n 

30 

24 

89 

SI 

SO 

47 

34 

48 

37 

33 

8f 

37 

29 

30 

42 

37 

30 

3? 

80 

po 

49 

46 

43 

36 

3S 

34      33.6 

SS  Tnstniments are  read  in  the  morning:  the  maximum  temnprature  then  read  is  charered  t«  the  preceding  day.  on 
'."."  etc.  indicate  respectivelv  l    7.  x  etc..  davs  missine  frotn  rpfnrd. 
W   H  O  Loiii.svillc.  1  29  41  1100 


0^ 


t.  z.;^ 
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KENT  UCK Y     SECTION 

J.  li.  KENDALL. 


Vol.  XLV 


Louisville,  Ky.,  Annual,  1940 


No.  13 


GENERAL   SUMMARY. 

Woatlun-  colder  ihaii  tin-  avtMat,'(-  iirovailcd  during  the  first 
live  montli>-5.  Thrco  periods  of  zrro  temperature  in  January, 
with  much  more  snow  than  usual,  hindered  tobacco  marUetinp 
and  caused  some  loss  of  j'oung  livestock.  Low  temperature  and 
persistent  wet  weather  in  February,  March,  and  April,  made 
spring  planting  exceptionally  late  and  retarded  the  initial 
growth  of  the  staple  crops.  The  long  humid  period  during  the 
winter  made  possible  rapid  progress  in  disposing  of  the  tobacco 
crop.  Most  tobacco  plantbeds  were  sown  in  the  brief  warm 
interval  late  in  !March,  but  this  work  could  not  be  completed 
until  early  April  on  account  of  renewed  rainfall.  Plowing  from 
the  first  of  the  year  till  this  time  had  been  negligible,  and  ex- 
cessive rain  in  middle  April  caused  further  delay.  The  cold 
winter  weather  favored  grains,  due  to  the  ground  remaining 
frozen  most  of  the  time  with  but  little  lifting  effect.  Warm 
weather  late  in  March  and  early  April  sharply  stimulated 
growth  and  blo,ssomingof  peaches.  Severe  freezes  that  followed 
near  the  middle  of  April  destroyed  most  fruit  that  had  com- 
menced to  bloom .  Some  fruit  was  preserved  because  the  ensuing 
cold  weather  delayed  blossoming  until  after  the  freezes.  Plant- 
ing and  crop  progress  during  the  wet  and  cold  spring  weather 
were  fairly  good  only  on  the  warm  and  well  drained  limestone 
uplands.  Tobacco  transplanting  began  near  the  end  of  May, 
about  two  weeks  late.  Most  of  the  crop  was  put  out  in  early 
June,  with  tenjperatures  comparatively  high  and  unfavorable 
for  obtaining  a  stand.  Some  parts  of  the  State  became  quite 
dry  toward  the  end  of  June,  the  dry  areas  lying  mainly  in  the 
northern,  central  and  western  sections.  Droughty  districts 
expanded  during  July,  and  in  most  of  them  rainfall  continued 
deficient  until  late  in  August,  when  moderately  heavy  rains 
brought  relief  to  all  except  the  northwestern  counties.  In 
southeastern  districts  the  rainfall  was  sufficient  for  crops  and 
pastures  throughout  the  summer.  High  temperature  late  in 
July  damaged  tasselingcorn  and  extended  the  firing  of  tobacco. 
Renewed  growth  from  the  late  August  rains  delayed  ripening, 
but  this  condition  was  largely  overcome  by  dry  weather  that 
followed  in  September  and  October.  There  was  no  damage  of 
consequence  from  frost,  which  did  not  occur  with  killing  inten- 
sity until  the  crops  matured.  The  period  for  sowing  fall  grains 
was  much  too  drj^.  Rains  late  in  (October  and  early  November 
brought  up  the  last  sown  wheat,  which  grew  slowly  and  remained 
very  small.  These  rains  afforded  the  first  opportunity  to  strip 
tobacco.  Pastures  dried  up  in  October  and  made  but  little 
growth  after  the  late  rains.  Soil  and  moisture  conditions  in 
November  and  December  were  favorable  for  winter  plowing. 


The  Weather  By  Months. 

January.- Winter  grains  were  protected  by  snow  cover  durine:  most  of  tlie  extreme 
cold.  Water  supplies  forlivestock  remained  scanty  until  after  rains  near  the  middle  Of 
the  month.    Snow  and  ice  on  roads  caused  trartie  hazards  that  coniinued  unusually  long. 

February.- The  meltius  .snow  and  accumpai lying- rain  fully  restored  water  sup- 
plies. It  became  evident  that  tl)e  sub-zero  weather  of  the  preceding  month  had  killed 
most  peaches.  The  relatively  warm  days  were  so  few  that  they  had  no  effect  on  vege- 
tation. 

March. -Spring  work  proceeded  somewhat  better  in  the  western  counties,  where 
there  was  less  rain  and  more  sunshine.  Prior  to  the  last  five  days  vegetation  remained 
as  dormant  as  in  mid-winter.    Winter  grains  varied  greatlv  in  i-v/.v  and  fondition, 

April. -Grains  grew  irregularly,  partly  due  to  super-saturation  of  soil  and  lack  of 
sunshine,  but  to  some  extent  be->ause  of  weakne-s  of  plants  that  barely  survived  the 
winter.    Spring  planting  was  done  with  ditiirulty  and  over  an  extended  period. 


May.— On  account  of  flooding  that  carried  over  from  April,  the  western  liottom 
lands  could  not  be  plowed  until  the  middleof  Uks  tnoiith.  Wheat  headed  nil  Irregularly 
as  It  had  urown.  with  much  hhort  straw,  HIrawbcrrlcii  dovulop«d  uiiUHually  well,  hut 
dampness  caused  some  loss, 

Juno.-Kronuency  of  showers  rather  than  the  amount  of  roln  Interfered  with 
curing  hay.  Weather  conditions  were  favorable  for  inaturlns  and  hurv<4itlnar  the 
Brains.    Pastures  remained  good,  but  growth  slackened  toward  the  end. 

July.— (  ool  weather  in  the  lirstlialf  of  the  month  oflHtt  the  effect  of  dedclent 
moisture.  Threshing  and  combining  wore  finished  in  Ideal  weather.  Late  tobacco 
became  more  irregular.  GardiMis  deteriorated  and  pastures  on  hills  dried  seriously  late 
In  the  month. 

August. -Pastures  and  forage  crops  In  northern  and  central  sections  varied 
greatly  on  account  of  the  local  character  of  the  rains.  Karly  corn  was  domaged  more 
than  tobacco  because  it  was  caught  by  dry  weather  when  pollenlzlng.  I/ate  potatoes 
came  up  to  poor  stands, 

September. -Rains  late  in  the  month  brought  \\\\  ihi 
and  improved  late  potatoes.    Cold  winds  in  iiii   i- 
vorable  for  curing  tobacco.    Water  supiili- 

October. -The  rainfall  averaged  but 
amount.    The  dry  weather  and  many  w:irii    :;i  ,     ,,;      ', 
the  late  potato  crop.    Plowing  and  conditium/iK  M"i  I'.rs 
as  the  month  advanced. 

November.— Pastures  improved  and  remained  useful  during  most  of  the  month. 
After  the  lirst  week  water  supplies  were  ample  ami  surface  moisture  was  .sutlic  ent  in 
northern  and  most  central  districts.    Early  rye  attained  a  size  to  afford  some  grazing. 

December.— Mild  weather  permitted  slow  growth  of  grains,  with  marked  improve- 
ment. Conditions  remained  favorable  for  completion  of  corn  gathering  and  for  hand- 
ling tobacco.  Rainfall  near  normal  replenished  small  streams  and  domestic  water 
supplies.  

COMPARATIVE  ANNUAL  DATA  FOR  KENTUCKY. 


that  were  sown  early, 
iperature  were  unfa- 
■in  districts. 
ii!rth  of  the  normal 
lobaeco,  but  cut  short 
lecame  more  ditlicult 


Temperature. 


55.6 
57.1 
56.3 
55.3 
55.5 
57.1 
55.0 
57.6 
57.2 


57.7 
55.3 
56.5 
55.8 


54.6 
57,9 
56  3 
56.2 
56.2 
53.5 
56.5 
57.9 
55.5 


r52-year  fl.verag&s. 


57.6 
56.!! 
57  4 

Efi  3 

58.8 


101 
101 
105 


Precipitation        Number  of  dajs 


35.97 

58.82 
49.69 
44.25 
44.71 
34.81 

44:68 

46.72 

52.38 

46.38 

44.40 

35.65 

44.35 

41.16 

35.10 

47.68 

48.84 

47.76 

41.94 

51.41 

50.67 

46.77  1 

47.93 

47.46  ! 

41.80 

51. 92 

45.49 

46.01 

40.64 

52.13 

46.90 

49.42 

44.43 

53.92 

42  68 

41.11 

49.95 


45. 61 
48.46 
27.86 
41.98 


57.40 
37  94 
49.86 


I   . 


I  i 


50 


CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION. 


Annual,  1940 


Climatologrical    Data   for   the   Year    1940. 


Temperature  (degrees  Fahrenheit). 


Precipitation  (inches). 


Number  of  dnys 


■WESTERN   DIVISION 

Beaver  Dam  

Calhoun 

Earlington 

Ford'e  Ferry 

Gilbertsville 

Greenville 

Hartford 

Henderson 

Hopkiusville 

Lovelacev.lle  

Mayfield. 

Murray 

Owensboro 

OwensboroDam  46 

Paducah   

Princeton 

RnmsBy .  Lock  2 

Russellville 

L'niontowriDam  49... 

CBNTBAL  DIVISION. 

Addison  Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Locke  ., 

Bumside  

CarroUton.Lock  1 

Clermont 

Cold  Spring 

Danville    

Dix  Dam.Burgin 

Badsville  

Eubank 

Frankfort 

Gest,  Lock  3 

Glasgow   

Grant, 

Greeuflburg  

High  Bridge,  Lock?.. 

Irvington    

LaGrangc 

Lancaster 

Leitchfleld 

Lexington 

Little  Hickman,  Lock  8 

Lockport,  Lock  2 

Louisville  

Bowman  Field 

Mammoth  Cave 

MoiiticPllo     •••• 

.Munfordville 

St.  John 

Saivisa,  Lock  6 

Shelbyville 

Smith's  Grove 

Steams  

Taylorsville   ■  ■  • 

Tyrone,  Lock  5 

Williamstown 

Woodbury,  Lock  4 

B«8TERN  DIVISION. 

AnnvlUe 

\8hlaud 

Berea 

College  Hill,  Lock  11  . . 

Cynthiana 

Falmouth 

Farmers   

Flemingsburg 

Ford,  Lock  10 

Grayso'i     ■..    

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14 

Jackson  

Jenkins 

Louisa 

Lynch 

Maysville   

Middlesboro   

Mount  Sterling 

Oneida 

Oneonta.Dam  35 

Paintsville 

Pikeville 

Pippapass 

Quicksand 

Raveima,  Lock  12 

Richmond 

Valley  View,  Lock  9  . .  • 
Vancebnrg,Dam  82... 

Williamsburg 

Willow,  Lock  13 

Winchester   


Ohio  ■ 

McLean 

Hopkins 

Crittenden 

Marshall .  •..■ 
Muhlenburg 
f  hio.......   . 

Henderson.. . 

Christian 

Ballard  ..    .. 

Graves 

Calloway. 

Daviess." 

Daviess  

Mc(;racken   . 

Caldwell 

McLean 

L'lgau 

Breckinridge 

Jefferson 

Warren    

Edmonson  . . 

Pulaski   

Carroll 

Bullitt 

Oaiupbell   ... 

Boyle   

Mercer 

\Vayne 

Pula.ki. 

Franklin  .... 

Henry 

Barren 

Boone — 

Green 

Breckinridge 

Oldham 

Garrard 

Grayson   

Fayette    

Jessamine  .  . 

Henry 

Jetferson  .... 

Jefferson  

Edmonson  .  • 

Wayne 

Hart  

Hardin 

Mercer 

Shelby 

Warren  

McCreary  .-• 

Spencer 

Anderson 

Grant 

Butler 


Jackson 

Boyd 

Madison 

Madison 

Harrison  . . . 
Pendleton  .. 

Rowan  

Fleming  .... 

Clark    

Carter •  • 

Greenup 

Perry   

Lee    

Breathitt  •  • . 
Bell 


Mason   

Bf-U  ......... 

Montgomery . 

Clay  

Campbell.  . . . 
.Tohiison   .... 

Pike 

Knott 

Breathitt  .  . . . 

Estill   

Madison  . .   . . 

Madison  

Lewis 

Whitley 

Clark".'.'.'...  ■ 


Sept.  21t 
July  28 
July  28 


July  26t 

ju'lv  30t 
July  2S 
Sept.  21 
July  29 
July  30 
July  30 


Aug.    5 
July  30 


July 
Aug. 
July  ' 


Julv  30 
July  29t 
July  30 


.Tilly 

29t 

-20 

.TnlT 

■M 

-11 

July 

■M 

-10 

July 

30 

-lb 

July  29 1 1-1 


July  27 
July  28 
July  29 


.July  2S    

luly  2St  -10 
Julv  28t  -10 
....".....  -13 


July  281 
'  jitly  '281 


Jan.  2fi 
Jan.  19 
Jan.   19t 


Jan.  26 

Jan.  19 

Jan.  26 

Jan.  26 

Jan.  26 

Jan.  19 

Jan.  19 


-19  Jan.  26 
-is'  'J'au.'igt 
-14      Jan.  19 


Jan.  19 
Jan.  19 
Jan.  191 


Jan.  19 

Jan.  19 

Jan.  19 

Jan.  19 


-18  Jan.  19 
-  7  Jan.  19 
-13       Jan.  19 


Jan. 

19 

14 
23 

Jan. 

19 

2^ 

Jan 

26 

4 

Jan 

19 

36.18 
40.  80 
41.71 
44.66 
40.89 
33. 95 
39.60 
39.89 
39.  VO 
37.81 


34.10 


37.87 
39.45 
38.32 


37.04 
42.78 
32.46 
37.24 
39.99 
37.74 
40.2,i 
39.50 
43.99 
42.91 
40.74 
39.31 
3!.  95 
36.35 
45.82 
41.18 
38.46 
40.17 


40.  63 
34.  63 
411  01 
39.70 
31.  28 
39.21 
42.08 
45.95 
41.77 
34.36 
37.  61 
40.  r.4 
33. '17 


32.55 
■4i.'06' 


37.51 
40.42 
37 ,  (:8 
39.94 


8.44 
4.99 
4.70 
6.01 
4.90 


April 
Feb. 
Dec 
April 
N'jv. 
April 
April 
April 
M:ir. 
April 
April 
Feb. 
April 
April 
Feb. 
Mar. 
Feb. 
Mar. 
Nov. 


5  60 

April 

6. 85 

April 

7.2H 

Slar. 

6.69 

Mar. 

6.10 

Mar. 

4.46 

■pril 

6.11 

Mar. 

7.42 

April 

5.51 

Mar. 

6.  26 

Mar. 

6.35 

Mar. 

5.25 

Feb. 

h.l5 

April 

5.60 

April 

5.07 

Feb. 

7.14 

April 

5.  64 

Mar. 

5.78 

Mar. 

6  41 

April 

7.  OK 

April 

5.83 

Mar. 

6.3U 

Mar. 

G.32  Mar. 
7.11  1  April 
7  21  !  April 
6.80  j  April 
6.80  I  Mar. 
6.26  i  Mar. 
5.63  !  Mar. 
7.33  i  Mar. 
5  56  I  Mar. 
6.48  I  "Mar. 
6.29  Jilar. 
ft. 97  Mar. 
5.67  I  Mar. 
5.45  !  Mar. 
7.16  i  April 
5.39  I  Mar. 


5.19  1  Mar.      0-' 


6.22 
6.20 
7.76 


June 
Mav 
Miir. 


Julv 
IMav 
April 


4.08 
6  3! 
5., 50 


4.'/0 

Juno 

7.53 

.Nun-. 

5  46 

Mar. 

5  47 

Mn,v 

.S  82 

Mar. 

5  80 

4.64 

J  -lie 

6.3=5 

Mar. 

6.11 

Mar. 

Oct 

Oct 

Jan 

June 

Sep. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 


11.3 
12.4 
13  8    . 
19.3 


'i56  I      72 
135       102 


26.' 3       128 


199  I      60       109 


All  temperatnie  data  are  taken  from  self-registering  thermometers.  ^ 
Reference  letters.     ,  b,  c,  appearing  in  the  table  indicate  number  of  dn 


missing;   for  exMiup).'.  h  r^-prfs'-nts  2  days,  etc. 


t.Vlsi)  on  other  dates 


Vnnt 


(MJMATOLOlilCAI.   DATA.    KENTUCKY  SKC'IMON 


WSSTinN  DIVISION. 

Beavor  Dam 

Cttlliouu 

UiirliuKCon  

Korii's  Kerry 

laUvrtsviUe 

(irr.Mville  

Halt  ford    

llrndiTson 

llopkiugvllle 

LovclncfviUe 

MHVfiold 

Murray    

Dweuiiooro 

OwiMishorO  No.  i  ... 
I'lKlucaU   


Mouthly    iiuit  Annual    Proclpltatlon    for   the  Year   1940,  with    Doi>arturoB   from    tho   Normal. 
Janaory.     Kebrnnry.       March.  April.  May.  Juno.  July.  AukubI.    Supleiiiber.     OcLober.    Novoiuber.   Doccu.bur.      Aunual. 


•ton . 


2.2G1- 
•2.C.0- 
•2.49i- 
2.7S,. 
l.f)8i- 
1.  fi.'i' 
?.28- 
1.9CI- 
2.-1I 
S.ii: 
J.9S 


Kuuiscy.Lock  No.  2  t 

UiiSKPllville 

Uiiiontown  

CSMTRiLI.  DIVISION. 

Addison  •  • 

Aucliorage  

Bowling  Greeu 

15ro\7nsviUe,LockNo  6t 

Burasido 

riirroUtou,  Lock  No.  1 

ClermoiU 

(Old  Spring. Dam  36.-. 

Danville 

Uix  Dam,  Burgin 

Eadsville 

Eubank  

Frankfort 

Gesi,  Lock  No.  3 

Glasgow ... 

Grant,  Dam  3 

Greensbum 

High  Bridge,  Lock  No  7 

Irvingtou    

LaGrange  

Lancaster 

Leliclifleld  

Lexington 

Little  Hickman,  Lock  S 
Lockport.  Lock  No.  2. 

Louisville 

Do     Bowman  Field. 

Mammoth  Cave 

Monticello 

Muufordville 

St.  John  

Salvisa,  Lock  No.  6... 

Shelby  ville 

s  mith's  Grove 

Ptearns — 

Taylorsville 

Tyrone,  Loclt  ;>y o.   5 

Williamstown 

Woodbury,  Lock  Xo.4+. 

BASTERN    DIVISION. 

Annville 

Ashland 

Bevea 

College  Uill.  Lock  No. 12, 

Cyntliinna I 

Falmouth  ! 

Farmers 

Fleminsjsbnrg 

Fold,  Lock  No.  10  .  . . . . 

Gravson i 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  No  14 

Jackson 

Jenkins  

Louisa 

Lynch  

Maysville 

Middlesboro    

Mount  Sterling 

Oneida 

OnBont;i.D.imNo.  3.5... 

Paint^ville 

Pikevilu' 

Pippapnss 

Quicksand  

navenna,I.ockNo.r2, 

Richmond 

Valley  V.evv,  Lock  No. I 
Vanceburi;,  U.'-in  No-  32 

Willi.imsbiiri  

WilUnv.T.ockNo.  13... 
Winchester 


4.27+1.0! 
•l.y'J+1.6' 
3,791+0.26 
4.4,^+1.87 

4.771 

6.271+2.06 
4.W  , 
4.54+1.88 
8.88+0.26 
6. 09  +2.87 
.■>. 2.5 +1.87 
S. 46+3. 16 
3.SX+0.98 
S  13+2.51 
5.681+2.27 
4.871  +  1.88 
5.121+2.90 
3.761+0.72 
4.79+2.57 

5.14+2.38 
5.26+2.40 
4.64+1.02 
4  66+0.69 
5.16+0.9 
3.07+0.4 

5.43 

3.97  +1.5S 
4.591+1.46 
4.241- 
5.  52  . 

6.25+1.86 
4.62N-1.48 
96—3.09,  4.21I  +  I.I" 
3'.>-2.92  5.07(^1.54 
;!7  -1.72  2  501+0.25 
2'J  -3.97  6.34i  +  L7S 
;W  -3  'Jf.    4.74  +1.66: 


1.93 

1 

1.72 

+0.S3 
1.00 
1.69 
1. 

014 
+0.80 
-0  41 
+  1.12 
-1.S6 


+1.36 

+2, 

+1.46 

+0. 


+2.56 


-0.54 
+0.66 
+0.82 
-0.75 
+0.47 
4  0.5- 
8' +  1.4' 


+8.44 
+2.38 

^  2.94 

+2.96 
+0.87 
+2.05 
2.85 
+0.96 


-0.27 
+  0.18 
+3. 2b 

+  1.91 
+3.n6 
+  0.17 
+0.95 


-0.10 
-0.53 
-0.41 
-018 
-0.99 
-0.94 
-0.68 
-1.19 
-0.70 
-1.12 


-4. Oil  4.97+1.3': 


4.62| 

4.50 

3. 92+0. 61 
4.94+1.34 
5.11+2.41 
4.27+0.76 

1.V2 

4  O4!-0.96 

4,01+0.82 

l.OOi  +  1 

5.15+2 

4.82+1.88 

4.711+1.61 

4.64i  +  1.55 

4.45+1.48 


-2.86    4.221  +  1.16 


-2. .57  4.92I  +  I  82 
-2.53  4.64+0.62 
-3.42      ...     . 


rl   7,) 

',  !^[ 

+  l.Uli 

2.82 

-n  ,54 

■/    11 

+0.95 

7.?.I 

6.80 

4.92 

4.45 

».,57 

+2.69 

5.K3 

+  1.3.S 

4  30 

+1   W. 

6.21 

4., 55 

,5.?fl 

+  1.1.') 

4.31 

+  1   SI 

5.08 

+  1.3H 

7.16 

+0.75 

4.87 

3.03 

+0.47 

3. 11 

+0.2H 

3  32 

+0.42 

3.15 

+2.02 

4-86 

+1.31 

6  2,0 

-0.31 

8.29 

+  l.lb 

4.4(1 

+1.75 

+1.09 

3  18 

+  1.15 

3.66 

-0.12 

4.  ,51 

+0.9.5 

2.7? 

3.52 

-1.26 

2.77 

-0..56 

3.08 

+  1.24 

4.46 

-0.57 

4.81 

3.74 

-0,?.' 

li.Sl 

3.07 

-0.9^ 

2,  .57 

3.7.=^ 

-  !    fl( 

?  61 

1  .^c 

3.53 

-II  '"f 

8.  .50 

.-  ]   ]  1 

.V.5J 

3 ,  TJ 

+0.2' 
2.58 
1.31 


020 
+1.39 
+0.64 
+2.30 


+0.36 
+  1 

+3.72 
+0.75 


+1.20 
+2.52 
-0.41 
+0.51 
+0.44 
f0.16 
+0.17 
+  1.22 
-0.60 

-1.07 


+2.37 

-i.'oi 

-1.59 
Kn.42 
-0.0'.' 


—0.42 
+0.48 
-0.61 


0.83 

+0.79 
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+0.3' 
-0.71 
-1.24 


O.Sl 
-2. 34 

1.86 
-l.Sl 

-i!95 

-i.'76 
-0.75 
+0.76 
+2. 77 
-1.44 
-2.04 
-1.38 
+0.49 
-048 
-1.95 
-2 
-0.14 


2.28 

153 

-0.16 

0.11 


-1.42 

+0 

-2.23 


-0.22 

1.98 

4.46 

-1.41 

4,76 

+0.22 

3.46 

-0.76 

-O.IS 

3.25 

+0.7.? 

4.96 

-O.I£ 

7.76 

+2  40 

5.31 

+0.97 

2.6t 

-0.75 

3  7r 

+0  6? 

,5  17 

-2.11 

4.7>^ 

-0.5( 

4.16 

6.74 

-3.01 

-1.2( 

3.7f 

fi.3.5 

+2,02 

4  7f 

-1.00 

4.6H 

-6;07 

2;64 

3. 72 

-1.83 

4.70 

-2]29 

5,10 

+0,,''fi 

2  '/? 

+1.5'^ 

3.20 

+  1.85 

2  4.1 

2.041-2.53 
4.431+0.85 
2.42 


1.91 

-i;82 
■l.,55 
■3.70 
-2.13 
-2.19 
+ 
+1.16 
-2.05 
-1.09 
+0.60 
+0 
-2.01 


2.94 

2. IB -1.95 

4.62+0.64 

1.63 

2.29 

1.77 


-1.41 
0.28 
2.18 


-0.11 
+0.88 
+3.46 
+  0.87 
-1.32 
+  0.36 
+  1  33 
+1.36 
-0.02 


+0.' 


+0.59 
0.32 
2.97 


-0.211 
-O.34I 
+0.91! 


+1.10 
+0.69 
+0, 


-0.85 
-1.29 
-1.40 
-1.48 
-1.74 
-1.  93 

— 2^94 

-0.27 
-0.32 


+0  421 
-2,5.5' 
3.32-0.13' 
6.O8+I.O4I 
+0  34; 
1.59 


-0.94 
-1.56 
-2.16 

-1.80 

-1 

1.721-1 .57 
3  09+0.19 
2.45-0.451 

i.irt! 1 

3,87i+0.94 
0.82-2.65 


-1  98 
-2.19 
-9.67 
-0.35 
-0.il 
-0.12 
-2.06 

5. 78  +0.74 
1.02 

2.74 

i'c9 

10.87 
0.90 
4.44 


+  •,1.7'  4  I 
+  2.00,  0.: 
6. 


6.2? 


+1.03  2.36 

-1.781  2.  19 

-0.88|  3.27 

-1.251  3.22 

+  1.83;  1.26 

'-0,061  4.1H 


+1.06 


+  0.67 
-1.66 
-1.81 


1.95! - 

2.OII-O  67 
2.161-0.89 
2  42  -0.64 


+0. 62; 
+0.  831 
+  1.431 
+0.131 
+  0.181  2.98 


-2.40 
-1.18 

-2.09 
-2.11 

-2.16 

+1.60 
0.20 

+2.04 
+0.39 
-0.10 
+  1.68 
+2,29 
+  1. 

'.81 
+2.00 
+2.32 

+0.40 
+  1.6 
+2.23 


3.74 
2.18 
2.46 
2.46 
2.97 
2.92 

-1,41 
+  1.0: 
-J-0..33i  2.7 
+1.121  4.4: 
+0.68;  2.14 
+  1.67i  4,51 
+0.01 
+  0.60!  3.63 


-0.37    0.99 

+0.' 

+0  261  0.49i- 

-2.93    0.20r 

—1.63 

-0.61 

-0.99 

-0.04 

-0.10 

+0.  ,50 


-0.04 
-t-1.14 
+0.24 
+0.37 
+0.99 
+0 


2.73 


+0.27 


2.161-2,  28' 

5..50| I 

5.191+0.87, 


o.'ssl- 

0.421- 


00   41.94 


37.96 
40.28 
37.17 
36.18 


39.  60 
39.89 
39.  20 

.54j 

.63 

.90   34.10 


37.87 
89.46 
38.32 

.28 
-0.87 
-1.08  37.04 
-0.72  42.78 
32.46 
-0.01 
-1.081  39.99 
-0.40   37.74 


0.97 
10.49 

K.17 
11.41 


8.17 
8.C9 
9. 16 


-  4.39 

-1(1.  62 

-  6. 06 


-10.83 

-  8.84 

-  6.26 

-  6.74 

-  4.24 


-12. 


3.86 
2.20 
3.13 
2. 94 
+0.88  2.74 
+  1.291  2.61 
-0.46 


11    3.191+0.28    2.  .58 


40.25 
89. 50 


41.49 

41.29 
35. 54 

40.63 
34.63 
40.01 

34/28 
39.21 
42.08 
45.96 

34.36 
87.6 
40.54 


7.53  4-3 
-2.38!  5.23'  +  0 
-0.  75i  4,76;  +  n 
-0.82!  2  74  -1- 
-3.46'  3,  5,=i  +1, 
-0.56 


(■81-2.79    2.461- 


2. 46; -2. 36 

^•H I 


5.72  . 


,971  3.25 
,87;  3.64 
...j2  67 


-1.16  41.06 
-0.  63 

-0.  65j.... 

-0.' 831 '.si' 45 
....I  .13. .59 
-2-01;  33.96 

-0.5.5 '39^41 
-0.681  37.641- 
-0.75;  40.42- 
-1.151  37.08  - 
-0..38    39.94  • 


.01 


6.40 
4.41 
0.44 


4.75 
6.07 
4.08 
1.51 


2.60 
3.05 
O.lfi 
1.72 


9.73 
'2/2,5 


11. IS 
6.40 

4.4S 
9.40 
4.81 


for  such  stations  as  have  ten  or  more  : 


sof  record,  but  all  complete  reports  are  used  in  determining 
"T.  Prpcipitarion  is  less  than  o.  ot   inch  rain  or  melted  snow. 
fRiimsey  Brownsville  and  Woodbury  are  Locks  nn  the  Oreen  River;  other  Locks  are  on  the  Kentucky  River. 
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Annual,  1940 


Monthly  and   Annual  Mean  Temperatures  for  the  Year   1940,  -with  Departures  from  the  Normal. 


January.      February.       March 


April. 


July. 


August.    September.     October.     November.  December.      Annual 


WEBTEBN   DIVISION. 

Beaver  Dam 

Calhoun 

Earlington 

Greenville   

Henderson 

Hopkinsville 

Lovelaceville    

Mayfield 

Murray 

Owensboro 

Paducah  

Princeton  

RusBellville 


19.2i-17.8,  36. 


CENTRAL  DIVISION. 
Anchorage 

B  >wling  Green   

Olermout  • 

Danville 

DixDam 

Eubank 

Frankfort 

Glasgow 

Greensburg 

Irvlngton 

Leitchfled 

Lexington 

Louisville. 

Bowman  Field 

Mammoth  Cave 

St.  John 

Shelbyville 

Smiths  Grove 

Stearns 

TaylorBville 

Williamstown 

EASTERN  DIVISION. 

Annville  ■   ■  

Ashland 

Berea 

Farmers 

Heidelberg 

Lynch,  near 

Maysville 

Middlesboro 

Mt.   Sterling 

Pikeville......   

PippapasB 

Quicksand 

Richmond 

Wlliamsburg  , 

■Winchester    


..  44.4 

.51  46.2 

.7i  46.6 

.0  4S.0 

.2  47.0 

.61  42.0 

.4'  48.3 


1  9 


43.  4 

44.5 
44.8 
43.4 
3.6|  45.2 
0.0  43.6 
0.11  43.6 
44.8 
40.9 

43  1 
42.2 
43.3 
40. g 
41.8 

44  2 
43.3 
42.3 
41.8 


42.4 
44.4 
2.1  44.4 
2.6    42.6 


SI. 9 

-15.0 
-14.2    34.9 


"73.8 
75.0 
75 


66  8 
1.2;  „... 
O.s!  68- 0 

67.3 


75.01+  O.h 
78  Sjf  0.1 
75.61 


77.51+  0 
75.6+  1.71 
77.2I4-  2.0I 
76.4i~  0.6 
76.0+  0.8 
73.9-  2.0 
76.3:+  0.7 
76.2;+  1.7 
78.6+  1.6 


75.8;.. 
74.5].. 
75.41+  1.2 
76.2  + 


74.6'       0. 
76  8+  1. 

78.2]+  2. 
75.7I 


+  2.3 

-I-  2.1 

+  3.0 

2.1 


-1-3.8 
-I-  6.2 
f  4.6 
+  4.4 
+  4.4 
+  5.4 
+  5.1 
-1-  2.6 


+  2.0 
+  2 
+  3.6 


41 

43 

44.8 

43.4 

42.4 

45.0 

+  5.9 
+  3.S 

43.2+  6 

41.2 

42.4  +4.8 


All  temperature  data  are  taken  from  self-registeriug  thermometers. 

The  departures  from  normnl  temperature  are  computed  only  tor  such  stations  as  have  ten  or  more  years  of  record,    but  all  complete  reports  are  used  in  determining 
section  or  division  means.  .     . 

Reference  letters,  a,  h.  c,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days.  etc. 


KILLING  FROSTS,    1940. 


WESTERN    DIVISION 

Barlington  

Greenville   

Hopkinsville 

Lovelaceville  

Mayfield 

Owensboro 

Princeton 

Russellvjlle 

CENTRAL   DIVISON 

Anchorage 

Bowling  Green 

Danville   

DixDam 

Eubank 

Frankfort 

Oreensburg  

Irvington 


Last  in 
Spring. 


do  14 

do  18 

do  14 

do  4 

do  14 


April  4 
do  14 
May  4 
April  21 
May  4 
April  22 
May  4 
do     4 


First 

in 

Autumn. 

Nov 

7 

dn 

Oct, 

8 

do 

17 

Nov 

11 

Oct. 

17 

Nov 

7 

Oct. 

17 

Oct. 

16 

Nov. 

7 

Oct. 

17 

do 

do 

17 

do 

17 

do 

17 

do 

17 

Leitchfield.. 
Lexington  . . 
Louisville  . . 
Mammoth  C 
St.  John  .... 
Shelbyville  . 
WilliamBtow 


EASTERN   DIVISON 

Ashland —  . . . 

Berea 

Farmers 

Maysville  

Middlesboro 

Mount  Sterling  .... 

Richmond 

Williamsburg 


Last  in 
Spring. 


May     4 

April  22 

do    14 

May     4 


April  28 
do  22 
May  12 
April  28 
May     5 


Oct.  17 
do  17 
do    17 

Nov.    7 


do  18 
do  17 
do  18 
do  18 
do  17 
Nov.    7 


MONTHLY  SUMMARIES,    1940. 


January  . . 
February 
March    ... 

April 

May 

June 

July  

August  .. 
September 
October  .  . 
November 
December 


Temperature. 


Precipitation.     Average  number  of  days. 


♦Compared  with  52  jearB'  normal. 


NOTE— Tables  and  charts  giving  climatic  data  for  Kentucky  in  detail    during  19(0  have  been  publish 
Weather  Bureau  Office,  Louisville,  Ky. ,  and  can  be  obtained  from  the  OfTicial  in  Charge  at  that  office.     Indexei 
in  Kentuckv  climatological  reports  W''l  be  found  in  the  Monthly  Ueport  for  June,  1909, 
B  O  Louisville,  2-24-41-1250. 


for  each  month  at  the  Kentucky  section  center, 
to  special  articles  published  during    past  year? 
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KENTUCKY    SECTION. 

j.  l..  kendall.  

Louisville,  Ky.,  January,  1941 


No.  1 


GENERAL   SUMMARY. 

Teniporature conditions  (iuriiiK  the  inontli  were  quite  variable, 
nt  at  no  time  sovoir  I'or   nii(i-\vint(>r.     Tlie  slow  growth   of 
grains  continued  for  tlie  first  tlireo  days,  after  wiiich  a 


wmt 


v^liort  cold  spell  stopped  this  development.  A  few  warm  days 
near  the  niitldle  and  at  the  beginning  of  the  third  decade  tended 
to  revive  grains  and  grass,  but  the  quick  return  to  normal 
temperatures  prevented  any  growth  of  consequence.  Rye  past- 
ures continued  to  be  of  some  value  for  a  short  time  early  in  the 
month.  The  predominance  of  moderate  weather  favored  young 
livestock,  the  tlow  of  milk,  and  production  of  eggs. 

Precipitation  occurred  frequently  but  the  daily  amounts  were 
generally  light.  There  was  more  than  the  usual  cloudiness  and 
also  considerable  fog.  These  conditions  with  respect  to  atmos- 
pheric moisture,  together  with  the  moderate  temperature  and 
relatively  light  wind  movement,  were  suitable  for  stripping  and 
marketing  tobacco,  which  progressed  rapidly  and  were  nearly 
completed.  In  most  sections  the  aggregate  amount  of  rain  was 
much  less  than  the  average.  Although  no  snow  of  consequence 
occurred  and  grain  fields  remained  bare,  the  plants  suffered  but 
little  injury  from  lifting  by  freezes.  It  was  only  in  the  third 
week  that  the  surface  soil  was  saturated  for  a  brief  period. 
Freezes  were  light  until  drainage  had  removed  the  excess  water 
from  the  upper  soil  layers.  At  the  end  of  the  month  grains 
appeared  somewhat  stained  by  the  freezes  that  had  rather  ab- 
ruptly terminated  their  growth;  but  the  plants  were  well  rooted, 
sturdy,  and  almost  covered  the  ground.  There  was  no  run-of! 
that  would  cause  damage  to  grain  iields  or  fallow  lands.  Some 
plowing  occurred  on  the  sandy  lands  of  the  western  counties, 
but  the  frequency  of  rain  and  light  freezes  tended  to  prevent 
this  work  on  the  clay  uplands. 

Because  of  the  relatively  light  precipitation  and  comparative 
absence  of  deep  freezes,  dirt  and  thinly  surfaced  feeder  roads 
continued  in  much  better  than  the  usual  winter  condition.  At 
no  time  during  the  month  did  the  weather  offer  any  hazard  to 
use  of  the  roads  or  other  forms  of  transportation.  Special 
building  operations  moved  forward  much  more  rapidly  than 
had  been  anticipated. 

TEMPERATURE. 

Periods  with  temperatures  above  normal  were:  Ist-Sd,  8-17th, 
and  21st-26th.  Short  intervals  of  rather  cold  weather  occurred 
in  the  Ist.^Sd,  and  last  week.  The  coolest  weather  centered 
about  the  5-6th,  and  19th,  when  minimum  temperatures  ranged 
from  6^  to ^15°  in  most  districts.  The  warmest  periods  were 
1st- 2d,  16-I7th,  and  21st-22d;  when  maxima  ranged  between 
o5^  and  65  .  The  average  maximum  temperatures  were  practi- 
cally seasonal:  but  mean  minim.um  temperatures  were  much 
above  normal,  largely  on  account  of  persistent  cloudiness,  no 
snow,  and  lack  of  night  radiation.  The  highest  for  the  State 
was  6G"  at  Russellville  on  the  1st  and  at  Williamsburg  on  the 
2d.     The  lowest  was  0°  at  Lynch  (near)  on  the  6th. 


PRECIPITATION. 

Precipitation  averaged  somewhat  more  than  half  the  normal 
amount  for  this  month,  and  was  quite  evenly  distributed  over 
the  State.  Some  southeastern  mountain  counties  received  from 
l.o  to  2.0  inches.  Some  northeastern  districts  and  a  limited 
area  in  the  upper  Cumberland  Vnlley  had  from  3.0  to  3.4  inches. 


Ill  most  of  IlieStalf!  It  vnrli'd  l)ct«fi.n  in  mid  SO  Inrhen.  Thf)  ranifp  wai.  from  l.ia 
liica.'s  lit  .li'iikliis  to  .'i.fil  Inch. .sill  Unni-lcli.  L\y)it  ruin  occiirrcrl  on  thi!  M  aiirl  Vd. 
mid  llKlil  lo  iihidiTiili-  rnlii  in  lli''  ij.ri..d-  II  Ullli  mid  ■2Vd-V7tli,  A  li^w  MutUjhH  r'ui»U:ri'i\ 
l.uinili  ormoriMin  llir  leih  and  2.|lli.  .-^iiou  frll  on  nincriil  diiyH  hut  tho  uggTigntu 
amount  was  .small.  Tlir  toliil  fall  raiiBo'l  from  a  traci  lo  0.6  Inch  In  ncorly  ull  of  Iho 
Ktatti.  A  fow  stations  In  tho  lower  Mcklnn  Valley  reportod  from  'i!,0to4.0lnche».  Thun- 
dtsrslornis  occurred  In  some  westurn  localities  on  tha  '2d  and  IGtIi. 

MISCELLANEOUS. 

hn^lii  of  the  Ohio  CBUsod  a  moderate  rise 
The  nv.r   wir,  fiillliiK  slowly  at  the  end  of  the 
■licit  on  tiiliiitary  streams  within  the  State. 


7iVm-j!.- Rains  of  the  2:!d-2( 
in  that  stream  from  the  25th  ti 
month.    The  light  nin-olV  had  but  litl 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo Ill 

Cincinnati  Ohio 

Evansville Ind 

Louisville   Ky 


30.63 
30.56 
30. 5S 


29.47 
29.53 
29.48 
29.53 


COMPARATIVE   DATA  FOR  JANUARY. 


Temperature. 


34.4 
37.2 
36.7 


32.3 
27.5 
39.7 
43.2 
3.5.0 


33.8 
39.  7 
25.9 
42.5 


39.7 
34.6 
41.0 
31.3 
35.8 
84.4 
35.8 
35.0 
34.8 
34.6 
37-7 
44.9 
43.9 
40.4 


40  4 
21.1 
SB.  7 


Precipitation       Number  of  days 


2.83 
3.48 
8.02 
2.20 
3.47 
4. 41 
2.88 
3.09 
11.41 


6.38 
5.09 
3.62 


2.25 
6.11 
5.05 
2.60 


4.85 
1.23 
8.13 
5.18 
1-85 

2.99 
15.77 
3.56 
5.56 
1.67 
2.53 
4.46 


T53-year  averages. 
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Climatological  Data  foi  January.  1941 

Temperature,  in  degrees  Fahr. 


Prc-cipitation  in  inches  Number  of  days 


n'eMern  Division. 

Beaver  Dam 

Calhoun 

Karlington 

Fords  Ferry,  Dam  50  . . 

GUbertsville 

Greenville   

Hartford  (near) 

Henderson — 

Hopkinsville 

Lovelace  villa 

Mayfield 

Murray 

Owensboro 

Owensboro,  Dam  46.- • 

Paducah  

Princeton 

Rumsey ,  Lock  2  t 

Russellville 

Uniontown.  Dam  49. . . 

Central  Division. 

Addison.  Dam  45 

Anchorage 

Bowling  Green 

Browusville.Lock  6}:.. 

Burnside 

Uarrollton,  Lock  1 

Clermont   

Gold  Spring,  Dam  86. .. 

Danville 

Dix  Dam.  Burgin 

Eadsville 

Eubank  

Frankfort,  Lock  4 

Gest,  Lock  3 

Glasgow   

Grant,  Dam  38 

Qreensburg 

High  Bridge,  Lock  7.. 

Frvington 

LaGrange 

Lancaster 

Leitchfield 

Lexington 

LittleHickman.Lock  81 
r.ockport.Lock  2 

LOUISVILLE 

Do.  Bowman  Field. . 

Mammoth  Cave 

Montioello 

Munfordville 

6t.  Jonn 

Salvisiv,  Lock  6?!    

Shelby  ville 

Smith's  Grove 

Stearns   

Taylorsville 

Tyrone,  Lock  51    

Williamstown 

^'oodbnry.  Lock  4  *.  . . 
Baxtern  Division. 

Annville 

Ashland   

Berea 

College  Hill,  Lock  11... 

Cyntliiana 

f  almouth 

Farmers'  

Flemingsburg   

Ford,  Lock  101 

Grayson  

Greenup,  Dam  30  

Hazard 

Heidelberg,  Lock  14  . . . 

Jackson 

Jenkins 

Louisa 

Lynch  [near] 

Maysville.  Dam  33  ... 

Middlesboro 

Mount  Sterling 

Oneida    

Oneonta,  Dam  351 

Palntsville 

Pikeville 

Pippapass 

Qnicksand 

Ravenna,  Lock  12 

Richmond 

Valley  'View.  Lock  9. . . 
Vancebnrg,  Dam  32  .  • 

Williamsburg 

Willow.  Lock  13....... 

Winchester  

Stat^'  averages  and  en 


Ohio-... 

McLean 

Hopkins 

Crittenden  . . 
Marshall  ... 
Muhlenburg. 

Ohio 

Henderson  . . 
Christian 


Graves 

Calloway... 

Daviess 

Daviess 

JlcCracken 
Caldwell  . . . 

McLean 

Logan   

Union 


Breckinridge 

Jefferson 

Warren 

Edmonson  .  .. 

Pulaski 

Carroll 

Bullitt 

Campbell    

Boyle   

Mercer 

Wayne 

Pulaski 

Franklin 

Henry 

Barren 

Boone 

Green 

Jessamine 

Breckinridge 

Oldham 

Garrard 

Grayson 

Fayette 


Henry 

Jefferson  . . 
Jefferson  . . 
Edmonson. 
Wayne  ■ . . . 

Hart 

Hardin  . . . . 

Mercer 

Shelby  .... 

Warren 

McCreary  . 
Spencer  . . . 
Anderson.. 

Grant 

Bntler 


Jackson  ... 

Boyd 

.Madison.. . 
Madison. .. 
Harrison  .  . 
Pendleton . 

Rowan 

Fleming   . . 

Clark    

Carter  — 
Greenup... 
Perry   


Breathitt 

Letcher 

Lawrence 

Harlan 

Mason 

Bell  

Montgomery  , 

Clay 

Campbell 

Johnson 

Pike 

Knott 

Breathitt 

Estill   ....... 

Madison 

Madison 

Lewis 

Whitley 

Lee   

Clark   . 


961 


+  0.7 
-  0.1 
+  2.5 


2-49 


1.04 


2.83 

-2.87 

•2 

1.12 
-1.97J  0.68 
2.391-2.93  1.02 
2.501-2.47  1.14 
2.3.'ij— 2.62  0.97 
2-60  -2.0)  1-02 
1.9S-3.26  0.84 
2.43-2.59    1.28 


-b.2- 


2.321^ 
2.701. 
2.  59  . 
2  58 
2.,50- 


3.10—1.34 
2  H6i-1.00 
2.08i-3.08 


2.71 


2.89|— 1. 12 
2.  78! -I., 56 
3. 13|-L30 
2.62-1.65 
2. .50! 


3.011—0.41.) 


19 

f, 

37.2 

1 

37.4 

15 

22 

44 

38.  n 

;,8 

2t 

44 

3fl.? 

21 

4 

35  4 

JI6.7 

0.91 


I..35 

o.f:o 

1.05 
0.90 
1.41 
1.05 
0.88 
1.09 
0.75 


0-90 
O.W 
0.  36 
064 


_.,  i-'^ 

0.61 

0  n 

-2.31 

0.71 

'1'. 

--i.'2P 

O.Vfi 

4  0 

0.42 

0.5 

-2.2i: 

0.58 

0.0 

0.64 

0  2 

-1  6r 

0.84 

-1.12 

l.on 

r 

-1.57 

O.PO 

0  5 

~\'.K 

T. 

o.ii: 

n  2 

0  72 

T. 

-0  6 

1.24 

T. 

i'.74 

T 

-1.92 

1   46 

0.2 

Eldred  G.  Young. 

K.  C.  Bennett. 

Brick  South  worth . 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W    R.  Carson.  Sr. 

Frank  T.  Street,  Jr 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne- 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lagore.* 

S.  J.  Lowry. 

Lockmaster. 

Wm.  Shelton. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

iMrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 
i  R.  P.  Coldiron. 
j  Kentucky  Utilities  Co. 
!  .roe  Norfleet. 
I  ."tfrs.  Katie  Payne. 
j  Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

.Mrs.  Bettie  K.  H.  Alcorn. 
I  Lockmaster. 
'  L.  O,  Stiles. 

J.  C.  ogg. 

Kentucky  Utilities  Co. 

I>.  Lera  Hughes. 

U.S.  Weather  Bureau. 
I  Lockmaster. 
;  Lockmaster. 
'  1  ^  S .  Weather  Bureau 

US.  Weather  Bureau. 
1  Ivan  J.  Ellsworth. 

IC.  0-  Cooper 

I'hester  Williams. 

Sisters  of  Loretto. 

Lockmaster. 

WillaS.Ratta. 

C.  W.  Guernsey. 

Airway  Station. 

Thad.  Cheatham,  Sr. 

Lockmaster. 

Miss  Nettie  B.   Simpson. 

Lockmaster 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  Ambros. 

Lockmaster. 

S.   M  Hill. 

•  lossie  Oldham. 

1  ucille  C.  Stamper. 

1.  A.  Glascock 

Lockmaster. 

Mrs    Ruby  A.  Burton. 

Lockmaster. 

U.  A.  Baily. 

1  ockmaster. 

.1.1s- T   Goff. 

K.  J    Howard, 

Zcb  Heston. 

.laines  S.  Allen. 

Lockmaster. 

M:ilMifW  Woodson 

w  .  K    McKee. 

(ian-et  Combs. 

Lockmaster. 

A .  L.  Donta. 

U.  S  Weather  Bureau. 

Cs<nev  Run  Com.  Cen. 

IL   W.  Jones. 

I  .ockma.ster. 

'     W    (Jrooke. 

Lockmaster. 

Lockmaster. 

Wadely  West, 

Lockmaster. 

.\irway  Station. 


All  temperature  data  are  taken  from  self-regi<:t<^riii^'  thermf 

The  departures  from  normal  temperature  and  proripitation 

used  in  determiningsection  or  division  means.  tltiii 

Reference  letters.  •,  '',  ",  appearing  in  the  table  indicate 

t  Also  on  other  dates.    +t  Received  tno  late  to  be  inclndf 

•Rainfall  recnrd  bv  1'.  S.  Kngincers;  temperature  recon 


are  computed  only  for  such  stations  as  have  ten  or  more  years  < 
ii.^^ey,   Brownsville  and  Woodbury  are  Locks  on  the  ftreen  Rivei 
number  of  days  missing;  for  example,  b  represents  two  days,  etc. 
■d  in  means  and  .summaries  T   Precipitation  is  less  than  0.01  inch  ram  or  \ 

l)y  .loe  l„igorc  at  Padncali  No.  2. 


Jantaiiy,   IMIl 


CI-IMAlOLCHilCAI.    DATA.    KKNTCCKV    SKC'i'lON 


Dally  rroclpltiitlon  for  January,    1941. 


Weslmt  Oivi»ion 

Boavor  Dam. Q 

UiUhoun U 

KnrlluKton U. 

KoriU  Forry  Dam  60' 0. 

UllbertsviUe* T 

(inuMiviUe U 

Hartford  Q 


Heiuierson 

Uoiikinsvllle' 

LovelivcevlUe 

Maytiold 

Murrny    

v)\voiisboro    

Owi'imboro,  Dam  46  ' 

I'uducfth' 

k'riucetoii.     

Kumsov,  Lock  No.  2  ' 

Rus.«ellvl11a  • 

t'nioiitown.  Dam  49' 

CoUrnl  Dinsion 

.Vddison,  Dam  46.' 

AuchoraRH 

Bowling  Oreen    

Bowling  (Ireen  No.  2* 

lirowiisviUf.LockNo.  6' 

Biirnsiiie-   

Ciirrolltou    i.ock  No.  1' 

riermont 

C"ld  Spring,  Dam  86' 

Danville' 

Dix  Dam,  Bnrgin 

Eadsville' 

Kubank 

Kraiikfort.LockNo.  4' 

Gest.  Lock  No.  3' 

Glasgow 

Grant,  Dam  S3' 

(ireensburg  ' 

High  Bridge, Lock  No.  7'.... 

(rvington   

LaGrange 

Liiucat*tfr' 

Leitchfield  ' 

Lexington  + 

Little  Hickman,  Lock  No.  8  ' 

Loclcport,  Lock  No.  2  ' 

Lduisvu.i.eI  t- 

Do.  Bowman  Field 

Mammoth  Cave^ 

Monticello  - . 

Munfordville  ' 

.St.  .John 

S.ilvisa,  Lock  No  6  't 

?ihelbyvllle  

Smith's  Grove 

Stearns  

Tavlorsville 

Tyrone, Lock  No.  5  't 

Williarastown  

•Voodhnry.Locl;  No.  4'. 

EnHei'n  Divhinn 

Annvil>  

Ashland  ' 

Berea   

College  Hill,  Lock  No.  11'  ... 

(!ynthian:i  ' 

Falmouth'   

Farmers  ' 

Fleminssbnrg  ' 

Ford.  Lock  No.  10  't 

Gravson  ' 

(ireennp,  Dara    30'V/ 

Hazard'// 

Heidulberg.  Lock  No.  14'. 

Jackson  ' 

leukins'- . 

Louisa' 

Lvnch  [near]   

.MaysviUe,  Dam  33' 

Middlesboro      — 

Mount  Sterling 

Oneida ' 


O. 

C 

M 

M 

T. 

O 

O. 

O. 

G 

G. 


O 

..  ..K 
K. 

'.'.!'.'.'.c! 

K 

K 

G 


i3o5 


Oneonta  Da 

Paintsville  '' 

Pikeville 

Pippapass  ■.. 

Quicks:iud' 

liavenua,  Lock  No.  12'... 

Rifhmnncl   - 

Valley  Vi^w.Lock  No.  fl2 
Vancebnrg, Dsim  No.  ,32  '. 

Williamsburg*. 

Willow, Lock  No.  1.3'.    ... 
Winchester 


10     11     12     18 


2.86 
2.70 
2.91 
2.18 
2.47 
1.69 
2.86 
3.26 
2.4» 
8.06 
2.29 
2.18 
2.80 
2.39 
2.60 
2.86 
2.60 
1.98 
2.48 


2.84 
2.21 
2.16 
3.61 
2.67 
2.92 
2.29 
1.97 
2.47 
3.21 
2.62 
3. 06 
2.79 
2,45 
2,14 
2.63 
2.  SB 
2.51 
2.53 
2.33 
2.64 
2.32 
2.48 
8.14 
2.32 
2.70 
2.59 
2.58 


3.10 
2.86 
2.  OS 


.13 


2.60 
3.04 
2.20 
2.71 
2.14 
1.19 
1  2.61 
i  2.62 
2.78 


2.84 
2.59 
3.43 


ipirt^oX^WeTther  BurTk^  If*^  '''  the  afternoon,  n^ear  snn,.et.  and  precipitation  recorded  is  for  24  honrs  end,r,gat  rin,e  of  observation, 

amount  then  reSrdedsfoTthfp?eoed7ng^^^^^  "  '°'  '^'     ^p''-eriSft''««'^n."^''"  ^*^U°  "j'dnight  unle..s  otherwise  indicated.  ^    'Precipitation  measured  in  the  morning: 

^X^^^^^^'f^'^'^^'^kL^   ^^-'  of^^r^^!^^^TY^^^^,,,  K,  :•^^:Xt^^raT,,"el^Vv°.'l"a\^'"S?^h=;'l,.  Kv.  : 
Kontuckv:  .S^  salt-  'G  «  Gree;:"!^n,  ?'u'^?;;^;^a:^d"•   T)  TennSJe"   'o^J^hfo^  fM^lL^^'^^.^^^"""  '"'  '^Cn  ^^gy^llatTwirdlS"  '^^^''  '""'"    "-'  "-""'""^  '"^' 
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CLIMATOLOGICAL  DATA 

KENTUCKY 

SECTION. 

J 

ANUARY,    1941 

Daily  Temperatures  for  January 

1941. 

stations. 

1 

2 

I 

4 

5 

6 



« 

9 

10 

11 

12 

13J14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

^ 

29 

^ 

31 

Mean 

Western 

Dh-ieion. 

Beaver  Dam  ••■ 

\  Maximum... 

58 

57 

43 

35 

25 

32 

42 

48 

41 

45 

41 

57 

64 

50 

52 

55 

62 

41 

31 

46 

67 

65 

47 

42 

41 

49 

41 

38 

32 

38 

48 

44.5 

■■■■  )  Minimum.... 

3S 

37 

30 

21 

13 

11 

16 

19 

32 

20 

28 

21 

27 

85 

37 

46 

39 

21 

13 

24 

29 

42 

36 

36 

27 

35 

29 

29 

28 

28 

26 

28.1 

S  Maximum  . . . 

57 

56 
41 

46 

84 

24 

IS 

35 
12 

42 

44 

19 

41 
83 

46 
23 

43 
30 

55 

66 
22 

50 
35 

54 
39 

65 
46 

51 
38 

48 
21 

30 
11 

46 
25 

68 
28 

56 
42 

49 

43 
35 

41 
3f 

48 
85 

41 
29 

34 
29 

32 

31 

29 

49 
26 

46.1 
'■29.0 

••••  i  Minimum.... 

Earlington 

j  Alaximum  . . . 

57 

56 

46 

38 

29 

43 

45 

44 

47 

51 

60 

5b 

56 

56 

65 

51 

41 

34 

51 

60 

67 

4! 

43 

43 

49 

45 

33 

82 

38 

5; 

46.9 

—  (  Minimum 

38 

42 

33 

25 

15 

1' 

15 

19 

34 

21 

31 

23 

31 

38 

43 

48 

41 

14 

•J4 

42 

37 

38 

31 

38 

31 

30 

30 

30.5 

Hreenville 

i  Maximum  . . . 

5b 

55 

44 

39 

36 

30 

45 

45 

45 

47 

45 

58 

55 

53 

65 

56 

49 

40 

33 

48 

57 

55 

49 

42 

40 

49 

46 

33 

32 

39 

61 

46.0 

••••  i  Minimum.... 

40 

30 

25 

If 

16 

20 

31 

19 

30 

20 

29 

35 

40 

46 

40 

20 

JO 

22 

25 

41 

34 

35 

27 

35 

28 

27 

27 

27 

26i    27.8          1 

H 

1  Maximum  . . . 

57 
42 

56 
40 

44 
29 

36 
23 

25 
12 

< 

43 

17 

42 
20 

40 
32 

46 
21 

42 
30 

57 
24 

54 
3( 

62 
35 

53 

S8 

55 
46 

50 
39 

41 

19 

84 

10 

47 

58 
30 

5c 
45 

45 
84 

41 
34 

39 
25 

46 
35 

40 
29 

63 
28 

31 
28 

41 

2S 

47 
24 

45.3         ! 
28.4 

llenaerson —  • 

■  ■  ■    1  Minimum .... 

tlopkinsville   .. 

S  Maximum  . . . 

56 

57 

44 

83 

27 

34 

48 

47 

44 

41 

41 

60 

56 

59 

55 

54 

60 

43 

31 

bi 

58 

56 

52 

45 

45 

60 

40 

35 

32 

36 

51 

46.3 

••••  (Minimum.... 

39 

46 

31 

25 

15 

12 

17 

24 

23 

32 

30 

21 

25 

31 

38 

46 

46 

26 

13 

24 

29 

85 

36 

32 

35 

29 

27 

SO 

35 

29.7 

Lovelaceville... 

S  Maximum  . . . 

56 

64 

51 

48 

38 

34 

46 

50 

60 

60 

4b 

59 

57 

65 

62 

57 

5! 

34 

63 

59 

b\ 

61 

46 

45 

48 

44 

34 

41 

54 

49  0 

■■■■  i  Minimum.... 

48 

44 

32 

27 

18 

16 

22 

26 

35 

20 

30 

22 

29 

40 

45 

46 

39 

23 

14 

23 

29 

46 

36 

38 

84 

40 

32 

29 

29 

30 

26 

31.2 

Mayfield 

j  Maximum... 

54 
3« 

58 

4h 
33 

43 

30 

33 

18 

34 

47 
22 

52 

50 

47 
20 

45 

58 

54 

64 

58 

55 

54 

40 

33 

60 

58 

57 

52 

43 

46 

48 

45 

45 

"490 

—  (  Minimum  — 

44 

11 

30 

33 

30 

27 

36 

40 

45 

49 

40 

15 

26 

35 

44 

37 

85 

40 

22 

2- 

28 

29 

30 

81.  4 

j  Maximum  . . . 

64 
31 

45 
30 

47 
23 

48 
23 

27 

35 
14 

32 
22 

49 
22 

52 
25 

46 
22 

42 
30 

44 
32 

57 
27 

64 
43 

5f 
47 

63 
48 

51 
35 

37 
19 

S3 

15 

59 

58 
33 

55 
40 

58 
38 

46 
33 

48 
35 

49 
41 

44 

32 
29 

38 
27 

34 

28 

45.9 
29.0 

•■■■  !  Minimum.... 

Owensboro 

J  Maximum  . . . 
1  Minimum 

55 

53 

45 

84 

28 

30 

41 

40 

41 

44 

40 

54 

62 

52 

54 

64 

54 

48 

51 

66 

55 

49 

41 

41 

45 

40 

32 

36 

38 

43 

44.  3 

50 

39 

29 

21 

12 

11 

18 

18 

31 

21 

80 

22 

84 

38 

48 

48 

19 

11 

25 

29 

41 

37 

33 

24 

34 

28 

28 

24 

27 

25 

28  6 

Paducah(near). 

\  Maximum  .  . 

54 

58 

47 

40 

31 

31 

43 

60 

47 

*i 

43 

53 

5.= 

58 

57 

55 

52 

38 

33 

51 

69 

69 

47 

42 

34 

35 

83 

50 

46.0 

■•••  !  Minimum.... 

4f> 

43 

34 

19 

16 

24 

32 

35 

32 

25 

82 

40 

44 

4H 

37 

22 

15 

26 

33 

37 

38 

34 

3f 

82 

30 

30 

80 

29 

S2.2 

. 

(Maximum... 

52 

67 

45 

41 

29 

34 

48 

46 

45 

47 

41 

59 

55 

61 

55 

55 

51 

4( 

33 

4  49 

59 

5f 

51 

43 

42 

48 

43 

33 

32 

39 

63 

46.5 

Princeton 

—  1  Minimum .... 

41 

42 

32 

29 

13 

10 

17 

24 

34 

22 

31 

24 

35 

38 

45 

48 

40 

21 

11 

26 

Sli 

44 

36 

38 

32 

37 

^Q 

28 

29 

29 

29 

30.5 

RnssellvilleSg... 

1  Maximum  . . . 

66 

67 

44 

36 

25 

32 

47 

60 

40 

46 

38 

55 

55 

65 

53 

58 

49 

30 

32 

47 

57 

65 

59 

44 

45 

50 

33 

32 

39 

61 

45.9 

•■••  minimum.... 

49 

45 

29 

26 

15 

10 

11 

16 

21 

20 

22 

21 

26 

32 

35 

42 

45 

14 

25 

81 

35 

36 

82 

32 

2E 

22 

26 

26 

28 

27.0 

Central  Diri^inn. 

\  Maximum... 

69 

66 

49 

39 

20 

82 

39 

61 

42 

39 

39 

63 

41 

39 

49 

61 

51 

46 

20 

40 

52 

51 

49 

36 

40 

45 

46 

32 

30 

36 

44 

42.6 

Ancnorage  

I  Minimum.... 

35 

35 

30 

19 

10 

10 

15 

20 

31 

20 

23 

21 

25 

32 

34 

45 

38 

24 

13 

17 

25 

37 

35 

33 

34 

33 

31 

30 

29 

29 

23 

27.0 

Bowling  Green. 

j  Maximum  . . . 

48 

59 

49 

40 

32 

35 

44 

52 

44 

43 

42 

54 

57 

53 

63 

55 

53 

42 

36 

45 

56 

56 

65 

48 

42 

50 

50 

88 

34 

88 

60 

46.9 

'  Minimum.... 

38 

42 

33 

28 

15 

11 

16 

22 

34 

32 

81 

21 

27 

36 

87 

35 

40 

23 

15 

22 

26 

40 

36 

36 

31 

34 

30 

28 

27 

30 

29.2 

S  Maximum  .  . . 

60 

66 

52 
31 

42 
30 

32 
12 

22 
3 

31 

6 

43 
12 

53 
39 

40 
11 

41 
30 

40 
21 

55 
20 

59 
32 

42 
39 

49 
46 

57 

47 

5P 
29 

31 
9 

30 
22 

43 
18 

58 
41 

51 
35 

40 
34 

38 
36 

47 
31 

83 
29 

33 
27 

32 
29 

26 
28 

42.8 
27.8 

■■■'  (  Minimum... 

Danville 

)  Maximum  . . . 

62 

63 
43 

45 
32 

36 
23 

13 

32 

41 
12 

53 
19 

45 
33 

40 
21 

37 

28 

56 
21 

55 
27 

43 

31 

^.^ 

55 
45 

63 

45 

fe 

30 
15 

41 

18 

57 
80 

58 
36 

52 

35 

42 
36 

40 
81 

49 
32 

47 
31 

35 
27 

32 
27 

85 
27 

42 
31 

45.4 
23.0 

"'■■  '  Minimum.... 

l)ix  Dam 

(Maximum  ... 

(51 
36 

61 

45 

45 
35 

39 

26 

26 
14 

31 

11 

43 
15 

52 
21 

49 
22 

63 
21 

40 
32 

54 
24 

54 
28 

44 
H3 

48 
33 

56 
46 

54 
42 

50 
32 

31 
17 

42 

58 
23 

63 
38 

42 

38 

48 
34 

47 
34 

86 
30 

31 
30 

35 
SO 

S3      29'.  4 

••■■  (Minimum.... 

1 

j  Maximum  . . . 

57 
37 

62 
38 

49 
24 

42 
22 

30 
12 

36 

n 

45 
13 

r. 

39 
31 

49 
25 

36 
20 

65 
19 

57 
24 

i 

63 
36 

59 
37 

64 

47 
24 

43 
17 

46 
19 

48 
22 

62 

3fi 

49 

37 

49 

34 

46 
34 

50 
34 

39 
26 

36 
26 

34 
26 

32!     26'6 

•••■  1  Minimum.... 

Vfnrt 

j  Maximum  ... 

62 

62 
40 

45 
32 

4C 
24 

25 
10 

80 

8 

40 

53 
19 

46 
34 

41 
35 

43 
29 

58 
19 

58 

43 
32 

49 
29 

65 
43 

or 

47 
27 

32 
15 

44 
17 

68 
20 

68 
32 

52 
35 

43 

46 
33 

40 
32 

35 
28 

36 

28 

48 
20 

36 
SO 

45.8 
27.4 

1  Minimum.... 

1  Maximum  . . . 

5f 

62 
49 

50 
33 

S3 
13 

48 
16 

52 
20 

It 

42 

20 

42 
27 

55 
21 

59 
26 

36 

54 
37 

53 
47 

*i 

47 

28 

30 
17 

47 
23 

68 
27 

68 
37 

66 
37 

50 
39 

45 
35 

53 
85 

52 
32 

85 
30 

1 

37 
28 

46 
31 

'■49.2 
''30.7 

Glasgow   

■  ■  ■  ■  /  Minimum .... 

. 

\  Maximum... 

60 
35 

63 
42 

45 
30 

4i 

20 

27 
14 

33 

43 
11 

53 
17 

48 
32 

42 

18 

tl 

54 
16 

60 
21 

56 
32 

60 
32 

55 
40 

55 
43 

46 
24 

30 
15 

45 
19 

58 
21 

53 
35 

53 
35 

45 
36 

.8 

52 
84 

51 
SO 

34 

58 

34 
26 

86 

26 

46 
36 

46.8 
27.0 

•••■  (  Minimum.... 

Irvington 

)  Maximum  ... 

58 

56 

41 

35 

22 

3C 

40 

52 

42 

40 

38 

52 

53 

42 

50 

51 

39 

37 

43 

57 

53 

44 

39 

38 

47 

36 

3? 

31 

37 

44 

43.0 

1  Minimum 

35 

34 

27 

19 

n 

10 

15 

20 

30 

20 
44 

26 

21 

28 

32 

32 

45 

37 

20 

11 

21 

27 

40 

34 

32 

28 

34 

29 

28 

27 

27 

28 

26.7 

Leitehfield 

(  Maximum  . . . 

44 

44 

40 

57 

57 

50 

50 

53 

51 

43 

31 

48 

60 

53 

52 

43 

40 

48 

48 

34 

32 

36 

49 

M6.1 

'  Minimum 

11 

33 

22 

29 

22 

31 

33 

36 

46 

45 

22 

13 

24 

29 

42 

35 

34 

27 

83 

29 

26 

27 

27 

30 

829.5 

L>^xington   

j  Maximum  . .. 

61 

61 

43 

32 

22 

30 

43 

53 

40 

38 

35 

54 

49 

41 

45 

49 

38 

29 

41 

55 

49 

40 

38 

36 

45 

38 

30 

30 

33 

42 

41.7 

■■"■  i  Minimum.... 

37 

86 

28 

17 

11 

9 

16 

24 

31 

24 

25 

22 

29 

31 

34 

45 

88 

21 

15 

21 

26 

39 

35 

33 

31 

32 

2S 

27 

27 

26 

27 

27.3 

Louisville 

)  Maximum  . . . 

58 

58 

42 

36 

20 

33 

41 

49 

43 

41 

37 

53 

42 

42 

50 

53 

62 

38 

27 

40 

66 

53 

42 

38 

40 

45 

37 

34 

32 

39 

44 

42.4 

■•■•  /  Minimum.... 

39 

33 

2( 

12 

U 

21 

28 

32 

29 

27 

34 

34 

34 

48 

88 

20 

16 

26 

30 

38 

36 

33 

30 

36 

31 

31 

SO 

30 

30 

29.8 

Do.  Bowman  Fifild  :}!?ximum  ... 

fiO 

56 

41 

35 

19 

31 

40 

50 

43 

40 

Bfi 

04 

41 

39 

49 

52 

50 

37 

27 

41 

55 

52 

40 

37 

37 

44 

34 

S3 

3! 

37 

43 

41.4 

:Miiiimum 

36 

37 

81 

19 

12 

13 

18 

22 

31 

25 

25 

25 

28 

32 

31 

46 

37 

20 

14 

23 

28 

38 

83 

31 

34 

31 

30 

29 

29 

26 

28  0 

Mammoth  Ca ve- 

) Maximum  ... 

59 

59 

44 

33 

21 

33 

46 

S3 

41 

44 

39 

55 

69 

51 

50 

53 

50 

SO 

31 

45 

69 

54 

47 

44 

43 

50 

34 

34 

32 

36 

47 

44.5 

■■•"  (  Minimum 

34 

39 

28 

25 

10 

7 

10 

15 

17 

■20 

20 

17 

18 

27 

35 

42 

46 

28 

15 

15 

25 

33 

35 

35 

30 

32 

30 

28 

26 

26 

18 

25.  4 

st,  .loht) 

j  Maximum  . . . 

58 

56 

43 

36 

25 

30 

42 

5! 

45 

4n 

39 

54 

54 

54 

48 

51 

52 

44 

30 

42 

56 

53 

62 

41 

39 

47 

47 

33 

33 

35 

45 

44.4 

"■■■  '  Minimum.... 

37 

.^9 

30 

22 

12 

10 

15 

20 
60 

33 

•^0 

28 

21 

32 

34 

45 

42 

22 

12 

20 

27 

39 

31 

33 

30 

33 

SO 

28 

27 

30 

27.5 

r^helbyville  

(Maximum... 

59 

58 

41 

36 

23 

31 

41 

43 

38 

38 

54 

47 

39 

4S 

51 

43 

37 

89 

55 

52 

49 

38 

36 

43 

45 

32 

31 

85 

43 

42.4 

)  Minimum.... 

3:1 

38 

28 

19 

8 

13 

19 

31 

20 

26 

18 

24 

tQ 

30 

42 

23 

12 

15 

23 

36 

32 

32 

29 

30 

29 

26 

26 

25 

24 

26.8 

Smith's  Grove  •■ 

'  Maximum  .  . . 

68 

61 

45 

34 

26 

34 

47 

50 

40 

42 

40 

63 

57 

49 

51 

54 

50 

88 

31 

43 

58 

65 

49 

45 

40 

51 

37 

34 

31 

37 

48 

44.8 

■  "'  (Minimum.... 

40 

33 

27 

18 

15 

13 

18 

24 

31 

22 

23 

21 

28 

37 

44 

46 

38 

20 

17 

25 

29 

40 

37 

38 

33 

.34 

31 

SO 

28 

28 

28 

28  9 

Stearns 

: Maximum  ... 

68 

64 

41 

3R 

25 

34 

45 

54 

42 

42 

57 

61 

59 

49 

66 

61 

39 

30 

45 

66 

64 

52 

52 

38 

40 

31 

84 

34 

45 

45.6 

■■■■  :Minimum.... 

33 

89 

25 

17 

10 

7 

14 

22 

30 

25 

22 

18 

29 

37 

43 

46 

89 

22 

18 

18 

25 

39 

39 

37 

34 

34 

29 

26 

22 

22 

27 

27.5 

Taylorsville   ■•■• 

: Maximum  ... 
:  Minimum.... 

; 

:: 

:: 

Williamstown  . . 

j  Maximum  ... 

57 

58 

42 

36 

21 

30 

36 

49 

43 

.38 

35 

.51 

47 

38 

43 

60 

61 

46 

.35 

37 

.54 

4* 

FO 

45 

35 

39 

43 

39 

si 

35 

41 

■■42:n 

K(i.«^fni 

■■■■  /Minimum.... 

35 

40 

31 

20 

7 

14 

26 

33 

26 

29 

22 

27 

29 

30 

41 

45 

27 

13 

17 

21 

40 

33 

30 

28 

31 

30 

26 

27 

27 

26 

27  0 

Aniiville 

.Maximum  . . . 

61 
29 

62 

47 

37 

23 

33 

44 

61 

42 

40 

36 

54 

58 

41 

48 

60 

64 

49 

31 

40 

55 

61 

51 

42 

49 

49 

84 

31 

34 

44 

45.4 

:Mimmum.... 

45 

26 

16 

9 

8 

10 

13 

29 

25 

27 

15 

18 

31 

25 

40 

45 

26 

12 

13 

37 

32 

33 

31 

25 

25 

23 

27 

25.0 

Ashland   

(  Maximum  ... 

57 

62 

57 

37 

26 

82 

40 

52 

en 

40 

38 

54 

45 

40 

40 

56 

57 

53 

38 

37 

57 

55 

46 

44 

40 

42 

35 

33 

87 

43 

46.0 

■■■'  1  Minimum.... 

30 

44 

37 

22 

14 

8 

14 

20 

30 

30 

31 

23 

26 

29 

37 

40 

32 

20 

17 

16 

38 

35 

30 

32 

35 

24 

27 

31 

35 

27.0 

P 

(  Maximum  . . . 

60 
33 

62 
34 

47 
32 

35 
21 

?•! 

32 
11 

41 
9 

s 

56 
32 

39 
26 

28 

54 
21 

55 
32 

47 

49 

38 

57 
45 

55 
45 

50 
28 

30 
15 

42 
16 

56 
19 

54 
43 

52 

35 

50 

37 

s 

49 

30 

29 
26 

25 

34 
56 

35 

41 
,30 

45  0 
27.9 



■■■■  (  Minimum.... 

Farmers 

1  Maximum... 

57 

50 

39 

25 

18 

28 

40 

47 

47 

39 

32 

51 

36 

S** 

4? 

55 

51 

51 

31 

36 

51 

51 

41 

38 

38 

40 

38 

33 

31 

34 

38 

40.2 

■■■■  1  Minimum.... 

30 

46 

35 

19 

IS 

4 

10 

18 

82 

24 

29 

18 

72 

31 

29 

41 

46 

30 

)8 

14 

17 

28 

37 

35 

."2 

82 

33 

26 

28 

29 

32 

27.0 

•Heidelberg 

1  Maximum  . . . 

59 

62 

52 

38 

26 

31 

43 

54 

43 

42 

39 

59 

53 

44 

59 

55 

62 

32 

40 

57 

67 

51 

48 

42 

48 

18 

35 

33 

45 

46.5 

■■••  1  Minimum.... 

31 

32 

38 

19 

11 

5 

9 

15 

31 

24 

31 

19 

22 

34 

41 

38 

as 

21 

16 

17 

SO 

41 

39 

Sfi 

35 

35 

29 

29 

■24 

32 

27.4 

Lynch  [near]  ■   . 

j  Maximum  . . . 

56 

48 

49 

28 

34 

43 

44 

30 

30 

44 

45 

4S 

47 

tn 

48 

43 

35 

33 

45 

41 

49 

56 

51 

46 

46 

46 

47 

40 

31 

N3.1 

■■■■  1  Minimum.... 

38 

39 

22 

:'. 

0 

15 

23 

25 

11 

16 

13 

30 

33 

38 

,'14 

24 

8 

9 

21 

31 

37 

34 

36 

24 

23 

16 

15 

18 

19 

'-'2S .  7 

Maysville 

(  Maximum  .  . . 

55 

60 

46 

37 

22 

32 

37 

47 

4" 

3S 

38 

52 

40 

41 

42 

53 

47 

31 

35 

55 

60 

50 

37 

35 

3S 

43 

33 

32 

36 

41 

41.7     . 

•■■■  (  Minimum.... 

33 

45 

36 

21 

12 

7 

13 

20 

35 

29 

31 

22 

24 

32 

3? 

39 

4.3 

31 

IS 

16 

^f 

SO 

36 

34 

31 

RR 

33 

27 

29 

?0 

32 

28.1 

Middlesboro. . . . 

Maximum... 

58 

61 

61 

48 

40 

37 

42 

50 

49 

45 

45 

54 

5' 

59 

6n 

63 

59 

62 

44 

43 

53 

64 

fO 

6? 

54 

FO 

5R 

40 

3K 

40 

46 

51.1 

■■•■  1  Minimum.... 

49 

36 

2r 

15 

9 

14 

16 

23 

22 

31 

17 

21 

36 

30 

46 

49 

34 

22 

14 

20 

31 

44 

45 

07 

33 

.IF 

3F 

28 

0" 

24 

28.7 

Mount  Sterling  . 

:  Maximum  . . . 

61 

58 

42 

34 

20 

31 

40 

49 

49 

39 

40 

5? 

48 

43 

57 

63 

45 

32 

S^^ 

64 

52 

47 

44 

37 

4.^ 

47 

3f 
26 

31 

41 

43.0 

■■■■   •■Minimum.... 

84 

37 

28 

20 

12 

8 

16 

20 

33 

27 

?8 

22 

27 

as 

?■'> 

43 

40 

27 

16 

17 

22 

39 

36 

3'} 

31 

31 

30 

97 

OR 

29 

27.5 

Pikeville 

j  Maximum .  . . 

68 

66 

46 

42 

26 

33 

44 

48 

42 

42 

40 

50 

57 

61 

63 

46 

38 

39 

55 

61 

4S 

53 

30 

49 

47 

34 

36 

41 

44 

46.8 

■■■■  (Minimum.... 

33 

45 

26 

18 

12 

9 

13 

19 

29 

27 

31 

2R 

25 

so 

30 

4? 

37 

30 

M' 

17 

19 

29 

-10 

38 

35 

35 

33 

30 

2« 

PR 

30 

27. .', 

Pippttpass   

j  Maximum... 

65 
30 

40 

65 
46 

41 

52 
36 

26 

24 
20 

26 
12 

14 

34 

6 

6 

47 
11 

io 

45 
16 

43 

27 

28 

43 
24 

27 

40 
29 

57 
20 

?0 

59 
26 

34 

35 
32 

41 
29 

53 
42 

53 
43 

3S 

45 
34 

33 

35 
21 

IS 

59 
22 

16 

29 
27 

,^3 
43 

52 
39 

46 
35 

44 
33 

34 

60 
36 

34 

31 
27 

3S 
SO 

28 

40 
21 

22 

42 
25 

31 

46.7 
"27!  6 

Qnicksand 

'  Minimum.... 

: Maximum.  .. 

■■■■   :Minimum.... 

Kichinond  •  •  •  • ... 

:.Maximum  ... 

65 

60 

52 

40 

3; 

85 

40 

50 

38 

40 

37 

55 

52 

45 

4* 

64 

55 

45 

35 

45 

66 

47 

40 

4'' 

45 

38 

34 

34 

37 

4? 

44.9 

■■■     :  Minimum.... 

40 

52 

34 

32 

14 

in 

17 

25 

37 

26 

SO 

24 

35 

34 

36 

44 

45 

^r, 

17 

20 

26 

■S2 

38 

RR 

34 

34 

3R 

2R 

2« 

28 

32 

.31.2 

Williamsburg  •  • 

IMaximum.  .. 

6n 

66 

51 

42 

31 

35 

45 

5.3 

49 

46 

43 

37 

60 

56 

60 

58 

51 

45 

55 

66 

52 

60 

46 

59 

42 

34 

37 

<I7 

4S.8 

:Minimum.... 

36 

52 

35 

21 

13 

2n 

13 

19 

27 

28 

?n 

19 

?2 

37 

33 

47 

46 

32 

26 

17 

24 

34 

44 

4? 

36 

33 

34 

2" 

95 

?0 

31 

29.5 

Winchester 

(  Maximum  ... 

60 

_J 

41 
30 

35 
19 

.32 
in 

3n 

7 

42 
12 

61 
24 

44 

82 

39 

25 

35 

53 
22 

48 
?9 

4:< 
3n 

44 
31 

55 
^3 

Ji 

45 
96 

15 

40 

17 

5^ 

50 

Ji 

.10 

RF. 

37 

31 

46 
30 

46 

31 

30 
26 

_! 

4n 

43.4 

«iii(,iiesier    ....            /  Minimnm    .. 

RO     27.4 

SS  IiiBtniments  are  read 

in  tl 

p  m 

)riii 

ng: 

he  r 

naxi 

miin 

p  thf 

Ar\  i 

chfi 

rpp( 

to 

hP  t 

din' 

'dai 

wh 

ch  i 

tall 

nnst 

aUv 

lysf 

CPU 

rs 

*.''. 

etc.  indicate  resp 

pctiv 

pIt 

r.  fl 

ava 

mis 

inir 

fro 

Tl   rp 

porfl 
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OENEKAL   SUMMARY. 

N'iiriable  temperatuiv  ooiuUtidus,  with  the  nvoragc  near  n.n-- 
iiml,  prevailed  during  Iho  (irst  liiill'  of  tlic  month.  Niglit  temp- 
eratures were  low  enough  to  prevent  growth.  Some  plowing 
occurred  on  the  warmer  days,  mainly  in  the  southwestern 
counties.  The  weather  of  the  last  two  weeks  was  decidedly  (!old, 
with  temperatures  for  the  period  averaging  from  8''  to  K'^'  below 
normal.  The  ground  remained  frozen  practically  all  of  the 
time,  which  prevented  plowing  and  adversely  afi'ected  the  prepa- 
ration of  tobacco  plantbeds.  Some  beds  were  sown  in  the 
southwestern  districts,  but  little  work  of  this  character  could  be 
accomplished  in  most  of  the  State.  Preparations  for  early 
gardening  remained  in  abeyance.  Except  for  cleaning  up 
fields  and  other  preliminary  outdoor  activities,  for  which  the 
dry  weather  was  favorable,  very  little  progress  was  possible  in 
farm  or  garden  work.  Even  these  efforts  were  made  uncom- 
fortable on  several  days  by  the  severe  cold. 

Precipitation  was  very  light,  causing  no  run-off  of  consequence 
and  leaving  no  excess  moisture  in  the  upper  soil  at  any  time. 
Although  considerable  freezing  and  thawing  occurred  in  the  first 
half,  the  lifting  effect  on  winter  grains,  clover,  and  alfalfa  was 
slight  on  account  of  the  relative  dryness  of  the  top  soil.  The 
severe  weather  of  the  last  decade  froze  down  the  tops  of  grains 
and  caused  discoloration ;  but  there  was  no  damage  of  conse- 
quence to  the  crown  or  roots  of  the  plants.  Except  for  this 
deterioration  in  the  appearance  of  fields,  the  condition  of  grains 
remained  generally  good  at  the  end  of  the  month.  There  was 
light  snow  cover  on  the  last  three  days.  It  was  heaviest  in  the 
eastern  counties,  but  was  not  sufficient  anywhere  to  be  of 
importance  as  protection  for  grains. 

Construction  activities,  which  were  unusually  extensive,  were 
greatly  advanced  by  the  dry  weather;  although  low  tempera- 
tures at  times  delayed  concrete  work.  The  very  brief  warm 
intervals  early  in  the  month  had  no  eft'ect  on  fruit  buds,  which 
remained  entirely  dormant.  While  inclemency  of  weather  was 
usually  lacking  and  livestock  did  not  suff'er  materially  in  the 
open,  the  young  animals  that  appear  at  this  time  of  the  year 
required  more  protection  than  usual  on  account  of  the  cold. 

TEMPERATtrEE. 

Temperatures  near  the  average  prevailed  during  the  first  six 
days.  In  the  three-day  cold  spell  that  followed  minima  ranged 
from  10"-  to  15°  at  most  stations.  The  maxima  for  the  month 
occurred  in  the  brief  warm  interval  that  centered  about  the  12th. 
After  the  middle  of  the  month  temperatures  continued  uniformly 
low.  In  the  last  decade  deficiencies  varied  from  9°  to  16°  on 
most  days.  Maximum  temperatures  were  relatively  lower  than 
minima,  due  largely  to  the  prevalence  of  northerly  winds. 
Temperatures  in  the  State  ranged  from  a  maximum  of  68*^  at 
Leitchfield  on  the  12th  to  a  mininmm  of  3°  at  Lynch  (near) 
on  the  20th. 


PRECIPITATION. 

The  precipitation  averaged  about  one-fifth  of  the  normal 
amount  for  this  month.  A  considerable  district  that  extended 
irregularly  eastward  from  Jefferson  and  Hardin  counties  to  the 

low'T  Big  Sandy  received  only  one-half  inch  of  less.  One  inch  or  slightly  more  oc- 
curred at  widely  scattered  southern  stations  and  in  a  few  extreme  western  localities 
In  other  districts,  which  comprised  most  of  the  States,  amounts  varied  between  0.5  and 
0.8  inch.  The  range  for  the  State  was  from  0.22  inch  at  Greenup  to  I  75  inches  at  Love- 
laceville.    Light  to  moderate  rain  on  the  13-I4th  was  the  only  precipitation  of  much 


iiinsdiiui'iici'.  Hcattcml  proclpltiitlon  which  wan  mostly  Know  occiirred  In  thn  porlofl* 
M  8d.6.atli,anil  16  IMIi.  Snow  In  IlKht  to  inodtTBlii  unionntt  Bho  fell  on  the  laxt  thriMi 
iliiVN.  'llui  lolul  Mu.ufiill  wiLs  1.0  Inili  or  IcsH  In  tlicr  honll.-cciilriil  conntlcH,  2.0  lo  4  0 
Inrhcs  in  western  and  uortliuni  districts,  and  ."i.  0  lo  a.O  Inches  in  inoKt  of  tho  inonnUln 
section.    A  thuudoriitorm  occurred  on  the  8d  In  some  piirtu  of  the  lilucBraxN  Kcirlon. 

MISCELLANEOUS. 

March  3. -A  windstorm  Injured  two  iiersons  In  Lincoln  Cuwuly  when  their  re«i- 
viT.  and  nni'ii.d  som,^  clmnaK''  to  ro(jfs  In  .Marlon  County. 

h'hns:  'I'lie  <  iliin  diTlliiiMl  lo  i.oc.l  staKu  dnriiiK  the  lirst  wei^k  from  a  moderate  rine 
In  llic  iirccedinw  nionlli.  and  luiiialncil  low  thoruaftor*  All  streams  of  the  State  were 
iniusually  low  for  this  time  of  year. 

PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


ilenc 


AtniosplKTl(!    pressure 
(reduced  to  sea-level.) 

Wind. 

BelaUve 
humidity 

Stations. 

1 

1 

1 

i 

It 

3  O 

a-3 

i" 

, 

a 

s 

B 
g 

11 

Cairo 111. 

Cincinnati  Ohio 

Evansville Ind. 

Louisville   Ky. 

30.  12 

30.08 
30.04 
30,09 

30.61 
30.43 
30.40 
30.46 

20 

2U 
20 
20 

29.48 
29.63 
29.46 
29. 6B 

18 

8 
18 
13 

S.8 
92 
9  6 
10.0 

27 
83 
86 
38 

se. 
w. 
nw. 

B. 

13 
17 
17 
18 

72 

77 
78 
76 

64 
54 
67 
63 

69 
64 
63 

69 

60 
56 
62 

COMPARATIVE   DATA  FOR  FEBRUARY. 


1890. 
1891. 
1892. 
1893. 
1894. 
1895. 
1896. 
1897. 
1898. 
1899. 
1900. 
1901. 
1902. 
1903. 
1904. 
1905. 
1906. 
1907, 
1908 . 
1909. 
1910, 
1911, 
1912. 
1913, 
1914. 
1915. 
1916. 
1917, 
1918. 
1919. 
1920. 
1921, 
1922, 
1923. 
1924 . 
1925. 
1926. 
1927. 
1928. 
1929. 
1930. 
1931. 
1932. 
1933. 

1935! 
1936. 
1937. 
1938. 
1939, 
U140 
1941. 


34.1 
45.6 
42.2 
42.2 
37.7 
34.6 
25.9 
37.4 
39.8 
37.4 
26.2 
32.5 
32.4 
27.9 
37.5 
35.2 
27.9 
84.7 
35.7 
35.6 
42.4 
32.9 
42.0 
29.7 
34.8 
32.2 
41.9 


31.2 
45.1 
41.6 

46. 7 
87.5 
31.8 
40.1 
32.1 


Precipitation       Number  of  days 


4.72 
2.92 
4.40 


2.32 
2.44 
1.81 
3.06 
5.56 
8.17 


8.68 
4.67 
2.66 
3.91 
3. 14 
2.65 


4. 25 
2.20 
2.86 
1.95 
2.40 
2.39 
8.03 
4.56 
0.66 
3.41 


1.2  11 

2.6  6 

10.8  11 

7.0I  12 

2.1  6 

2.8  7 


year  averages. 
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CLIMATOLOGiCAL  DATA:   KENTUCKY   tSEUTiON 


February,  1941' 


Climatological  Data  foi  February,  1941. 


Temperature,  in  degrees  Fahr. 


Preciuitation  in  inches 


Number  of  days 


c^ 


H'egtern  Division. 

Beaver  Dam 

Calhoun 

Earlin^ton 

Fords  Ferry.  Dam  50  . 

Gilbertsville 

Greenville   

Hartford  (near,' 

Henderson ■•• 

Hopkinsville 

Lovelaceville 

Maytield 

Murray 

Owensboro 

Owensboro,  Dam  46. . 

Paducah  

Princeton 

Ramsey.  Lock  2  t 

Russellville 

Uniontowu.  Dam  49.. 

Central  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brownsville, Lock  6t. 

Burnside 

Uarrollton.Lock  1 

Clermont   

Cold  Spring,  Dam  86.. 

Danville 

Dix  Dam,  Burgin 

Eadsville 

Eubank  

Frankfort,  Lock  4...- 

Gest.Lock  3 

Glasgow    

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7. 

[rvingtoii  

LaGrange 

Lancaster 

Leitchfield 

Lexington 

LittlBHickraan.LockSI 
Lockport,  Lock  2 

LOUISVILLE 

Do.  Bowman  Field. 

Mammoth  Cave 

Monticello 

Munfordville 

.St.  Jonn 

Salvisa.Lockel    

Shelby  ville 

Smith's  Grove 

Stearns   

Taylorsville 

TyroQe,  Lock  51    

Williarastown 

Woodbory,  Lock  4  t  . 
Eautem  Division. 

Annville 

Ashland   

Berea 

College  Hill,  Lock  U.. 

Cynlliiana   

falmouth 

Farmers   


Ford,  Lock  lot 

Grayson   

Greenup,  Dam  30 

Hazard 

Heidelberg, Lock  14  ... 

Jackson 

.Jenkins 

Louisa 

Lvnch  [near] 

Maysville.  Dam  33  .... 

Middlesboro 

Mount  Sterling 

Oneida 

Oneonta,  Dam  35t 

Piiiutsville 

Pikeville 

Pippiipass 

Quicksand 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9. .. 
Vanreburg,  Dam  32 ...  ■ 

Williamsburg 

Willow,  Lock  13 

Winchester  

Staf ■  averages  and  ex 


Ohio.... 

McLean 

Hopkins 

Crittenden  . . 

Marshall  

MuhlenWirg. 

Ohio 

Henderson  . . 

Christian 

Ballard 

Graves  

Calloway  — 

Daviess 

Daviess 

MeCracken   . 
Caldwell  .... 

McLean 

Logan    

Union 


Breckinridge 

Jefferson 

Warren 

Edmonson  .  .. 

Pulaski 

Carroll 

Bullitt 

Campbell   — 


Mercer 

Wayne  

Pulaski 

Franklin 

Henry 

Barren 

Boone 

Green 

Jessamine 

Breckinridge   

Oldham 

Garrard 

Grayson 

Fayette 

.Tessiimine  . . . 

Henry 

Jefferson 

Jefferson 

Edmonson 

Wayne 

Hart 

Hardin 

Mercer 

.Shelby 

Warren 

McCreary 

Spencer 

Anderson 

Grant 

Batler 


Jackson  

Boyd  ...  

.Madison 

Madison 

Harrison 

Pendleton 

Rowan  

FlemiufT  

lUark 

Carter    

Greenup 

Perry 

Lee . . . 

Breathitt 

Letcher 

LawreiK-e 

Harlan 

Mason 

Dell 

Montgomery  . . 

Clay 

Campbell 

Johnson 

Pike 

Knott 

Breatliitt 

Estill   

Madison 

Madison 

Lewis 

Whitley 


964 


6S 


12 


-2.78,  ..,. 
2.66  0.48 
0.31 
0.74 
0.31 
0.40 


-1.97 

-2'  22 
-2.02 
-2.00 
-1.93 

-2.»8 
-2.58 
-2.8" 


-2.83  0.50 
-3. .30.  0.50 
-2  RTI  0.55 
-2.09   0.45 


-2.43  0..S0 

1.39 

-2.77  0.30 

-2.61I  0.41 

-2.39'  0.61 

-3.05!  0.30 

-1.72|  0.35 

-2.95!  0.33 

-2.611  0.21 

-2  ,^7  0.45 

0.29 

-2.56  0.21 

-2.29I  0.32 

-2.781  0.41 


0.4? 
0.93 
0.57 

58 0.25 

0.29-2.79  0.12 
0.59—2,60  0.20 
-2.671  -  - 
0.,50!-2.66  0.34 
0.70  -2.29[  0.45 
0.46 
0  61 
0.60 


-3.fil 
-2.63 
-2.65 


-2.41 

-3^31 
-2.  66 
-2.  55 
-2.70 
-2.9.^ 
-2.98 
-2.48 

-2 '75 


5  2 


Eldred  G.  Young. 

K.  C.  Bennett. 

Brick  Soutlnvorth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W   R.  Carson.  Sr. 

Frank  T.  Street.  Jr 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lagore.* 

S.  J.  Lowry. 

Lockmaster. 

Wm.  .Shelton. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E    Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet- 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

L.  0,  Stiles. 

J.  C.  ogg. 

Kentucky  Utilities  Co. 

D.  Lem  Hughes. 
U.S.  Weather  Bureau. 
Lockmaster. 
Lockmaster. 

U.S.  Weather  Bureau 
U.  S.  Weather  Bureau. 
Ivan  J.  Ellsworth. 

E.  O.  Cooper 
Chester  Williams. 
Sisters  of  Loretto. 
Lockmaster. 
Willa  S.  Batta. 

C.  W.  Guernsey. 

Airway  Station. 

Thad.  Cheatham,  Sr. 

Lockmaster. 

Miss  Nettie  B.   Simpson. 

Lockmaster 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  Ambros. 

Lockmaster. 

S.  M  Hill. 

Jessie  Oldham. 

Lucille  C.  Stamper. 

C.  A.  Glascock 

Lockmaster. 

Mrs    Ruby  A .  Burton . 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

.Fas.T   Goff. 

R.J    Howard, 

Zeb  Heston. 

.Tames  S.  Allen. 

Lockmaster. 

Matthew  Woodson 

W.  R    McKee. 

Garret  Combs. 

Lockmaster. 

E,  C.Fraley. 

U.  9  Weather  Bureau. 

Ca.nev  Run  I'om.  Cen. 

K.    W.  Jones. 

Lockmaster. 

' .  W.  Crooke. 

Lockmaster. 

Lockmaster. 

Wadely  West, 

Lockmaster . 

Airway  Station. 


All  t(!raperature  data  are  taken  from  self- registering  thermometprs. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of 

used  in  determiningsection  or  division  means.  |Kuin-.('y,  Hrownsvilli- and  Woodbory  are  Locks  on  the  Green  River; 

Reference  letters, ',  ^,  »,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc. 

t  Also  on  other  dates.    ++  Pvoceived  too  late  to  be  iiicln-lcd  in  means  and  summaries  T   Precipitation  is  less  than  0.01  inch  rain  or  melted  snow 

•Rainfall  record  by  U-  9.  Engineers;  temperature  record  by  Joe  Lagore  at  Paducah  No.  2. 


Kkuuiiauy,  l!>n 


i;|,lM.\  roiAX.U  ,\l.   DATA.    KIDNTUOKV   sr;(  'I'loN 


DaUy  Precipitation  for 

Fob 

ruu 

ry, 

1041. 

Duy  of  month 

1 

1 

•i 

8 

4 

S 

e 

7 

B 

9 

10 

U 

u 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

M'fgtrrn  Division 

Houvor  Daiu 

CllllKUlIl 

....  0. 

....  u. 

.09 
T. 
.02 

'!07 

tV 

T. 

.02 

T. 
T. 
T. 
T. 

.02 

''01 
T 

'I'. 

r. 
r. 

T. 

T. 

.04 

T. 

.06 
.07 
.05 
,02 
,0A 

tP« 

.07 
.19 
.10 

0.40 

.48 
14 
.10 
.10 
.40 
.16 
.46 
.04 
1.50 
.81 
.83 
.56 
.01 
.14 
.35 
.02 

.06 

".'23 
.00 
.11 
.04 

.".. 

T. 

T. 

Korrts  Forry'DAuiM' 

OllbwtsvUle' 

(liveiiviUe 

lliutfoid  

llou.l.'rson 

lloi.kiusvilles 

lA-vohiooville 

Maylield 

Murray    . .  

....0. 
....  T. 
....G. 
...,Q. 
....0. 
....0, 

::::^: 

::::8: 
:::± 

'ioi 
■.oi 

T. 

.74 

.01 

T. 

0.99 

".ox 

.02 
T. 

.12 
.06 

T. 

.04 
.04 

0.61 
0  88 

T. 

.01 
.22 

0  58 

.07 

.60 

't.' 

T. 
T. 
T. 

.01 
.02 

t" 

'.'io 

.04 

T. 
T. 
T. 

T. 

.10 
.26 

0.07 

T. 
.02 
.01 
.Oli 
.01 

.18 
.52 
.98 
.06 
.50 
.40 
.38 

.67 

"ag 

.50 
.55 
.45 

.05 
V02 

.04 

.05 
.03 
.01 
.05 
.13 
.05 

.02 
.05 
.05 
.11 
.04 
.25 

0.88 

.01 
T. 

!oi 

T. 
T. 

tv 

t.' 

.01 
.12 

.07 
.04 
.03 
.13 

.02 

.02 
.10 

I'ft.iucfth' 

0  61 

•{luusiy,  Lock  No. 2" 

0  64 

.07 
T. 

T. 

.... 

't.' 

't.' 

tv 

I'nioutowu.  Dam  49' 

Central  Division 

....0. 

T. 

't.' 

.01 

•r. 

T. 
T 

.02 

.02 
T. 
.01 
T. 
.02 
.03 
T. 

T. 

T.' 
.02 
T. 

.::. 

.06 

.01 
.60 
.50 
.04 
.02 

0.64 

Auohoruge 

Bowling  Green    

BowliiifTdrBen  No.  2« 

Brownsville  Lock  No.  6' 

....0. 

...  G. 
....G. 
....C. 

.10 
.06 
.04 
.05 

'!oi 

T. 

.06 

.08 

0.70 
0.79 

0  67 

BuriKide"                

.07 
T 

:.'' 

■."06 

.06 

T. 

1.13 

CiirroUton   Lock  No   !'••    . 

0  51 

Cold  Spring, Dam  36" 

Danville'^ 

Dix  Dam.  Burgin 

....0. 

■  oh 

T. 

02 

.02 

.02 
T. 

;o5 

T. 

.'01 

■.'03 

'.04 
.01 
.01 

:o5 

^06 
T. 

■.'O6 

t" 

.01 

04 

m 

T. 

.01 

'."30 

.57 
.26 

'.'39 

.41 
.61 
.30 
.35 
.33 

.^.^ 
.29 

'.'65 

.06 
.01 

.02 

T. 

T, 

t 

'.03 

07 

■.'02 

■.'63 
.02 
.10 

.02 
.08 
.03 
.05 

"^' 
.10 
.03 
.08 
.05 
.02 
.04 

Vo9 
.08 
.12 
.07 
.03 
.01 
.09 
.10 
.09 
.02 
.04 
.14 
.02 
.07 

V66 
.05 
03 

■1 
.16 

.01 
.10 

;Si 

VV2 

.08 
.24 
.25 

Vio 

'.'01 
.29 
.09 

Vol 

.19 
.13 
.35 
.20 
.19 
.10 
.07 
^05 

.2) 
.06 

T. 
.02 

■!o5 

.30 
T. 
T. 
T. 
T. 
.01 

t" 

0.75 

'06    '"^ 

0.61 

T. 

■.'62 
T. 

t"^ 

T. 

.04 
.02 

.01 

.'05 
.10 

i"' 
T. 

.01 
.OX 

f 

T» 

.02 
.04 

;63 

T. 
.14 

■.'oi 

''05 

Eubank      

'.'03 

T. 

.02 

.14 
T. 

;o4 

'.'io 

.04 
.03 

f. 
't.' 

tv 

0  62 

Frankfort,  Look  No.  4' 

Gest,  Lock  No.  3* 

Glasgow 

0.53 
0.65 
0  48 

G. 

.05 
T. 

t" 

T. 

.07 

'.03 

.04 
.04 

'.'63 

.01 

.'« 

■;o.5 

tV 

.02 

T. 

T. 

tV 

1. 
T 

T 

T. 
T. 

.06 
.05 
.02 
.01 

".m 

.06 

■1' 

.04 

T. 

T. 

.02 

.05 

.03 

.08 

.03 

.02 

.10 

.01 

■.'62 

03 
.03 
.10 
T. 
.03 
.03 
.03 
.07 
.10 

T 

.04 
.01 

.07 

f' 

.04 

'.'62 
.03 
.04 

.08 

'O! 
T. 

or 

.02 

'.'45 
.20 

.24 
.30 
.29 

''■« 

0  66 

Hif?h  Bridge,  Lock  No.  7" 

....0. 
....0. 
....K. 
....G. 
....K. 

....0. 
....  0. 

...G. 
..    .U. 
....G. 

.v.vl: 

....s. 

..   .G. 
....C. 

.•.•.■.il: 

....G. 

tV 

.07 
T. 

'tV 

T. 

T. 
T. 
T. 

T.' 
T. 

T. 
T. 

'61 

0  47 

LaGraiige .■ 

.08 

T. 

0  61 

T. 
T. 

.32 
.12 
.28 
.62 
.01 
.01 
..57 
.44 
.38 
.24 
.35 
.30 
.06 
.17 

.28 
.39 
.49 

.18 
.04 
.20 
.10 
.34 
.46 
.13 
.26 
.19 

1.09 
(1.84 

:!!uie  H?ckmim,'  Lock  No.'  8  "t/ 

.09 

'1. 

T. 

.07 

';67 

'.'65 

V'oi 
■f 

.06 
T. 

T. 

t. 
.05 
T. 

Lockport,  Lock  No.  2  * 

Louisville' t 

.41 
.01 

■.'10 

';28 

56 
.25 

'.'2s 
.01 

.07 

.01 
.01 

TV 

't. 

.02 
T. 

't'.' 

T. 
T. 
T. 

T. 

iV 

T. 

r. 

T. 

,03 

.10 
.02 

'!02 

t"^ 

.01 

t 

T°^ 

T. 
T 

.02 
,04 
T. 

077 
0  45 

Do.  Bowman  Field . 

0  53 

0.79 
0  92 

Jloiiticello  « 

St.  .lohn 

'i'.' 

T. 

't.' 

0  45 

S;ilvis:i,  LockNo6''t 

.04 

:i2 

T. 
10 

.07 

.11 

.09 
.09 
.07 

T. 
T. 

't. 

■f. 

.05 

t.' 
T. 

0  56 

^Ivlbvville        

0.75 

Stearii« 

0  72 

Ta  ylorsville 

Tyroue.LockNo.sn..... 

.01 

'.'03 
.05 

0  46 

A'oodh\iry,LockNo.4' 

T. 

T 

T.' 
T. 

0  57 

Eastern  Division 
Annville  

.04 
".'08 

;o5 

.05 
.06 
.06 

't.' 

.04 
.0' 
.05 
.03 

!o.=i 

.10 

■^02 
.01 
.06 
T. 
T. 
T. 
.03 
.07 

.0- 

i04 
.09 

Ashland^ 

....K. 

....L. 

....L. 

....L. 

...L. 

....K. 

....0. 
0. 

....K. 

....K. 

....K. 

....B. 
B. 

....0. 

0. 

C. 

v:vt 
....0. 

B. 

B. 

....K 

....K. 

...  K. 

....K. 

....K. 
0. 

i-V 

t" 

^01 

'!05 
.04 
.07 
.03 

'.'03 
't.' 

tV 

■.'07 

0.29 

CoUcL-e  nin,  Lock  No.  11'  .... 

't.' 
't.' 

t. 

... 

't.' 

.... 

0  26 

Cvntliiana'- 

Falmouth^    

0.50 

Farmers  ii 

T. 

f.' 

■f.' 

Fleminisbura;  2 

0  61 

Ford,  Lock  No.  10  ^ 

T. 

T. 

0.50 

Grayson^ 

Greeiuip.Dain    SOVI 

.02 
.20 
.06 
T. 
.26 
.10 

■.■33 
.38 
.11 

':46 

.02 
.11 

.25 

.20 
.40 

.10 

.04 
'."0(5 
''01 

'.'12 

.08 

".03 
.08 

':67 

'.'h 

'.'05 

tv 

.05 

''30 
.03 
.15 

:i2 

V65 

.15 
.19 

t.' 
.04 
.02 
.04 
.05 
.06 
.05 
T. 
.03 
.13 
.Of 
T. 

Hazard  2// 

;oi 

.05 

't.' 

.01 
T. 

T 
.10 

T 

'f.' 

'tV 

.12 

.'23 
T. 

.11 

Heidylber?.  Lock  No.  14^ 

T. 
T. 
T. 

.07 

tV 

T. 
T. 

T. 

.02 
.02 
.04 

.02 

.06 

'.'03 
.08 
.06 
.05 

T. 

't'.' 

T 

T 

.01 

'.'02 
f. 

T.' 
T. 

Jcnkius^ 

Louisa'^ 

0.95 
0.45 

Lynch  [near]   

MaySTille.  Dam  33'-' 

Vol 

0  59 

Middlesboro 

.13 
T. 

V69 
T. 

1.08 

tv 

.03 

■■rV 

■^os 

T. 

"t.' 

06 

't.' 

'.'04 

.08 

■."64 
.04 
.11 
.09 

tv 

T. 

T. 

V63 
.02 

't.' 

.02 

t°.^ 

Oneida n 

Oneonta  Dnm  35  ^ 

"0  58 

Paintsville   «. 

Pikeville. 

0..50 
0  73 

Quicksand^ 

0.39 

Ravenna,  Lock  No.  12^ 

Richmond  ^ 

Valloy  View,  Look  No.  9^ 

.0(1 
.10 
.10 

t'° 

05 
T. 

.01 

0.42 
0.63 

VancebnrfT.Dam  No.  32  ^ 

0  48 

William!=bnrf;\ 

Willow, Lock  No.  132 

Winchester 

T. 

.02 

'.'05 

0.53 
0.40 
0.59 

Except  as  otherwise  indicat.pd  observations  are  generally  made  late  in  the  afternoon,  near  snnset,  and  nrecipitation  recorded  is  for  24  hours  ending  at  time  of  observation 
'First-order  Weather  Bureau  station:  precipitation  is  for  the  24-hnur  period,  midnight  to  midnight  unless  otherwise  indicated,        ''Precipitation  meastired  in  the  morning 
^4  lionrs.  ^Precipitation  measured  with  recording  gage.         _       *I_tichided  in  the  nextjollowing  mcasnreme 


amount  then  recorded  is  for  the  nrecediu' 
T.  Trace,  or  precipi'ation  less  than  0.01  inch. 
T.nrk  M,   T!".l  llonsp    irv   :   OneoTita.  Palifornia.  K' 
Kentucky:  'S'  Salt-  (Gi  Green:  'Ci  Cumberland 


ffice  addresses  as  follows: -Lock '.5.' Lawrencebnrc,  Ky.  :    Lnek  fi.  Versailles.   Kv.  :  Locks.  Nvcholasville  Ky   : 
Hiver   drainage  area   in  which  station  is  Innated  is  indicated  as  follows:  (B)Big  Sandy    (L)  Licking:  <K) 
T)  Tennessee:  (0^  Ohio;  fMl  Mississippi.  //Rain  gages  have  windshields. 
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Daily  Temperatures  for  February,  1941. 


Western   Z>iri).io?i. 
■n-m  !  Maximum  .. 

°»™  i  Minimum... 

\  Maximum  . . 

(Minimum... 

.„_  )  Maximum  . . 

^°^ i  Minimum... 


Maximum  . . 
Minimum... 
Maximum  . . 
Minimum. 


^°-'— '•'« I^f=:?.:: 

Mayfield 


Murray  

Owensboro  .... 
Paducah  (near) 
Princeton 

Russellville§§.. 


Bowling  Green 


Leitchfield 


Lexingron  

Louisville 

Do.  Bowman  Field 
Mammoth  Cave 


Maximum 

(  Minimum 

)  Maximum  . . . 

/  Minimum 

J  Maximum  . . . 

' I  Minimum 

j  Maximum  .   . 

I  Minimum 

J  Maximum .  .. 

I  Minimum 

J  Maximum  . . . 

I  Minimum 

Central  DU'ifiDii . 

j  Maximum  . . . 

I  Minimum 

j  Maximum  . . . 

'  Minimum 

j  Maximum  •  .  • 

I  Minimum 

j  Maximum  . . . 

'  Minimum 

I  Maximum  . . . 

1  Minimum 

j  Maximum  . . . 

1  Minimum 

i  Maximum  . . . 

/  Minimum 

\  Maximum  . . . 

(  Minimum 

}  Maximum... 

(  Minimum 

S  Maximum  . . . 

/  Minimum 

j  Maximum  . . . 

(  Minimum 

S  Maximum  .. . 

}  Minimum 

j  Maximum  . . . 
I  Minimum 


Smith's  Grove  ••• 


Taylorsville   

Williamstown 

Eastern   Di 
Annville 


:M 

:Minimum 

Maximum  . .. 
Minimum.  . . . 


j  Maximum  . . 
)  Minimum. .. 
'  Maximum .  . 
(  Minimum... 
:  Maximum  . . 
'.Minimum. .. 
:  Maximum  .. 
:  Minimum  ... 
j  Maximum  . . 
(  Minimum... 


.Maximum  . . 
■•  :Minimum... 
Aohlanrl  ....  i  Maximum.. 
^""'^"^    (Minimum... 

Bprea SMfnimum.;: 

F»rmpra  i  Maximum  . . 

'^^'^'"•^" I  Minimum... 

Heidelberg JMfnimum.:: 


Lynch  [near] 

Maysville 

Middlesboro. . 


j  Maximum 
I  Minimum. . 
i  Maximum  . 
(  Minimum.. 
S  Maximum  . 
/Minimum.. 
: Maximum  . 
; Minimum. . 
j  Maximum. 
I  Minimum.. 
Maximum  . 
(  Minimum.. 
:Maximum . 
:Minimum.. 
:  Maximum  . 
:Minimum.. 
^Maximum . 
:Minimum.., 

IncheSter     1  Mfnim'n'T  ' 

'Minimum . . 


Mount  Sterling  . 

Pikeville 

Pippapass   

Qnicksand 

Kiohmond 

Williamsburg 


23 

48 
3.1 

41 
3C 

4f 

4h 

4( 

1<, 

3. 

4C 

4( 

3C 

21 1     3i 

21 

i9\     4; 

4' 

23      36 

■:>H 

49I     40 

3P 

24|     31 

4fi      43 

3' 

27 

3' 

23      3! 

2- 

41 

3! 

18 

2( 

2! 

40 

47 

3f 

?1 

■^h 

2R 

4S 

41 

3- 

19 

h; 

2'5 

47 

42 

4- 

24 

34 

2h 

4! 

44 

3fi 

22 

31 

21 

sri 

44 

36 

26 

33 

26 

44 

40 

sr 

16 

21: 

2? 

SI 

4fi 

31 

■/f, 

32 

7! 

4fi 

4^ 

3> 

24 

36 

3( 

4fi 

37 

34 

19 

2C 

■If 

48 

4S 

4f 

U 

31 

31 

40 

38 

RC 

2( 

17 

M 

44 

36 

21 

34 

2t 

5f 

Bl 

46 

•A 

m 

86 

42 

41 

8.5 

21 

31 

26 

.SI 

44 

3,"^ 

2,-1 

32 

2C 

f.2 

4S 

57 

21 

32 

28 

18 

20 

27 

46 

41 

38 

27 

3(- 

28 

f)2 

47 

41 

21 

34 

3n 

<7 

41 

R!i 

22 

3:1 

26 

45  .52 

23|  27 

"f)  6(1 

271  32i 


s 

ifi 

2,5 

4; 

10 

12 

25 

29 

15 

1! 

3f 

3< 

IS 

1! 

23 

31 

26 

30 

15 

17 

27 

31 

15 

2( 

5f 

4.1 

1! 

1( 

2ft 

31 

16 

IE 

27 

34 

1; 

16 

27 

35 

1; 

15 

25 

35 

If 

12 

27 

37 

12 

14 

2? 

311 

U 

18 

2;- 

34 

15 

21 

•/■> 

3(1 

15 

71 

2? 

37 

H 

13 

27 

3i 

8 

K 

2.1 

2i 

12 

15 

2,'' 

3S 

14 

If 

2? 

2t 

15 

15 

30 

29 

16 

17 

25 

29 

16 

16 

31 

34 

If 

18 

25 

2« 

1.5 

15 

2(: 

28 

15 

17 

25 

K 

20 

17 

(12 

25 

6 

4 

26 

31 

1( 

1' 

41 

40 

21 

2C 

24 

27 

^4 

16 

2? 

31 

22 

Ifl 

26 

3/ 

19 

12 

19 

17 

?:■'. 

.S2 

15 

18 

37 

31 

IS 

17 

22 

?f 

la 

17 

22 
88 

25 
40 

U 

18 

41 

38 

!■ 

16 

4i: 

37 

IJ 

1? 

3H 

4( 

12 

15 

44 

37 

17 

2? 

3? 

13 

19 

86 

^ 

18 

23 

4(1 

46 

6 

10 

38 

43 

21 

17 

35 

15 

■M 

38 

39 

39 

39 

no 

in 

8 

1(1 

37 

42 

2(1 

If 

42 

4? 

12 

15 

37 

4(1 

18 

14 

4(1 

41 

19 

15 

18 

12 

1? 

ii 

35 

38 

15 

in 

42 

40 

11 

16 

36 
13 

39 
11 

49 

41 

it 

2S 

31 

26 

48 

45 

35 

27 

S3 

28 

45 

44 

3H 

2J 

81 

27 

4? 

44 

36 

2! 

32 

28 

45 

3f 

34 

3( 

27 

4i 

41 

49 

2! 

2t 

29 

4t 

4;- 

25 

3( 

27 

47 

38 

34 

26 

21 

46 

35 

»4 

25 

25 

25 

4t 

47 

87 

2h 

26 

23 

49 

38 

82 

46 

41 

83 

2< 

2,n 

2(i 

4f 

4'i 

85 

31 

?.i 

28 

4!- 

44 

«5 

2! 

27 

26 

51 

41 

33 

25 

25 

26 

4f 

48 

89 

81 

2C 

29 

47 

J  5 

36 

27 

25 

26 

46 

37 

S3 

i!S 

26 

24 

4h 

42 

34 

2t 

2<1 

/6 

48 

37 

S2 

21 

24 

2S 

45 

37 

3;- 

31 

27 

26 

44 

35 

3:j 

2!' 

27 

25 

47 

38 

32 

23 

26 

23 

45 

44 

33 

28 

26 

25 

48 

4( 

32 

2B 

22 

IS 

49 

37 

34 

SI 

32 

25 

44 

3f 

32 

80 

•^5 

26 

46 

41 

34 

29 

20 

24 

52 

42 

43 

2f 

22 

26 

H 

45 

36 

31 

'K 

27 

47 

41 

35 

26 

27 

25 

46 

46 

SO 

21- 

2f 

22 

50 

44 

37 

32 

22 

28 

33 

34 

33 

23 

2r 

17 

46 

41 

30 

32 

21 

26 

45 

4.S 

43 

31 

23 

32 

48 

38 

32 

2; 

25 

26 

45 

45 

34 

28 

24 

22 

45 

-13 

87 

31 

21 

31 

30 

24 

28 

46 

35 

86 

26 

30 

28 

45 

46 

35 

32 

27 

28 

48 
29 

38 
22 

35 
24 

SS  Instruments  are  read  in  thi'  . 

'.'".•  etc.  indicate  rosppctirelv 

WHO  LonisviUe.  4-10  4M10(i 


ure  II1P11  read  is  oharcred  to  thn  preceding  1 


n.Lt.  H 
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KENTUCKY    SECTION. 

J.  L.  KBNDALL. 

Vol.  XLVI 

LoDisviLLK,  Ky.,   Maihii,   1941 

No.  3 

GENERAL   SUMMARY. 

The  month  wns  dceidodly  cold  and  exceptionally  dry.  Only 
a  few  days  scattered  throuijli  the  month  liad  normal  or  lii(,'her 
tiMiiperatvn-es.  Freezing  or  lower  temperatures,  that  occurnul 
almost  every  niglit,  held  back  all  vejjcetation.  This  pc'rsistent 
cold  was  favorable  in  preventinp  tiie  usual  premature  blossom- 
ing of  some  fruit  trees.  Because  of  the  dryness  of  the  surface 
soil,  the  frequent  freezing  and  thawing  had  little  injurious  etTect 
on  winter  grains.  Tops  remained  frozen  down  and  discolored, 
but  the  lack  of  excess  water  in  the  soil  gave  the  freezes  no  power  to 
disturb  the  roots  by  the  lifting  effect  of  ice  crystals  that  form  when 
the  soil  is  frozen  in  a  saturated  condition.  With  the  exception 
'^of  a  little  growth  that  occurred  on  the  occasional  warm  days 
on  south  slopes,  grains  remained  as  dormant  as  in  mid-winter. 

The  dry  weather  favored  most  activities  characteristic  of  this 
month.  Except  when  the  ground  was  frozen,  plowing  could  be 
carried  on  with  only  occasional  interruption  by  rain.  The  low 
temperature  had  a  discouraging  iniluenee  on  spring  seeding,  but 
progress  increased  in  the  last  decade.  Much  lespedeza  and  oats 
were  sown  at  this  time.  Potatoes  that  were  planted  before  the 
severe  freezes  of  the  17- 18th  were  so  seriously  damaged  that 
they  had  to  be  replanted.  Sowing  of  tobacco  plant  beds  con- 
tinued throughout  the  month.  The  prevailing  cold  tended  to 
unduly  prolong  the  work,  but  it  was  generally  finished  and  beds 
■were  canvassed  in  the  last  decade.  Preparation  of  soil  for  early 
domestic  and  market  gardens  moved  forward,  hindered  only  by 
frozen  ground  at  times;  but  the  cold  weather  caused  delay  in 
planting.  A  few  warm  days  in  the  last  half  caused  peach  buds 
to  expand  and  some  early  shrubs  to  put  out  leaves.  Most  fruit 
remained  dormant,  and  strawberries  had  barely  commenced  to 
grow. 

Grass  on  warm  limestone  slopes  showed  some  signs  of  growth 
toward  the  end,  otherwise  pastures  made  no  progress  of  conse- 
quence. Complaints  of  ground  water  shortage  and  limited 
supplies  for  use  of  livestock  came  from  upland  districts  toward 
the  end.  Moisture  in  the  surface  soil  appeared  to  be  suflicient 
for  current  growth,  but  reserves  to  enable  crops  to  long  withstand 
rising  temperature  were  lacking. 

TEMPERATURE. 

Temperatures  for  the  month  averaged  from  4"^  to  5°  below 
normal  in  most  districts.  They  were  above  normal  in  the 
periods  2-3d,  20th-22d,  and  at  some  stations  on  the  last  day. 
At  most  stations  the  warmest  days  were  the  3d  and  2()th,  with 
maxima  ranging  from  65"  to  70°.  Temperatures  continuously 
below  the  average  prevailed  from  the  4th  to  19th  and  in  the 
week  ending  with  the  30th.  Piecord  low  temperatures  occurred 
in  central  and  eastern  districts  on  the  17th  and  18th,  when 
means  ranged  from  17°  to  23^  below  normal  and  minima  from  8'^ 
to  15""  at  many  stations.  Temperatures  for  the  State  varied  be- 
between  71''  at  Middlesboro  on  the  22d.  and  2"  at  I>yiicli  [near]  on  the  1st. 

PRECIPITATION. 

Precipitation  for  the  State  averaged  slightly  more  than  one-third  of  the  normal 
amount.  In  some  southern  border  counties  and  m  the  extreme  southeast  it  ranued 
trora  i.fj  to  3.6  inclie.s.  There  was  a  general  decrease  northward  to  1.0  inch  or  less  alonjr 
the  Oliio  River.  In  the  norihwestern  counties  precipitation  averaged  between  0.5  and 
and  1.0  inch.  A  broad  belt  from  northeast  to  southwest  through  the  center  of  the  State 
received  from  1.0  to  1.5  inches.  Amounts  at  tlie  various  stations  ranged  between  O.'IS 
inch  at  Ruiu'^ey,  in  the  lower  Hreen  River  Valle.v,  and  3.  45  inches  at  Pikeville  in  the 
extreme  soutlieastern  corner  of  the  State  Precipitation,  some  of  which  was  light  snow, 
occurred  almost  dnilv  on  tlic  lirst  17  da\s.  Showers  were  moderate  locally  in  centrnl 
and  eastern  districts  on  the  4th,  7-9th.  llth  and  16th  :  but  they  were  light  and  scattered 
in  the  western  couTities  Light  showers  occurred  generally  on  the  23d-24th,  and  scat- 
tered showers   from  the  28th  to  31st.     The  total  snowfa  1  langed  from  mere  flurries 


at  mftny  western  nnd  northorn  ntntlnnn  to  "t.O  InchcH  In  tlm  eaxtora  mmintnlii  rmlon. 

TlmuderstorniN  were  reported  from  hoim.'  locallllfH  on  the  8d. 

MISCELLANEOUS. 

Marcli  8d.-TwoporHons  were  Injnriil  wlicii  a  windstorm  ovcrlurnr'd  their  rculdenci, 
in  Lincoln  eoiinty.  The  wind  ciuiHed  sonia  other  damage  to  roofh  Id  Lincoln  and 
Marlon  counlirs. 

It  was  announced  hy  the  State  Forestry  Division  that  98  llres  had  burned  over  a 
total  of  l.'IOii  aires  of  forest  In  the  Nouthoiuitorn  counties  thieo  .lanuary  I,  1941 . 

/i:iiyr«.- Moderate  stages  developed  In  the  Oliio  In  the  second  de(^ade.  caused  by 
rains  and  molting  snow  in  the  upper  basin  from  till' 8tli  to  Uth.  Kxccpt  for  a  tllglit 
swell  in  the  lUg  Sandy  from  the  ath  to  13lh,  tributary  streainH  In   th^  Slate  remained 

very  low.  / 

PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo  Ill 

Cincinnati  Ohio 

Evansville Ind. 

Louisville   Ky. 


Wind. 


s.u 


COMPARATIVE   DATA  FOR  MARCH. 


Temperature. 


1900... 
1901... 
1902 . . . 


41.1 
49.6 
50.7 
43.9 
42.8 
46.4 
47.2 
52.5 
47.7 
52.2 
39.2 
54.9 
51.8 
44.8 
55.0 
46.0 
41.3 
46.5 
41.8 
37.8 
43. 5 
45.9 
.51.6 
47.6 
46. 3 
56.7 
49.4 
45.6 
41.5 
49.2 


45.6 
52.0 
44.5 
41.4 
41.2 
46.0 
43.6 
54.6 
50.7 
42.2 
S3. 7 
49.4 
43.9 
40.5 


3.17 
6.16 

7.94 


6.26 
4.45 
6.37 
2.28 
5.42 
5.14 
0.79 
2.57 
6.22 
7.22 
3.62 
2.11 
3.39 
6.52 


8.11 
5.27 
3.05 


6.04 
2.64 
4.17 
2.17 


4.85 
1. 43 
6.29 
5.78 
5.04 


Number  of  days 


t53  year  averages. 


LibraiT 


]0 
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Olimatolog-ioal  Data  foi  March,  1941. 

Counties. 

d 

3 

Temperature,  in 

degrees  Fahr. 

Precipitation  in 

inches 

Number  of  days 

SO 

.stations. 

1 

11 
1^ 

E 

1 

i 

3 

0 

1 

0 

1 

1 

S" 

'"i 

0 

jl 

0 

1 

■a 
t 

3 

Observers. 

Western  Division. 

Ohio  •  ■ .  • 

441 
437 
420 
356 
431 
519 
640 

524 
479 
364 
412 
420 
404 
341 
629 
3S4 
590 
357 

S52 
700 
500 
410 
705 
480 
474 
4S9 
955 
770 
622 
1177 
504 
490 
760 
506 
5»1 
544 
,     646 
850 
1032 
635 
989 
560 
485 
4.59 
558 
800 
910 
600 
777 
520 
825 
607 
1400 
489 
524 
943 
504 

29 

37 
47 
12 

2 
24 

2 
19 

4.3 

12 
32 
15 
44 
13 
21 
34 
24 

13 

13 
41 
45 
24 
50 
42 

3 
lo 
17 
17 

1 
46 
45 
31 
11 
16 
48 

43 

15 
43 
57 
31 
31 
68 
3 

3 
12 

45 
26 
48 

5 
35 
23 
38 
24 

10 
24 

31 
23 
52 

16 
25 

21 
17 

6 
IV 
15 
38 

1 
43 
42 
48 

4 
19 

5 

7 
15 
22 
i\ 
28 
21 
44 
21 

4 

41.7-  5. 
'■41.4  -  7.C 
43.4-  4.( 

69 
69* 
73 

St 
3t 
20 

13 
14b 

12 

18 
18 

35 
35" 
39 

1.2 
0.5 
O.S 
0.4 
1.1- 
0  7S 
0.8' 
0.4£ 
1.4t 
1.0 
1.14 

-3.03   0.25 
-4  06   0.14 
-8.89   0.22 
-4.56    0.16 

0.61 

-3.60   0.20 

0.18 

-4.92    0.19 
-3.38   0.74 
-4-68   0.80 
-2.89   0.26 

T. 
0.0 
1.0 
06 

""o!o 

0.5 
0.0 
1.0 

10 

7 

6 
6 
6 
7 
9 
6 
6 
6 
7 

14 
18 
15 

i 

1 
3 

13 
13 

sw. 

Eldred  G.  Young. 

K.  C.  Bennett. 

Brick  Southworth . 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

W^li'Morrfs*'"'' 
Blaine  Malone.' 
Mrs.  Joe  Payne. 
Ralph  B.  Wear. 
Henry  S.  Berry. 
Lockmaster. 
Joe  Lagore.* 
S.J.  Lowry. 
Lockmaster. 
Wm.  Shelton. 
Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Loekma.ster. 

R-  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

L.  0,  Stiles. 

J.  C.  Ogg. 

Kentucky  Utilities  Co. 

D.  Lem  Hughes. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Bureau 

U.  S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  0.  Cooper. 
Chester  Williams. 
Sisters  of  Loretto. 

McLean 

Hopkins 

Crittenden 

Marshall 

Fords  Ferry,  Dam  60  . 

Gilbertsville 

Muhlenburg 

41.8  -  6.C 

70 

20 

12 

It 

38 

16 
17 
13 
16 
16 
14 

6 

7 
11 

9 
13 
7 
5 
8 
6 

n. 

e. 
n. 

n. 

Henderson •  • 

Henderson 

■ii.e! 

72 
69 

69 

20 
20t 

21 

12 
14 
J6 
17 

18 

1 
1 
17 

37 
34 
85 
33 

Ballard 

44. 
44. 

-  5'.1 

Murray 

Daviess 

39. S 

-  6.7 

68 

20 

12 

19 

14 

18 

36 

1.0- 

1.16 

0.7C 
1.4B 
0.43 

O.'OJ 

O.bO 
1.3t] 
2.16 
1.07 
2.76 
0.92 
1.91 
1.00 
0.59 
1.83 
2.56 
1.66 
1.73 
1.46 
1.62 

1^61 
0.94 
1.36 
2-28 
1.25 
2.27 
1.53 
1.69 
1.20 
1.55 
1.61 
2.12 
1.22 
1.55 
1.87 
2.08 
1.71 
2.63 

\a\ 

1.69 
1.09 

2.42 
1.82 
1.68 
1.69 
1.34 
181 
1.33 
1.27 
1.49 
1.18 
1.18 
2.91 
2.28 
2.51 
3.34 
1.76 
1.94 
1.13 
H.Ol 

ij5 
3  07 
3.45 
2.93 
2.76 
2.48 
1.61 
I.B4 
1  21 

a.  .57 

2.32 
1.41 
1.65 

-3.2( 

-2.6 
-38 
-2.6 
-4.0' 
-3.12 

-3. If 
-2.9C 
-2.9 
-4.16 
-2.4£ 
-2.9C 

-2.5. 
-2.82 
-1.8- 

-3!o£ 
-2.6£ 

-4!r 

-1.72 
-2.98 

-2.6a 

-3.53 

-2:57 
-8.17 
-2.06 
-2.83 
-2.95 
-3.19 

-3^09 
-2.31 
-2.67 

~2.'21 
-2  35 
-3.55 

-2:5n 
-3.81 
-2.S10 
-2  86 
—2.28 
-3.14 
-3.02 

-Yil 

-1  50 
-1.29 
-2.47 

-1.'41 

:2^i,', 

-2'66 

-'o.'87l 

-3  11 
-1   53 
-2.7>< 
-3.14 
-3.43 
-1.08 
-1.98 

-2.96 

0.56 
0.52 
0.36 
0.80 
0.14 
0  SI 
0.25 

0.32 
0.65 
0.60 
0.36 
0.68 
0.66 
0  57 
0.44 
0.46 
050 
0.68 
0.52 
0.60 
0-62 
0.30 
0.88 
0.61 
0.44 
0  24 
0.44 
0.77 
0.28 
0.76 
0.48 
0.63 
0.42 
0.66 
0.52 
0.64 
0.33 
0.47 
0.60 
0.46 
0.47 
0.75 

'o.'es 

0.54 
0.60 

0.53 
0.42 
0.43 
0.48 
0.57 
0,76 
0.33 
0.41 
0.86 
033 
0.27 
0.99 
056 
0.  48 
1.07 
0.50 
1..50 
038 
0.94 

O.'i'j 

n.72 

0.97 

0  90 

1  ?3 
0.53 
O-.'.O 
0.3S 
0.36 
1.22 
0.03 
0.48 
1.23 

T. 
T. 

w 

T. 

^T^ 

■  •  ■,^-  ■  • 

\\ 
■  -^  ■ 

••1.6" 
1.5 

V 

T. 
2.4 

•'3.O- 

T. 
T 

•  ■  ■;^-  ■ 
0.6 

1.0 

o!i 
0.2 

^T^ 

0.2 
T. 

""t." 

0  5 

1.5 

' '  't.'  ' 

0.9 
12 

3.5 
30 
2.5 
1.5 

\\ 

0.2  ' 
4.5 
2.5 
0  2 
4.0 
3  0 
2  0 
4.0 

09 
0.0 

'6,'2'  ' 
4.0 

T. 

T. 
0.0 
4,0 
0.0 

0.5 

T.  ' 
4.0 
2  0 
1.1 

5 

7 

7 

4 
5 
6 

11 

7 

8 

7 
10 
7 
6 
4 
10 
7 
12 
10 
7 
9 
10 
8 
12 

7 

8 
7 
11 
8 

7 
10 

10 
11 
13 

'6 
11 

12 
9 

10 
5 
9 
9 
9 

5 
8 
9 

9 

8 

8 
9 
7 

'6 
12 
13 

7 

6 

8 

9 

9 
10 

9 
10 

'! 

15 

'21 
11 

4 
"4 

12 

6 

12 

sw. 
n. 

Owensboro,  Dam  46... 

Daviess 

McCracken   

Caldwell  . 

41." 

43. t 

-  5.e 

-3.9 

68 
72 

20 
20 

17 

30 
36 

McLean 

Russellville       

39  ?'      7  1 

68 

20 

14 

171 

44 

13 

4 

14 

n. 

Union 

■ 

Central  Division. 
Addison,  Dam  45 

Breckinridge   ... 

Jefferson 

Warren      

38.  f 
44.4 

-  5.5 

—  4.0 

65 
71 

3 
20 

10 

17 

1 
17 

36 
37 

18 
17 

4 

7 

9 

7 

ne. 

Bowling  Green 

Brownsville,  Lock  6t.. 

Edmousou 

Pulaski 

Burnside 

nw. 

n. 

w. 
u. 

sw. 

Carroll 

\1 

13 
13 

'e 

4 

11 

17 

"s' 

"7 

7 

"5 

7 

'is' 
2 
'9' 

"e 

19 
12 

"5 

'25' 

11 
U 

Bullitt 

Cold  Spring, Dam  86... 

Campbell    

40.3 
41.8 

69 

20t 
20 

13 

18 
18 

37 
38 

Dix  Dam,  Burgin 

Mercer 

Eadsville 

Wayne 

Eubank 

Pulaski 

40.5 
40.2 

-  5.2 

-  5.9 

69 
70 

20t 
20 

7 
9 

1 
18 

38 
42 

Frankfort,  Lock  4 

Franklin 

Gest,  Lock  3 

Henry             

Barren 

Booue 

42.6 

-4.6 

68 

2U 

15 

18 

39 

MO. 7 

-  5.4 

70= 

20 

!2» 

18 

42» 

High  Bridge,  Lock?.. 

.Jessamine 

Breckinridge   .... 
Oldham 

trvington  

40.0 

-  68 

69 

20 

9 

18 

37 

Leitchfield 

42.3 
38.6 

-  3.8 
-5.2 

70 

20 
20 

12 
10 

18 

18 

31 
36 

5 

16 

11 

4 

15 
11 

Favptte   

titUeHicknu;n,Lock8i 

Jessamine   

Henry 

14 

ii 
12 

12 

\h 

6 
9 

19 

14 
10 
12 

10 

i2 
i.V 

7 
15 

6 
12 

ie' 

16 

'3 

13 

"6 

"•i' 
8 

16 
11 

ne. 

40.4 
39.4 
39.0 

-6.0 

68 
68 
69 

20 
3 
20 

12 
12 
12 

18 
18 
It 

33 
33 
42 

Mammoth  Cave 

Monticello 

Edmonson.. 

Wayne 

Munfordville 

Hart 

67' 

St    Jonn        

Hardin 

40.8 

-  4  2 

20 

11 

18 

39 

10 

"o' 

8 

'5 

10 
5 

ii 
'4 

4 
14 
10 

13 
11 

■3 
18 

9 

16 
17 
15 

9 
14 

10 

15 

14' 
10 
6 

12 

'8 

12 

10 
11 

sw." 

no. 

sw. 

w 

ne. 
nw 

w. 
nw. 

Salvisa,  Lock  61  

Mercer 

Shelby  ville 

Shelby 

4l'a 
40.0 

-  6.1 

68 
67 
70 

20 
20 
22 

8 
15 
12 

18 
18 
18 

36 

40 

WillaS.Ratta. 
C  W.  Guernsey. 
Airway  Station. 
Thad.  Cheatham,  Sr. 
Lockmaster. 

Warren 

McCreary 

Stearns   .                    

Tyrone,  Loclc  51    

Anderson 

Grant 

Williarastown 

89.4 
"40.8 

-  6.1 

-6:2 

-  5.8 

67 

68» 
68 
67° 

20 
20 
20 

7 

12 
11" 

18 

I 
18 
18 

3S 

44* 

40 
38" 

Miss  Nettie  B.   Simpson. 
Lockmaster 

W.  A.  Worthington. 
Lockmaster. 
Luther  M.  Ambros. 

Woodbury,  Lock  4  J. 

Bntler 

Ernttem  Dirision. 

Ashland  

Boyd 

Madison..:;.. 

534 
1070 
611 
684 
600 
668 
870 

5ft  9 
5^0 

663 
776 

1566 
W4 

4000 
524 

1128 
930 
800 
497 
620 
636 

1035. 
732 
631 
926 
571 
525 
939 
f.lO 
964 

College  Hill,  Lock  11... 

Madison 

IlarriBOQ 

Cynthiana 

S    M  Hill 

Pendleton 

Rowan 

37,2 

w'o 

''32.'  i 
38.0 
43.3 

-'6'3 
—  4.6 

'70' 

'57b' 
67 
74 
68' 

81 

'26  ' 

'22' 
20 
22 
21 

"6' 

"12' 

12 

16 
10' 

"1' 

5t 
18 
18 

'41' 

44 

'30b 
41 
34 
85' 

.Jessie  Oldham. 
Lucille  C.  Stamper. 

farmers   

FlerainKsbarK   

Fleming  

Ford,  Lock  101 

Clark 

Carter   

Mrs.  Ruby  A.  Burton. 

flreeuup.  Dam  30 

Greenup 

H.  A.  Baily. 

Heidelberg, Lock  14  ... 

Leo  "..:;::::;■.:;■• 

Breathitt 

.Jas.T   Goff. 
R.  J    Howard, 

Lawrence 

Harlan 

James  S.Allen. 
Lockmaster. 

Maysville.  Dam  33  .... 
Middle.sboro 

Mason 

Bell 

Mount  Sterling 

Oneida 

Montgomery 

Clay 

W.  K    McKee. 

Paintsville 

Johnson        

Pikeville  .  .. 

Pike 

Knott 

40. 4 
40  0 
39.4 

40.4 

-'5^8 
-'5^2 

73 
71 
70 

68' 

20 
19 
20 

'20+ 

16 
12 
9 

'12  " 

? 

It 
1 

'18" 

44 
48 

46 

86 

V    9  Weather  Bnruau. 

Pip[)apaBB 

Cpnev  Run  Com.  Cen. 
K     W    Jones. 

Quicksand  .. 

Breathitt . 

Ravenna,  Lock  12. 

Estill     . 

Lockmaster. 
1.   W.  Crooke. 
Lockmaster. 

Richmond 

Valley  View,  Lock  9... 

Madison 

Madison 

Lewis 

Whitley 

Vanceburg,  Dam  3-2  . . 

Williamsburg 

42.6 

-  4.4 

70 

201 

13 

18 

41 

Wadelv  West, 

Willow.  Lock  13 

Loe    

Lockmaster. 

Winchester  . 

Clark   

remes 

88.8 
JO.  5 

-■^:8 

67 

74 

20 
22 

2 

18 

1 

34 

46 

Airway  Station. 

Statf  averages  and  ex 

All  temperature  data  are  taken  from  self-registering  thermometers 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  t«n  or  more  y^ars 
used  in  determiiungsection  or  division  means.  tUnmsey,  Brownsville  and  Woodbury  are  Locks  on  the  Green  Rive 


Reference  letters.  *,  ^,  »,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc 
♦  Also  on  other  dates.    ++  Received  too  late  to  he  included  in  means  and  summaries  T    Precipitation  is  less  tha 


Rainfall  record  by  II.  S.  Engineer.-;:  temperature  record  by  .Joe  I.agore  at  Paducab  No.  2. 


other  Locks  are  on  the  b 
0.01  inch  rain  or  melted  snow 


MARiMi,  i!)n 


(M,IM.\'l'OI,()(;iCAI.   DATA:   KICNTUCKY   SK(TF()N 


H'Mlim  Divition 

lioftvor  Dam 0 

l"»lli.nm U 

Knrll\n»toIl U 

1        u  1  ,>rry  Dam  60« O 

>.^ille« T 

llo G 

^{rnUl'son^^v..'^.'.\\\\'.'.'■'■■....'..o 

liorkiusville* C 

l..n..huMvlUe M 

Miivil,.ia M, 

Murray    T 

i.>\veusboro    O 

Owousboro,  Diiiu  46  • ....O 

Pftducah' O, 

t'rincetou O 

'{umsey,  Lock  No.  2  • G 

RussoIlvlUe  • G. 

Cniontown.  Dam  49' 0 


Central  Division 

Addison,  Dam  45.  • O 

Anchorace O 

ftowltug  Ureen    G 

BovvliiiiiOreenNo.  2« G 

Urownsville,  Lock  No .  6» G. 

Burnside'   C, 

Jarrolltou   Lock  No.  1" K. 

Mormont S , 

:<>ld  Spring,  Dam  86' 0 

r>anvino» K 

Dix  Uam.Bnrgin K. 

Eadsviile  ' ''■■ 

Kubank C. 

•■rankfort.  Lock  No.  4> K, 

^est,  Lock  No.  3* K. 

Slassow G 

Jnuit,  l)iimS32 O. 

iroensburg  « G. 

ligh  iJridgo.Lock  No.  7" K. 

rviuKtoii   O. 

JaGrange O. 

^auciister^ K. 

:.eitclitield  » G . 

>xington  t K. 

.ittle  Hickman,  Lock  No.  8't//....K. 

jockport.  Lock  No.  2' K. 

1,outsville'  t 0 

Do.  Bowman  Field 0. 

Silammoth  Cave- G. 

Vlonticello  2. C 

Vtunfordville  ' G- 

it.  John S 

ialvisa,  Lock  No  6  ^t K . 

>helbyvill6  S 

smith's  Grove .G. 

5tearns C . 

ravlorsville S. 

ry rone.  Lock  No.  5  ^t K . 

.Villiamstown  ], 

•Voodbviry.Lock  No.  4" G 


Dally  Prooipltutloii  for  Slarch, 
Day  ol  1 


0      7      8       9     10     11     12     18     14     16     16     17 


IB     20     21     32     28     24     20 


27     28     20     30    81 


1.21 
0.01 

o.eo 

0.47 

1.1» 

079 

o.tia 

0.49 


'.oi 

'.12 

.05 

T.' 

Eastern  Ditnsion 

4.nnvii:e  C. 

ishlaud  * (i, 

Berea   K 

^ollefiemil,  Lock  No.  n'  K 

JyuthianM  * .L 

Falniouth'   L 

Parmers  « L 

Flomini-'sbarg  * L 

Ford,  Lock  No.  10  ^t K. 

Srayson  - O 

Sreennp,  Dam    30V/ (' 

Hazard"-//    K. 

Heid«lberg,  Lock  No.  14'' K 

lackson  ^ K 

Jenkins^ B 

Louisa^ H 

Lynch  [near]   <' 

MiiysvUle,  Dam  33^ O 

Middlesboro      (' 

Mount  Sterling  • L 

3neidan K 

Oiieonta  Dam  35  ' ...   ( i 

B 


Pn 

Pikevillo... 
Pippapass 
Ciuicksinid- 


.ock  No.  12^ 


Vnllfiy  A'iew.Lork  No.   ci^ 
Vancebnrg.D^ira  No.  32  -. 

Williamsburg^. 

Willow. Lock  No.  13« 

Winchester 


.2Si  T. 
.3fi  .1 
.08  ... 


1.16 
0.70 
1.49 

0.  r.i 


1.36 
2.16 
1.47 
1.04 
2.7fi 
0.92 
1.91 


1.83 
2.55 
1.C6 
1.73 
1.46 
l.fi2 


2.28 
1.25 
2.27 
1.63 


1.44 
1.R9 
1.09 


1.34 
1.81 
l.:« 
127 
1.49 


2.91 
2.28 
2. SI 
3.  34 
1.76 
1.S4 
1.13 
3.04 


1.16 
3  07 
3.45 
2.93 
2.76 
2.43 
1.61 
1.54 
1.21 
3.57 
2.32 
141 


KxTOpt  ii>  otherwisp  indieatPd  ol>.;Hrvatioiis  nr 
'First-order  Weathpr  Bureau  station  :  precipit; 
araoiiiit  then  reeorded  is  for  the  i>rMcPdMii.'- ■.>  i  I 
T.  Trace,  or  precipitation  le.ss  than  0.01  inch 
T,ock  10.  Rpd  ffonse  Kv.  :  Oneonta.  California  Kip 
Kentucky;    "  "  "    ' 


allv  made  l:itp  in  the  afternoon,  npar  sniisef.  and  ureeinitation  recorded  is  for 'M  hours  ending  at  time  nf  observation, 
lor  the  il-hour  neriod.  niidiiif?lit  to  midnight  unle.ss  otherwise  indicated.        'Precipitation  measured  in  the  morning: 

tF'reclpitation  mea.=urpd  with  recording  gage.  'Included  in  the  -lext  following  measuremeiu 

IPost  office  addresses  as  follows: -Lock  f..  T,>iwreiieebnrL'.  Kv.  :    Tori;  fi.  Versnilles,   Kv.  :  Lock  «.  NicbolnsviHe  Ky   : 
River   drainage   area    in  which  station  is  loeated  is  indicated  as  follows:  (B)  Big  Sandy     fL)  Licking;  (K> 


t-  fG'  Green;  <Ci  Cumberland:  'T)  Tennessee:  fOiOhio:'fM^  Mis.si.;sippi. 


//Rain  gages  have  windshields. 
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CLIMATOLOGICAL  DATA:  KENIUCKY  SECTION. 


March,  1941 


Daily  Temperatures  for  March,  1941. 


19     20     21      22      23      24     25 


29     30     31   Mean 


Western  Dhnsion. 
D„         T>»™  )  Maximum . .. 

Beaver  Dam  iMinimum.... 

_  ,.      _  (Maximum... 

Calhoun  i  Minimum.... 

c.„,„„^„_  S  Maximum  . . . 

Earllngton I  Minimum.... 

,._„„„,,,„  (Maximum.., 

Hreeuville (Minimum.... 

Henderson |JlS=.::: 

HopkinsviUe   l^fn^um.::; 

Love.acevil.e l^fS^Z:.:. 

..     a  1 J  I  Maximum  . . . 

Mayfield j  Minimum . . . . 

Maximum  . . . 
Murray  iMinimum.... 

(  Maximum  . . . 

Owensboro -j  Minimum . . . , 

„    ,       .   ,     „,,  (  Maximum  .   . 

Paducah  (near) j  Minimum . . . . 

„  .       ,  )  Maximum  . . . 

P""'=«">" (Minimum.... 

11     11  Bc  i  Maximum  ... 

Russell villeS^ -j  Minimum . . . , 

Central  Diin.tiiui . 

(  Maximum  ... 
Anchorage iMinimum..., 

Bowling  Green U'lSZ::: 

Clermont j  MfniVnuin . ". '. '. 

„ i„„  (Maximum  ... 

Danville J  Minimum..., 

„.    „  (  Maximum  ... 

r^'xl^"'" iMinimum.... 

„   ,       ,  (  Maximum  . . , 

''-"^^'"''= i  Minimum.... 

„       ,  ,  ,,  (  Maximum  . . . 

Frankfort i  Minimum.... 

„,  I  Maximum  . .. 

Glasgow   -j  Mijumum 

o— '^-^ Uf=^'::; 

-     .    _._..  (Maximum... 

'"■'•""t"" iMinimum.... 

-''^'>«e"^ U?5=::: 

x^-*"^- 1^?5=::: 

'---vnie ]^^.::: 

Do.BowmanField;^Jf-^^--■•• 

Mammoth  cave i^f.^Z'm.::: 

rit.  ,Iohn JMfnimum  ■■■ 

^'-"'^viue l^sr,':":: 

Smlth-sGrove  ......  |Maximum... 

Stearns j^lf^™.:;; 

Tayiorsviiie \^^i^Z.::: 

^•'"-mstown .]^f„^ti'm.::: 

Kanteni   Division. 

Annville        .Maximum... 

^°"^'"® IMinimum.... 

A„ui..„.i  (Maximum... 

'^^'^'"'"'^    IMinimum.... 

„„,.„  (Maximum... 

^*^^^^ (Minimum.... 

Farmers |^S^~,::: 

Heldelber. |^f;^=.::; 

Lynch  [near] \'^^Z^- 

"''^-"'^ i^f=^;:; 

^'"''"-»'-» UfnruT::: 

^-"•sterling iSJ^r,::: 

PiVovillp  j  Maximum... 

'"^''^"'^ (Minimum.... 

f'pp-f^« iKr,;^.::: 

''""^'""""^ SZm.;:: 

Kichinond..........     i^fn'^i™™--- 

^^'"'"''"^^""^ iMfi^Z^;:: 

VVincha'iter j  Maximum  .. 


24 

4^    46 
•30 


§S  IiiBtnunents  are  read  in  the  i 
•.'•"'  Pto.  indicate  respert.ivelv 
H  O   txinisvillf   .VIO  IMIOC 
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No.   I 


OENBKAL   SUMMART. 

Drcidodly  warm  weather,  averaging  about  8"^  above  normal, 
prevailed  during  the  first  two  decades.  Rapid  growth  in  this 
period  of  excess  warmth  largf^Iy  made  up  for  the  hite  start  and 
time  lost  by  early  vegetation  on  account  of  the  prolonged  cold 
of  the  preceding  month.  During  this  period  grass  and  grains 
developed  to  such  an  extent  as  to  reach  a  stage  appropriate  to 
their  usual  condition  at  the  end  of  this  month.  Wheat  was 
jointing  in  the  central  counties  in  the  third  week,  while  rye  and 
barley  were  lu-ading  in  western  disi  ricts.  In  the  last  week  wheat 
began  to  head  in  the  extreme  west.  In  the  northern  and  west- 
ern counties  on  the  uplands  of  the  drier  type,  grains  showed  a 
tendency  to  irregular  growth,  lighter  than  normal  color,  and  to 
head  with  short  straw.  Apparently  these  conditions  resulted 
from  deficient  subsoil  moisture.  Certain  irregularities  in  the 
growth  of  grass  in  such  areas  were  attributed  to  the  same  cause. 

Tobacco  plants  came  up  about  a  week  late,  but  grew  so  rap- 
idly thereafter  that  they  had  practically  reached  the  seasonal 
stage  by  the  end  of  the  month.  Corn  land  was  easily  condi- 
tioned in  most  places,  but  land  in  the  western  and  northern 
counties  that  was  left  too  long  without  harrowing  became  some- 
what cloddy.  Planting  began  in  southwestern  districts  about 
the  middle  of  the  month  and  advanced  rapidly  for  several  days, 
after  which  the  subnormal  temperature  delayed  the  work.  Most 
cotton  was  planted  in  the  warm  middle  decade.  Potatoes  came 
up  well  and  cultivation  began.  Gardens  and  truck  were  planted 
without  much  interference  by  rain.  Fruit  trees  began  blooming 
in  the  southwest  in  the  second  week,  and  blossoming  extended 
rapidly  northward.  Frost  and  freezing  temperatures  on  the 
26th  in  the  northeastern  counties  caused  some  damage  to  fruit; 
and  may  have  affected  wheat,  which  had  reached  10  to  12 
inches  in  height  on  the  warmer  uplands.  Strawberries  i 
proved  to  a  remarkable  degree,  and  were  blooming  at  the  end  of 
the  month.  Pastures  developed  so  rapidly  as  to  furnish  good 
grazing  by  the  loth.  Alfalfa  came  forward  exceptionally  well 
with  a  stand  almost  perfect.  The  first  crop  was  nearly  ready 
to  cut  in  the  southwest.  Preparation  for  corn  and  tobacco  was 
more  advanced  than  usual,  due  to  the  slight  interference  by 
rain. 
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MISCELLANEOUS. 

,^I)I■il  1(5. -A  wlnilstorm  oausuil  ilisniptloii  of  ulectrln  Kervlrn  and  minor  'lanmwo 
to  Hill";  III  .liiVii-nii  iMiMity.  dp  to  tiil.s  dull'  forest  /IreH  conllmiod  looally  In  twulvfi 
soiilh.'iisb  in  .  .Ill  III  h     ;i  ml  also  in  Lyon  and  Triffi?  countlos. 

i;n<  1  A  111. I. li  int..  riso  In  thi;  upper  Olilo  pasNcd  downstream  during  the  Bcfond 
wi'i'k,    'Iriliiiliiry  .^u■(■lllll^  in  tlio  State  remained  very  low. 

PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo lU. 

Cineinnati Ohio 

Evansville Ind. 

Louisville   Ky. 


30.48 
30.46 
30,45 


29.fi4 
29. 
29.67 
29. 5' 


OOMPARATIVE   DATA  FOR  APRIL. 


TEMPERATURE. 

Temperatures  for  the  month  averaged  3"  to  6°  above  normal. 
Except  for  a  few  moderately  cool  days,  temperatures  considera- 
bly above  the  average  prevailed  through  the  first  decade.  In 
the  second  decade  the  daily  excess  ranged  from  7^  to  22°  in 
northern  districts  and  nearly  as  much  in  southern  sections. 
Maxima  reached  90°  at  several  stations  in  this  period.  Nearly 
a  week  of  cool  weather  followed,  with  daily  deficiencies  of  4°  to 
8^',  and  minima  of  freezing  or  slightly  lower  at  some  eastern 
stations.  The  range  for  the  State  was  between  93°  at  some 
western  and  southern  stations  in  the  period  r2-20th,  and  30° 
at  several  eastern  stations  on  the  1st,  3d,  or  26th. 

PRECIPITATION. 

Precipitation  averaged  about  three-fourths  of  the  normal,  but 

varied  greatly  in  distribution.  .K  considerable  south-rentral  area  received  4.0  to  6,0 
inches,  and  contained  several  .stations  at  which  the  fall  was  preater  than  the  m'onthlv 
normal.  From  this  section  it  diminished  sharply  toward  the  northwest,  north  and 
northeast  to  a  minimcm  ..f  1.5  to  2.5  inches  along  the  Mississippi,  Ohio,  and  Big  Sandy 
rivers.  In  a  seml-circurlnr  belt  from  Todd  '  ounty  through  the  southern  bluegrnss  to 
the  Virginia  border  from  30  to  40  inches  occurred.  In  a  broad  district  from  the  Otiio 
River  southward  oniounts  varied  between  L5  and  3.0  inches.  In  the  south-central  dis- 
trict of  heavy  rainfall,  which  also  included  most  of  the  heavier  March  rains  there  was 


Temperature. 

Precipitation 

Number  of  days 

Year. 
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i 
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•S.2 

o3 

t 

t 
0 

a 

a 

^ 

< 

£ 

5 

£ 

67.0 

57.0 

92 

24 

1,61 
4.04 

1890 

58.0 
56.0 

92 

24 
22 

2,52 
7.12 

1892.... 

1893 ..•• 

58.0 

94 

21 

6.99 

1894     

56.0 
57,2 

94 
94 

23 

22 

3.54 
3.18 

■9 

is 

1895 

1896 

63. 6 

96 

24 

1,65 

i.s 

12 

1897 

55,5 

90 

25 

6. 03 

T, 

11 

11 

62.4 
57.2 
66.2 

96 
90 

19 
20 
16 

3^16 
2.15 

1.1 

9 
9 

8 

12 

IS 
14 

1899        

1900 

1901 

50.9 
54.2 

91 

23 

22 

4.01 
2.65 

2.6 
0.1 

10 
9 

14 

1902 

65.4 
50. 8 

90 
85 

22 
16 

4.43 

T. 
1.7 

12 

11 

10 
10 

1904 

1905 

56,7 

91 

23 

3.00 

0.2 

9 

12 

69.6 
48.2 

94 

87 

23 
19 

1.40 
2.78 

0.0 

0.2 

6 

11 

17 
10 

1907 

1908 

59.  8 
56.1 
55.4 
53.8 
58.4 

96 

90 
87 

23 
21 
23 
20 
25 

6.56 

6.14 
7.06 
7.90 

T, 

14 
10 
14 
14 
12 

12 
14 
12 
11 

n 

1911         

1912.... 

55.3 
55.7 
60.1 
54.0 
55.8 
53.9 

89 
91 
96 

90 

87 

27 
13 
17 
23 

26 

2.73 
3.62 
0,96 
2,64 
6,02 
4,07 

T. 
T. 

10 
10 

14 
17 

14 

8 

1914                     

0.0      5 

1.4 
0.5 
0.3 

1 
12 

1917         

1918 

56.7 
50.8 

89 
89 

19 
22 

3.51 
6,16 

0,0 
0,2 

10 
13 

13 
9 

1920 

1921 

58.2 

90 

22 

4.09 

T, 

10 

16 

59,5 
54.8 
57,4 

88 
90 
93 

26 
13 
19 

4.26 
4.88 
3.41 

0.0 
0.0 
0,1 

10 
9 
10 

14 
15 
13 

1924 ... 

19.25                         

61.2 
51.6 

98 
87 

23 
16 

3.16 

00 
T. 

10 
10 

14 
13 

1926 

1927 

68.7 
62.9 
60.1 

92 
83 
90 

22 
21 
23 

6.39 
4.20 
3.57 

T. 
0.6 
0.0 

16 
U 

10 

10 
11 
14 

1928 

1930 

58.9 

94 

21 

1.31 

o.c 

6 

16 

1931 

55.9 

89 

25 

4.52 

O.l 

15 

56,4 
15.7 
56,9 

86 
87 
90 

25 

27 
24 

3.88 
4.74 
2.16 

T. 
00 

10 
13 

8 

13 
14 

13 

1934 

1935 

55.3 

92 

24 

4.42 

T. 

12 

10 

53.1 
55.9 
59.3 
53.7 
54.1 

90 
91 
91 
91 
89 

19 
22 
22 
21 
19 

4,79 

2^85 
6.07 

0.1 

r 

0.1 

12 

1^3 
11 

11 
11 
14 
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10 

1937         

1938         

1940 

1441          

60.0 
66.1 

93 
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27 
13 

3^99 

0.0 
0.3 
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12 
13 
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t53  year  averages. 
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CLIMATOLOGICAL  DATA:  KENTUCKY  8ECTiUN 


April,  194} 


Climatological  Data  for  April,  1941. 


Temperature,  in  degrees  Fahr. 


Precipitation  in  inches 


Number  of  days 


M'esteni  Division. 

Beaver  Dam 

Calhoun 

Earlinffton 

Fords  Ferry.  Dam  60 

QUbertsville 

areen\'ille   

Hartford  (near) 

Henderson 

Hopkinsville , 

LovelaceviUe 

Mayfield 

Murray 

Owensboro 

Owensboro.  Dam  46. 

Paducah  

Princeton 

Ramsey.  Lock  2  t 

Russellville 

Unlontown.  Dam  49. . . 

Central  Diviaimi 
Addison,  Dam  45.. 

Anchorage 

Bowling  Green  — 
Browusville.Lock  6t.. 

Burnside 

Uarrolltou,Lock  1. .. 

Clermont  

Gold  Sprint;,  Dam  36. 

Danville — 

DixDam,  Burgin.... 

Eadsville 

Eubank  

Frankfort,  Lock  4... 

Gest,Lock3 

Glasgow   

Grant,  Dam  38 

C4reensburg 

nigh  Bridge,  Lock  7 

[rvington  

LaGrange 

Lancaster 

Leitchfield 


i.inleHickman,Lock81i 

Lockport,Lock  2 

Louisville 

Do.  Bowman  Field.. 

Mammoth  Cave 

Monticello 

Munfordville 

rit.  Jonii 

Salvis:i,  Lock  6*;     

Shelby  vi!io 

Smith's  Grove — 

Stearns 

Tavlorsville 

Tyronu,  Lock  .5^    

Williamstown 

Woodbury,  Lock  4  J.  . . 
Eastern  Division. 

Annville 

Ashland   

Berea 

College  Hill,  Lock  U... 

Cyuthiana 

Falmouth 

Farmers   

FlemlngBbnr?   

Ford,  Lock  101 

Grayson  

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14  . . . 

•Jackson 

Jenkins 

Louisa 

Lynch  [near] 

.Vlaysville,  Dam  33  .... 

Mlddlesboro 

Mount  Sterling 

Oneida    

Oneonta,  Dam  851 

Paintsville 

Pikcville 

PippapaBS 

QuickBand 

Ravenna,  Lock  12 

Flichmond 

Vnlley  View,  Lock  9. .. 
Vancoburg.Dam  ^i... 

VVilliarnshurBT 

Willow,  Lock  13 

Winchester 

.H'at/>  nvprairee  and  pt 


Ohio 

McLean 

Hopkins 

Crittenden  . . 
Marshall  ... 
Muhlenburg. 

Ohio 

Henderson  . . 

Christian 

Ballard 

Graves 

Calloway.... 

Daviess 

Daviess 

McCracken  . 
Caldwell  — 

McLean 

Logan   

Union 


Breckinridge 

Jefferson 

Warren 

EdmODHOn  .  . . 
Pulaski 


Bullitt 

Campbell    . 

Boyle  

Mercer 

Wayne  — 
Pulaski . . . . 
Franklin  . . 

Henry 

Barren . . .   . 

Boone 

(■freen 

.Tessamine  . 
Brockinridj 
Oldham  . . . 
Garrard  . . . 
(4ray?on . . . 
Fayette.... 
Jessamine 

Henry 

•fefferson  . . 
Jefferson  . . 
Edmonson. 
Wayne  . . . . 


Shelby  ... 
Warren . . . 
McCreary 


Anderson. 

Grant 

Bntler  .... 


Jackson  . . . 

Boyd 

M.idison.. , 
Madison.. . 

IlarriBon  .  . 
Pendleton . 
Rowan  . . . . 
Fleming  . . 


irk 


Carter   

Greenup 

Perry   

Lee . . 

Breathitt 

Letcher 

Lawrence 

Harlan 

Mason 

Bell 

Montgomery  . 

Clay 

Ciimpbell 

Johnson.. 

Pike 

Knott 

Breathitt-.... 

Estill    

Madison 

Madison 

Lewis 

Whitley 


Clark 


964 


-T-  4.2 

+  4 

+  5.1 

+  2.5 

+  4.2 


+  3. 
Vs.' 8 


+  4.6 
f  3.9 


1.39-2. 

1.78|-2.32 

2.00-1.44 

3.50 

1.61  -2.75 

2.37 

2.47 

2.82 

2  14 

2.06 

2,54 


-2.1 
-2.  12 
-0.89 
-2.23 
-2.2' 
-2.77 


1.89 

2.65-1.15 

4.82+0 

0.03 
5.59 

0.02 


-0.12 

-1.65 
+L52 
-0.52 


+0.01 
-0.73 
-1.28 
-0.32 


-0.82 
-0.10 
— 1. 


l.fi.'i-l. 
3.381+0. 
3.291-0.' 
2.68  ... 
2.95-0. 
208-1. 
2.35  ... 
1.75-1. 
4.39-0. 
2.05-2.1 


2.7i  -0.87 

3.23 

3.06,-1.17 
3  72+0.61 
2.71-0.88 
3141-0  14 
2.091— 1.6"; 
8.4ll  +  4.16 
3  93:  +  1.16 


Eldred  G.  Young. 
K.  C.  Bennett. 
Brick  Southworth . 
Lockmaster. 

Tennessee  Valley  Authority. 
C.  R.  Lovell. 
W   R.  Carson.  Sr. 
Prank  T.  Street,  Jr 
W.  K.  Morris. 
Blaine  Malone. 
Mrs.  Joe  Payne- 
Ralph  B.  Wear. 
Henry  S.  Berry. 
Lockmaster. 
Joe  Lagore.* 
S.  J-  Lowry. 
Lockmaster. 
Wm.  Shelton. 
Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcora. 

Lockmaster. 

L.  0,  Stiles. 

J-  C-  'igg. 

Kentucky  Utilities  Co. 

D.  ]>em  Hughes. 
U.S.  Weather  Bureau . 
Lockmaster. 
Lockmaster. 

U.S.  Weather Riirean 
U.  S.  Weather  Bureaa. 
Ivan  J.  Ellsworth. 

E.  O.  Cooper 
Chester  Williams. 
Sisters  of  Loretto. 
Lockmaster. 
Willa  8.  Ratta. 

C.  W.  Guernsey. 

Airway  Station. 

Thad.  Cheatham,  Sr. 

Lockmaster. 

Miss  Nettie  B.   Sirapso». 

Lockmaster 

W.  A-  Worthington. 

Lockmaster. 

Luther  M.  Ambros. 

Lockmaster. 

S.  M  Hill. 

Jessie  Oldham. 

Lucille  C.  Stamper. 

C.  A.  Glascock 

Lockmaster. 

Mrs    Ruby  A.  Burtoni. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

Jas.T.  Goff. 

R.  J    Howard. 

Zeb  Heston. 

.lames  S.  Allen. 

Lockmaster. 

M.-ittiiew  Woodson 

W.  U    McKeo. 

Garret  Combs. 

Lockmaster. 

E.  CFraley. 

U.  S  Weatlier  Bnrean. 

Cpnev  Run  f'om.  Cen. 

K.    W.  Jones. 

Lockmaster. 

J.  W.  Crooke. 

Ijockmaster. 

Lockmaster. 

Wadely  West, 

Lockmaster. 

Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  siich  s 

used  in  determiningsection  or  division  means.  iHiiijiscy,  BrownHvillc'  mid  Wondl 

Reference  lett<irs,  *,  ^,  '.  appearing  in  the  table  indicate  number  of  davs  missing;  for 

+  Also  on  other  dates.    +t  Received  too  late  U^  tie  includerl  in  nican-;  and  summaries 

•Rainfall  record  by  U-  S.  Engineers;  temperature  record  by  Joe  Lagove  at  Paducah  N 


tations  as  have  ten  or  more  years  of  record,  but  al 
bury  iim  Locks  on  the  Green  River;  other  Locks  i 
example,  b  represents  two  days,  etc. 

T    Precipitation  is  less  than  0.01  inch  ra.in  or  m 
o.  2. 
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Dally  Proolpitiitlun 

lo 

Ai 

)ril 

n)4i. 

Day  ot  moiilb 

BtftUons 

1 

3 

S 

4 

6 

6      7 

8 

B 

10 

U 

12 

18 

14 

IS 

16 

17 

18 

lU 

20 

21     22    28 

24 

2S 

26 

27 

28    20 

80 

81 

1 

We»tem  Division 

Beavor  Dam G. 

Oillumu G. 

ICiirlington    » G. 

1-iMds  Kerry  Dam  50' 0. 

Gllbortsvlllo" T. 

Giveuvllle G. 

Hartford  G. 

Uoiideriion 0. 

llopkiusville" C. 

Lovolaoovllle                                  ..M. 

.OS 

.uu 
.u 

.02 
.02 

.'31 

tV 

T. 
.11 

.04 
T. 

i'V 

.21 
.39 

:P 

',"55 
.11 

"■09 
.07 
.0>i 

.02 

■;4G 

.01 
.19 
.82 
.45 
.70 
.46 

il 

1.00 

■.'is 
.75 
.12 
.12 

.,35 
.84 
.16 
.89 
.60 

.22 
.95 
2.03 
1.93 
^65 
1.85 
48 
1.80 
.19 
.83 

•1 

•  T8 
.18 
50 
.71 
.69 
l.OS 
.47 
1.41 
.57 
.68 
.34 
.41 
.44 
2  09 
2.25 
1.63 
1.10 
.83 
.72 
.09 
1.92 

.08 
.10 
.14 
.11 

.47 

'.■.30 
.13 
.09 

'.oi 

.29 
.29 
.44 
.05 
.04 
.06 
.08 
.06 

.53 
.13 
.05 
.06 
.20 
.60 
.37 
.75 
.64 
.73 
.05 

1.11 
.37 
.21 
.36 
.46 
.22 
.53 
.16 
.09 
.50 
.08 
.62 
.44 
.12 
.09 
.20 
.79 
.31 
.33 
.76 
.38 
.OS 
.08 

.08 

.08 
.05 
T. 
T. 
.10 

:% 
.22 

T. 
.05 
.08 

'."62 
.01 
.01 
.04 

'."os 

.01 
.85 

.46 

.40 

t'' 

.08 
.15 

t" 

.80 
.25 

!60 
.80 
T. 
.26 
.87 
.01 
.28 

.16 
.36 
.30 

.27 
.13 

T. 

'.'ii 
'.'is 

.06 

'[os 

.07 
•  19 

'.'64 

.12 

.14 
T. 

'.40 

'.'so 

'.'ie 

.15 

.22 

.15 
.18 
.26 

'25 
"^' 

'.'(is 

T. 
.06 
'.'04 

'!l5 
.45 
.18 

;68 

.'27 

.07 
T. 

.'io 
^«o 

T.' 
.12 

.'27 
•  42 
.86 

.62 

.18 
.62 
.63 
.08 
1.60 

.'22 

.80 
.88 

I'si 

.94 

.18 

.f 

.04 

.25 

.21 

T 

.06 

.10 

'.s'\ 

T. 
T. 
.04 
.14 

i^ 

T. 

.19 
.03 
.02 
.02 
.02 

l.HO 

tV 

i26 

T. 
.08 
.34 

'.'08 

r 

".o^ 

T. 
T. 

T. 

tv 

.02 

.10 
.09 
05 

1.78 

.01 
T. 

.'oi 

'i-'.' 

a.tf) 

2.87 
2.47 

.29 

.''ie 

.05 
.06 

:o3 

.02 

T. 

2.14 

Miivtiold M. 

Murray  « T. 

v.we.isboro   » O. 

Ow.iisboro,  Dam  46  ' 0. 

l-adueali' 0. 

Princeton,      O. 

"{uiusey.  Lock  No.  2  » G. 

RussellviUe  ' G. 

l.-uiontown.  Dam  49' O. 

Central  Division 

Addison,  Dam  45.' 0- 

Ancborage 0. 

Bowling  Green   " .  •  •  •  .^ G . 

Bowlinsf  Green  1^0.  '2' Q- 

UiowiisviUe.LockNo.  6'' G. 

cStonLockNo.-i':;:v.-.-.-.v.-.-.K: 

I'lcrmont S. 

C<'ld  Spring, Dam  S6' 0. 

Danville' K. 

Dix  Dam,  Bnrgin K. 

Eadsville' '' 

Eubank C. 

Krankfort,  Lock  No.  4^ K . 

Oest,  LockNo.3  = K. 

Glasgow  •••• G- 

(irnut,  Dam  33' 0. 

Oreeiisburg  ' G. 

11:^^.1  Bridge,  Lock  No.  7' K. 

Irvington   O. 

l:Si?^;;:::;.;;:-:::::::::;;;:;;K: 

Leitchfield  ' G. 

L?t^tlo  Hickman,'  Lock  No .'  8  ' t// ! ! ! ! K .' 

Lockport,  Lock  No.  2' K. 

Louisville^  t 0. 

Do.  Bowman  Field 0, 

Mammoth  Cave' G. 

Mouticello' C. 

Munfordville  ' G. 

.03 

'.'62 
.07 
.09 
.03 
.08 
.10 
.03 

.08 

.20 
.19 
.12 
.05 

86 

.20 
.07 
.06 

1: 

•i 
.I9 

.06 

A9 

'24 
.01 
.OS 
.34 
•  0) 
.04 
.20 
.04 
.08 
.09 
.11 
.31 
T. 
.02 

2.00 

'.'oi 

.04 
.-.0 

'!64 

.67 

.29 

.'01 
.01 

".'is 

.02 
.16 
.10 
.06 
.10 
.10 

T. 

.10 

.61 
1.24 
.69 

.50 
.26 
.91 

.09 
.01 

.01 

.'ii 

.43 
.01 

.09 

't.' 

2.69 
2  19 

2.11 

'.'06 

T. 

.58 

'!io 

.08 
.12 
.95 

1.37 
1.98 

2.67 

2.65 
4  82 

.02 
.03 
.05 
.10 
.07 
.09 
.05 
.08 

'.'6s 

.04 

T 

.01 

T 

.10 

.05 

T. 

T. 

'.20 
T. 
.07 
.07 
.10 

'!02 

.60 
.48 
.56 
.26 

.07 
.02 

.'62 

4.33 

5  69 

.02 

'.'09 
tV 

.13 
M 

.'82 

.'21 
.'98 
.16 

.■52 

tV 

T.' 

'  40 

'.'01 
'i04 

T. 

T. 

't.' 

.01 

'.'01 

.32 
.05 

T.' 
.03 
.02 

.18 
.13 
.31 
.05 

.le 

T. 
T 
.31 

.26 
.06 

■■?6 

02 

.80 
.26 

!o2 
.41 

L20 

.88 
.07 
.06 
.24 
.05 
.65 

.34 
.19 
.72 

.04 
.10 

f.' 

.40 

.■i7 

T.' 

t" 

"'25 

'."12 

.26 

't. 

!28 

T. 

'.'62 
T. 
T. 

'.'20 
.12 
.13 
.09 

't.' 

.11 

.08 
.06 

".'0- 
.06 

.05 
.05 

ibs 

.13 

.'08 
f.' 

.40 
.14 

.'ib 

'f. 
tV 

.06 
.10 

.'b2 
!bi 

TV 

.89 

T. 

T.' 
T. 

.19 
.07 
.61 
.10 
.60 

T.' 

.16 
.02 

T. 
•  02 
.01 

'.b^ 

1.16 

.31 

.07 
.80 

.'87 
.00 
.38 
.19 
.68 
.08 
•  68 
.68 

.'io 

3.71 
1.56 

1.10 

3.72 

.80 

't.' 

T. 
T. 
.49 
1.20 

.48 

.27 
.19 
.75 
.22 
.27 
.99 
.76 
T. 

•  88 
.07 
.54 
.91 
.21 
.25 
.31 

'!26 
.86 

;2i 

.12 
.18 

6.20 
2.53 
2.15 
4.17 
1.79 
6.41 

'^01 

'^28 
.22 

'.'01 
.18 
.35 

^29 
.29 
.31 

'!02 

.02 

2.97 
3  '3 

.31 

^78 
.21 

'.'55 
1.10 
.62 
.32 
.57 
.28 

3. 63 
2.22 
3^08 

.43 

T.' 
1.21 
.94 

f. 
.01 

T. 

2.77 
2.80 

't'.' 

.20 

4.93 
3  35 

Salvisa,  Lock  No  6  't K. 

tSholVivvilln    2                                                            S 

3.56 
2.61 

.20 

Stearns C. 

.12 

Ty?iSe:Lo<rk  No.S  't.  .■.■.'■.•.• K. 

Williamstown  ' L. 

.Vooabnry,LocUNo.4'. G. 

Endern  Diiixion 
Annvi'Io  2                                 C. 

.20 
.22 
.11 

.01 

T. 

.55 

1.10 
.76 
.11 

.23 

.24 
.45 
.27 
.73 

1.04 
.11 
.54 
.35 
.15 
.33 

1.0' 
.53 
.4'^ 
.5: 
.54 

■.■3 
.1 
.1 

.06 
.09 

.03 

!02 
.03 
T. 
.05 
.20 
.06 
.02 

'.'io 

.48 

.25 
.02 

■:2i 

'.'ii 

T. 

.70 
1.22 
.16 

.01 
.10 

:^? 

.31 
1.05 
.18 
.19 
.46 

'.'05 

.10 
.10 

'•'27 

'.{» 
.07 

'!io 

•  07 

'^bi 

•  04 
T. 
T. 

.19 
.10 
.11 
.08 

'.'b4 

T. 

'I08 

.80 

'!81 
.01 

■.■76 

't.' 

.48 
.20 
.50 

.25 
.86 

".oi 

3.41 
2.59 
2.95 

2  95 

■;35 

".Qi 

T 

.20 
.21 
.12 

'!25 
.25 

.01 

T. 

.2f 

:o 

1.39 

.97 
.18 
.84 
.30 
.11 
.10 
.18 
.02 
.33 
.28 
.08 

■.85 

'!2C 
.60 
.Of 

2.4( 
.4. 

Ashland  ^ u. 

.05 

'.0^ 

.09 

T 

T. 

.06 

.0« 

.03 

'.\f 
.2C 
.01 

'."sr 

.1 
.0 

.3 
.2 

T. 

.0 
.0 

.0 

't. 

2.07 

Berea                              K . 

..30 

College  Hill,  Lock  No.  11'  ....K. 

Cynthia,v.2 .L. 

.12 

t'.' 

.57 
.37 
.82 

".'45 
.74 
.65 
.43 

1.55 

't. 

.92 
.65 
.90 
.4S 
1.11 

1.  52 

T. 

.04 

':o5 

T. 

.08 

.17 

T. 

.02 

".06 
.12 

T. 

2  67 

Farmers  - I-. 

Flercin'-'Blnir-;  ' L . 

Kord.LockNo.  lO't K. 

1.69 
1.47 
2.31 

Greenup,  Dam    30'// 0 . 

Hazard  2//    K. 

.06 

.20 
.16 

.30 
.07 

'.'i4 

.... 

ios 
.'b 

AC 

".k 

.04 
.10 

';34 

T. 
.03 

".h 

.16 

'.'09 

".« 
.05 

.14 
.10 
.35 
.24 
.09 
.10 

■^62 
.22 
.46 

'.'es 

.18 

'.'bs 

.90 

1.15 

.50 

':i5 

'!o3 

1.65 
8  38 

neidulberg.  Lock  No.  14'. K. 

Jackson  ' K. 

'.'2b 

3.29 
2.68 

fenliins'           B 

';o5 
■:i2 

'[bs 

.06 
.67 

2. 95 

Lo'.isa^ B 

Lvnch  [near]   C 

.MaysvUle,  Dam  33' 0 

2  08 

1.75 

^^onIlt  Sterling L 

Oneida 't      K 

2.05 

'1 
.7 
.9 
3 
.3 
.6 
.4 
.1 
2.1 
.4 
.5 

.6 
.6 
.1 
.0 
.4 
.6 
.4 
.6 
.2 
1.1 

.'0 

.02 
.08 
T. 

. 

.2i 

.23 

.Of 

7    .04 

!    .Of 

.09 

5    .11 

5  ... 

^0 

T. 
.0? 

T. 

.4f 
.0 

T. 

.36 
T. 

T. 

.18 

T. 

'ioi 

.10 
.10 

t'. 

't'.' 

1.29 
1.43 

".K 
02 
T. 

.or 
.9 
.1 
.5 
1.1 

.7 
.7 
.8 

2.2 

1.0 

.02 
.01 

.... 

.... 

1.46 

Pikevillo B 

2  71 

Quiclisann' K 

llavenna,  LockNo.  12'. K 

Uichmond  ' K 

.2 

".0 
.0 

'.'if 
.2C 
.2 
.3 

1.1 
.2 

'.'i 

.0 
.5 
.5 
.6 
.4 

".0 

.30 
.48 

1.4 
?    .9 
5  ... 

'.si 
.2 

.IC 

■.'09 

.08 
.09 
.09 

3.06 
3  72 

Valley  View,  Lock  No.  9' K 

'.04 

Vancehur;?,  Dam  No .  32  ' O 

Williamsburg'-     ....      C 

2.09 
8  41 

Willow. Lock  No.  13' K 

[:. 

'.;: 

'.'? 

3.93 

1.98 

Exr'ept  as  otherwise  iiidicatPd  observations  are  generally  made  late  in  the  afternoon,  near  'unset,  and  preeipitation  rpcorded  is  for  24  hours  ending  at  time  of  observation. 
'First-order  Weather  Bureau  station;  precipitation  is  tor  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  'Precipitation  measured  in  the  morning: 
amount  then  recorded  is  for  the  nreceding  24  hours.  tPrecipitation  measured  with  recording  gage.  'Included  in  the  unxt  following  measiiremen' 

T.  Trace,  or  precipitation  less  than  0.01  inch.  tPost  office  addresses  as  follows:  — Lock  F,.  Lawrencehnrg,  Ky.  :    Lock  6,  Versailles,  Kv.  :  Lork  8.  Ni-cholaevillo  Ky  : 

Lock  10.  Rp(l  FTnnse    Kv.  :  Oneonta.  California.  Ky.  River   drainage  area   in  which  station  is  lorated  is  indicated  as  follows:  (B)Big  Sandy    (L)  Licking:  (K) 

Kentnckv;  (S)  Salt:  (Gl  Green;  (O  Cumberland:  'T)  Tennessee:  <0)  Ohio;  fM>  Mississippi.  //Rain  gages  have  windshields. 
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CLIMATOLOGICAL  DATA:  KEN'IUCKY   SECTION. 


Apeil,  1941 


Daily  Temperatures  for  April,  1941. 


Western  Division. 
rin,^  !  Maximum  . 

^'^  (Minimum.. 

(  Maximum  . 


«-nviue !^?S=:: 

IT     A  -o^^  I  Maximum  . . 

Henderson i  Minimum... 

HoPkinsviUe   \^SZS/: 

Lo-laceville 1^^^.:: 

Mayfield L^fn'mum- 

Murray  i  Maximum.. 


Owensboro  .... 
Paducah  (near) 


inimum. 


Minimum. 


t  Minimum... 

j  Maximum .  . 

I  Minimum. .. 

„g  j  Maximum  . . 

'*'' I  Minimum... 

Central  Diiisi'm . 

\  Maximum  . . 
Minimum. 


Bowling  Green l^^l^Z:. 


Irvington  . 
Leitchfield 


'  Minimum 

(  Maximum  . . , 

■  \  Minimum 

J  Maximum  . . . 

'  (  Minimum 

j  Maximum  . . , 

•  (Minimum.... 
j  Maximum  . . . 

I  Minimum 

j  Maximum  ... 

■  !  Minimum 

I  Maximum  . . . 

■  (  Minimum 

j  Maximum  . . . 

■  /  Minimum 

j  Maximum  . . . 

■  (  Minimum 

\  Maximum  .. . 

■  (  Minimum 

;  Maximum  . .. 
:Minimum 

j  Maximum  . .. 
I  Minimum.  . .. 


Do.  Bowman  Field 

Mammotii  Cave 

_.     ,   .  „  S  Maximum  .  . 

S''  John iMinimum... 

J.    ,K.„„iiio  (Maximum.. 

Shelbyville  |  Minimum... 

SmIth'sGrove  ......  I  Mf^^/Xm.:; 

a* „  :  Maximum.. 


Taylorsville   •••• 
Williamstown  . . , 

Ecmtern 
Annville 


Farmers 

Heidelberg 

Lynch  [near]  . 

MaysviUe 

Mlddlesboro.... 
Vfount  Sterling 

Pikeville 

Pippapa-ss   

Quicksand 

Riehioond —  .. 
Williamsburg  . . 


;  Maximum  .. 

:  Minimum... 
J  Maximum  . . 

/  Minimum... 
vwion. 

.Maximum  . . 

IMinimum... 

j  Maximum  .. 

I  Minimum. . . 

)  Maximum  . . 

/  Minimum... 
Maximum  . . 
inimum. . . 


Ma 
I  Mi 


j  Maximum  • . . 

(  Minimum 

j  Maximum  .  .. 

'  (  Minimum 

(  Maximum  . .. 
*  Minimupi 

: Maximum  ... 

:  Minimum 

j  Maximum .  . . 
'  t  Minimum.... 
j  Maximum  . . . 
'  I  Minimum 

IMaximum.  .. 

IMinimum 

:Maximum  . . . 

:Minimum 

:Maximum .  .. 

IMinimum 

j  Maximum  .. 

'  Minimum... 


80 

78 

4f, 

H7 

R5 

70 

42 

49 

54 

75 

W 

44 

■/■> 

V2 

i-> 

sn 

SS  Ingtnimeiits  are  read  In 
*.''  '  etc  indicate  resrofl 


nA  is  r.harcrod  \n  the  prpfpdiuef  fin 


vys  ononrs 


I).  S.  DEPARTMENT  OF  COMMERCE,  WEATIIl'R  HUREAIJ 
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Vol.  XLVI 


KENT  UCK  Y    S_EC  T  I  O  N 

j.  l.  kendall. 

Louisville,  Ky.,  May,  1941 


No.  0 


OENjSJaAL   SUMMARY. 

The  rainfall  was  very  doiiciont  and  occunod  in  the  form  of 
light  to  modorato  showers  that  fell  mostly  in  the  period  7-17th. 
There  was  but  little  rain  in  the  last  decade.  Rather  low  temp- 
eratures prevaiknl  through  th(>  shower  interval,  but  much  warmer 
than  average  weather  eharacUrized  the  dry  periods.  Sullicient 
moisture  remained  in  the  soil  to  bring  up  corn  during  the  first 
two  decades.  After  that  germination  became  uncertain  and  the 
stands  imperfect.  Irregularity  of  growth  also  resulted  from  the 
variation  in  the  moisture  content  of  the  soil,  even  in  the  same 
field.  Prevailing  high  teaiperature  in  the  last  half  of  the 
month  caused  corn  to  grow  rapidly  where  the  soil  contained 
enough  water  to  support  it.  Thorough  cultivation  kept  the 
crop  clean  and  the  surface  in  good  condition  to  resist  dry 
weather.  Wheat  on  uplands  and  hills  showed  considerable 
variation  in  size  of  heads  and  length  of  straw.  On  the  moisture 
retaining  types  of  soil  it  was  even  and  well  headed.  Barley 
headed  more  evenly  than  wheat.  Barley  harvest  began  in  the 
west'-'rn  counties  in  the  last  week.  Wheat  was  turning  in  south- 
western districts  at  the  end  of  the  month. 

Tobacco  plantbeds  had  to  be  watered  frequently  to  keep  the 
plants  growing.  The  high  teujperature  and  dry  air  soon  ex- 
hausted the  water  applied,  therefore  growth  was  slower  than 
normal.  Transplanting  began  near  the  end  of  the  third  week. 
On  account  of  the  heat  and  dry  soil,  stands  obtained  were  only  fair 
and  the  plants  were  slow  to  start.  Pastures  on  uplands  dete- 
riorated extensively  in  the  last  week,  and  seed  bluegrass  was 
seriously  injured.  The  abnormal  heat  and  dryness  shortened 
the  strawberry  season.  Oats  headed  short  and  irregularly. 
Potatoes  and  vegetables  were  held  back,  with  a  tendency  to 
dwarfed  maturity.  First  crop  alfalfa  was  cut  and  cured  under 
ideal  conditions.  Young  clover,  alfalfa,  and  lespedeza  suffered 
severely  and  some  died  toward  the  end  of  the  month.  Trans- 
planting of  field  tomatoes  proceeded  under  diflficulties,  with 
stands  less  perfect  than  desirable.  Water  for  livestock  and 
domestic  use  diminished  slowly,  and  hauling  of  water  to  meet 
farm  needs  in  the  upland  sections  became  more  general.  Light 
to  heavy  frost  occurred  locally  in  central  and  eastern  counties 
on  the  12th  and  13th  causing  variable  damage  to  beans,  pota- 
toes, tomatoes,  strawberries  and  other  tender  vegetation. 

TEMPERATURE. 

The  temperature  averaged  considerably  above  normal .  Maxi- 
ma were  relatively  much  higher  than  the  minima.  Night 
temperatures  were  frequently  quite  low  in  the  first  two  decades. 
A  few  eastern  stations  reported  freezing  temperatures  on  the 
12th  or  13th.  _  In  the  first  week,  the  last  five  days,  and  in  two 
other  brief  periods,  mean  temperatures  ranged  from  5'^  to  16-^ 
above  normal.  The  interval  from  the  9th  to  13th  was  decidedly 
cool,  with  daily  deficiencies  of  6"  to  10'-".  In  the  last  decade 
maxima  registered  90°  or  higher  on  most  days.  The  range  for 
the  State  was  between  10 1*^'  at  Earlington  on' the  21st  and  30^ 
at  Farmers  on  the  13th. 

PRECIPITATION. 

,h,-o  J^''fi}'}^^-1°?  f-'i<'i^eed  less  thau  one-third  of  the  normal  amount.  At  the  end  of 
this  month  the  total  deficiency  fortne  State  since  January  1st  was  11.5  inches  In  the 
southea^stern  counties  amounts  ranged  between  0.4  and'n.6  inch.  In  the  northern 
most  central,  and  the  we.nern  districts  it  varied  between  1.0  and  2.0  inches.  Most  of 
the  agricultural  section  of  the  State  received  about  1.5  inches .  The  range  for  the  State 
was  between  0.23  inch  at  Annville  an,l  2.7J  inches  «t  Paduclh.  Light tXavyshoweJf 
occurred  generally  in  the  period  (>-9ih  and  1.5-18th.  A  few  widely  scatt^re  /  shmrt^rc 
fell  on  the  23d,  27th.  and  30th-31st.  The  rainfaa  was  uTeyenly  disffild  leS 
Days  with  thunderstorms  were:  1.  J,  6,  7,  s,  n,  H,  16, 


MISCELLANEOUS. 

Mav  16. -Many  Hhailo  trccji  were  blown  ilown,  n  few  roofn  were  ilrvmBjrcd.  Bird 
(ileclrle  sorvlco  was  disrupted  by  it  wljidsloiiii  In  Jeft'erKin  <  ouiity,  with  an  cillmiilMl 
lu.-vs  of  (.'i.OOO.  LlKhtiiliiKHtniek  ii  bulldinK  on  thu  rlvor  frontal  Lwiilxvilli-.  CHti^lnit  llur 
upper  story  of  tll&s  to  dislnteifrato  and  fall  on  nine  parked  uutoniobllex,  whitli  wiri' 
wrecked. 

A  farmer  and  his  team  of  mules  were  killed  by  llKlitninK  near  I.aCjruntro.  The 
Stale  forestry  director  reported  that  nine  forest  llre.s  wore  burniuK  In  (Ive  KnaUi'ontxni 
countie.s. 

/Hrers.- -All  streams  remained  low,  with  exceptionally  Blight  How  for  thin  tlrni' 
of  year. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


<;airo 

Cincinnati 
Eyansvllle. 
Louisville 


.Ohio 
Ind 
..Ky 


30. 02 
80.03 
30.02 
30.03 


29.65 
29 

29.65 
29.67 


Si? 


Relative 
humidity 


COMPARATIVE   DATA  FOR  MAY. 


1889 

1890 

1891 

1892 

1893 ■ . 

1894 

189.=) 

1897  '.'■'■'■ '.'■'■'..■ 

1898 

1899.... 

1900 

1901 

1902 . . . . 

1903 

1904 

1905 

1906.... 

1907 

1908 

1909 

1910 

1911........ 

1912.... 

1918.... 

1914 

1915...- 

1916 

1917.... 

1918 

1919 

1920 

1921 

1922 

1923 

1924 . 

1925 

1926 

1927 

WS.......  

1929 

1930 

1931 

1932 

1933 

1934 .■  . 

1 93.5 

1936...   ..  

1937.... 

1938 

1933 

1940 

1941    ....  

Porind  t 

t53  year  averages 


63.9 
72.2 
61.4 
67.6 


66.7 
63.  9 
61.1 


67  2 
58  9 
69.4 


67.7 

68.3 
65.2 
f.5.7 
66.3 
51.8 
67.7 


5.49 
5.59 
3.64 
3. 16 
5.34 


3.49 

3^55 
3.09 
3. 05 
6.23 
2.54 
5.07 
4.34 
4.64 
4.81 
2.46 


4.29 
6.05 
4.08 
2.45 
3.87 
3.98 
5.04 
2.61 
2.36 
7. 44 
3.  68 
7.35 
2.  96 
2.59 
1.39 
6. 43 
1.67 
7.40 
1.50 
4.01 


Number  of  days 
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CLiMATU LOGICAL  DATA 

:   KENTUCKY   SECTiU^l 

May,   1941   ■- 

Climatolog-ical  Data  foi  May,  1041.                                                                                                                             | 

Counties 

1 

1 

lemperature,  in  degrees  Fahr. 

Precipitation  in  inches 

Number  of  days 

L 

p 

Observers. 

stations 

S 

1 

iS 

i 

is 

2 

0 

il 

C3 

1 

>• 

1 

£ 

6 

H'estern  Division. 
Beaver  Dam 

441 
437 
420 
356 

519 
640 
382 
524 
479 
364 
412 
420 
404 
341 
529 
384 
590 

37 

47 
12 

2 
24 

2 
19 
45 
12 
32 
15 
44 
13 
21 
34 
24 

11^ 

101 

21 
21 
21 

34 

36« 
36 

r2t 
12 
12 

38 
42° 
47 

1.92 
1.53 

1.26 

1.95 
1.39 
1.50 
2.08 
1.65 
1.09 
2.40 
1.83 
1.28 
1.5C 
1.83 
2.74 
1.42 
1.42 
0.66 
1.52 

1.52 
1.40 

1:2b 
0.84 
1.48 
1.74 
1.34 
0.67 
0.93 
0.S6 
0.23 
1.90 
1.87 
1.34 
0.95 

0.66 
1.80 
1.74 
1.07 
0.61 
1.72 
0.65 
1.92 
1.25 
1.40 
1.56 
O.HO 
l.lf 
1.31 
0  77 
1.58 
0.54 
0.64 

L48 
2.24 
0.79 

l.'2S 
0.88 
0.68 
0.71 
2.19 
1.67 
1.48 
0.8fi 
0  SO 

„.. 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

n 

0 
0 
0 
0 
0 
0 
0 

0 

0 
0 

0 
0 
0 
0 
0 
0 
0 
0 

n 

0 
0 
0 
0 
0 
0 
0 

n 

0 

0 

n 
n 
0 

■■n  ■■ 
n 

0 

0 
0 

0 

4 
4 
5 
6 
4 
6 

4 
6 
5 
6 
4 
9 

4 
6 
4 
6 

5 
6 
6 

7 

6 
7 
5 
9 
4 

8 
5 
7 
4 

6 
8 
8 
4 

6 
3 

4 
6 
6 
9 
4 
6 

10 
5 
6 
5 
5 

6 

' 
2 

5 
6 
3 
4 
7 
7 
4 

8 
5 
3 
2 

3 

3 

3 

6 
7 
4 

6 

7 
5 
8 
3 

5 

6 

9 
20 
23 

'21' 

18 
14 
22 

18 
18 
21 

}^ 
22 

15 
8 

8 
15 

9 
12 
13 

5 

6 

10 
8 

4 

7 

6 

5 

5 
2 
0 
2 

11 

4 

"s 

4 

5 

sw. 
n. 

s. 

S- 

s. 

n. 

n. 

Eldred  G.  Young. 

R.  C.  Bennett. 

Brick  Southworth . . 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell.                                        ' 

W.  R.  Carson.  Sr. 

Prank  T.  Street,  Jr 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne.                                   1 

Ralph  B.  Wear.                                      1 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lagore.* 

S.  J.  Lowry. 

Lockmaster. 

Wm.  Shelton. 

Lockmaster. 

Lockmaster. 

C.  E,  Barret. 

Mrs.  Lillie  G  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

I.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  II.  Alcorn. 

Lockmaster. 

L.  0,  Stiles. 

J.  C.  ogg. 

Kentucky  Utilities  Cq. 

D.  Lem  Hughes.                                   , 
U.  S. -Weather  Bureau 
Lockmaster. 

Lockmaster. 
U.S.  Weather  Bureau 
U.  S.  Weather  Bureau. 
Ivan  J.  Ellsworth. 

E.  0.  Cooper 
Chester  Williams. 
Sisters  of  Loretto. 

Lockmaster.                                            ' 

WillaSRutta. 

C  W.  C.uemsey. 

Airwav  Station.                                     ' 

Thad.  Cheatham.  Sr.                            ] 

Lockmaster. 

Miss  Nettie  B.    Simpson. 

Lockmaster 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  Ambros. 

Lockmaster. 

S.  M  Hill. 

Jessie  Oldham.                                    1 

Lucille  C.  Stamper. 

C.  A.  Glascock 

Lockmaster. 

Mrs    Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

.las.  T.  Gofl.                                            1 

R.  J    Howard, 

Zeb  Jleston. 

James  S.Allen. 

Lockmaster. 

Matthew   Woodson 

W.  It    McKee. 

Garret  Combs. 

Lockmaster. 

E.  CFralev. 

U.  8  Weather  Bureau. 

Cp.nev  Run  Com.  Cen. 

R.    W.  Jones. 

Lockmaster. 

1,  W,  Crooke. 

Lockmaster. 

Lockmaster. 

Wadely  West, 

Lockmaster. 

Airway  Station. 

'69.8+  3.2 
70.8+  3.8 

-2.451  1.21 
-2.83    0.85 
-1.67!  1.03 

li"nrl^nfftnn 

Hopkins 

Crittenden 

Marshall    

Muhleuburg 

Fords  Ferry,  Dam  50  . . 

........... 

-2:75 

-2^40 
-3.03 
—  1.10 
—2.17 

0.57 
0.60 
0.99 
1.10 
0.51 
0-71 
1  .nc 

Greenville               

67. 2 -t-  1.0 

96 

21 

36 

lit 

42 

Hartford  (near) 

Henderson 

Henderson 

69.  0! 

68.9+   1.7 
'70.0  +  3.0 
70.8!+  4.3 
70.2j+  3.1 
67.7  +  2.8 

96 
96 
95 
95 

29 
2It 

21t 
21 
21 
21t 

87 
37 

40" 
43 
45 
37 

12 
lit 

91 
9 
9t 
IS 

42 
4) 
41" 
38 
33 
40 

31 ' 
40 

Ballard 

-3.22'  0.88 
-2.43;  0.9) 
-1.99|   1.01 
—1.20.  1  10 

Owensboro,  Dam  46.  .• 

na!v!p« 

McCracken   

Caldwell  . 

70.7+  1.0 
70  0  +  3  2 

92 
or. 

21t 
21 

46 
39 

9t 
lit 

D    ■      If^Jjr.'  '                     

-2.70 
-2.82 
-3.31 
-1  66 

-2.50 
-2.33 
-3.21 
-2.  68 

-2!  35 

-2 '.51 
-3.34 
-2  54 

-4^22 

-1.43 
-2.49 
-2.14 
-8.37 
-3.00 
-1.93 

0.79 
1.09 
0.38 
0.86 

n.C5 
0.75 
0-63 
061 
0.27 
0-86 
0.85 
0  55 
0.23 
0.24 
0.23 
0.15 
0.75 
0.66 

0.55 
0.38 
0.23 
100 
0.93 

Rumsey,  Lock2t 

Russellville 

M  cLeau 

1 

•68  eU  2  ql     qq 

22 

35" 

13 

41' 

Uniontown,  Dam  49... 

Central  Division. 
Addison.  Dam  45 

TT?i7nn    

357  1  13 

Breckinridge   .... 
Jefferson 

S52 
700 
500 
410 
705 
480 
474 
489 
955 
770 
622 

1177 
504 
490 
760 
506 
■581 
.544 
646 
8.50 

1032 
635 
989 
500 
485 
4.59 
558 
800 
910 
600 
777 
520 
b25 
607 

1400 
489 
524 
943 
504 

13 
41 
45 
24 
50 
42 

15 

17 

1 
46 
45 
31 
11 
16 
48 
39 
43 
1 

15 
45 
57 
31 
31 
68 
3 
6 
3 
12 
45 
26 
48 
3 
5 
35 
23 
38 
24 

10 
24 
38 
31 
23 

34 
16 
25 
11 
21 
17 
6 
17 
15 
38 

43 
42 
48 

4 
19 

7 

.■i 

7 

15 
22 
44 
28 
24 
44 
21 

4 

65.4+  2.0 

92 
96 

22 

21t 

32 
43 

12 
12 

■10 
40 

15 
23 

13 

2 

3 

1®- 

Bowling  Green 

Browusville.Lock  6t.. 

i:<lnioi)son 

UarrolltoQ,  Lock  1 

19 

ie 

13 

U 
16 

'12' 

10 

10 

20 

15 
21 

'16 

io 

19 
17 

14 

11 
15 

28 

13 
19 
11 

12 

ii 

17 
11 
20 
20 

9 
14 

21 

23 

11 

il 

IS 

13 
12 

'19 

'6 

'\: 
9 

10 

8 

13 

15 

"6 

"6' 

17 

n 
10 

13 
12 

'a' 

IS 

11 
10 

20 

7 

6 

3 

4 
4 

"6' 

'21 

4 
2 

6 

::. 

■6' 
4 

17 
3 
9 

8 
4 

4 

"7 

14 

6 

0 

1 

2 
10 

2 
5 

sw. 
sw. 

s. 
w. 

w. 

sw. 

sw,' 
sw. 

sw. 
w. 
nw. 

w. 

e. 

w. 

BW. 

98« 

23 

Gold  Sprinf,',Dam36.-- 

Campbell    ........ 

■42' 
43 

66.  6 

68.6+  3.7 

95 
97 

22 
22 

37 

13 
lit 

Dix  Dam.  Burgin 

Eadsville 

Fubank 

Wayne 

Pulaski 

67.6+  3.( 

97 
96 

22 

21 

34 
34 

lit 
12t 

46 

48 

Frankfort,  Lock  4 

p.  '^  '      '' 

Barren 

68.6+  2.8 

■65:8+-i:3 

87 
97  " 

22 
"21" 

35 
"32' 

12 

"12" 

44 

47 

(Treensburg 

High  Bridge,  Lock  7. 

.lessaiiiine 

Breckinridge   .... 
Oldham 

67.5 

+  1.6 

91 

21 1 

35 

12t 

45 

Lancaster 

Leitchfield 

68.4 
67.1 

+  8.1 
+  2.8 

95 
96 

22 
22 

22 
V2 
22 

38 
37 

'43" 
33 

12 
12 

"10" 
12 
12t 

37 
39 

■34' 
36 
44 

'is 

-3  56l  0  -in 

Lexington 

LittleHickman.Lock  81 
Lockport,  Lock  2  

Fa.vette 

Henry 

-3' 13 
-1.54 
-2.47 

-2.' 64 
-2.76 
-2.71 
-2.22 

-2^02 
—  1.40 

1.30 
0.35 
0.96 
0.80 
O.i-,1 
0.48 
012 
0.27 

ff. 
0.92 
0.34 
0.21 

0.'59 
i.-ia 

68  6 
67  2 
66  2 

+  2.0 

91 

94 
94 

Do-  Bowman  Field.. 
Mammoth  Cave 

Edmonson.. 

66.' 4 

+  '2^3 

95' 

"22" 

■■38' 

12" 

Hardin 

Mercer 

Sholbyville 

Shelby 

65.4 
68.4 
67.2 

4-  1.0 

95 
90 
9fi 

22 
22 
22 

32 
39 
36 

12 
10 
11 

42 
41 

a 

Warren 

McCreary 

Spencer  

Taylorsville  - 

Tyrone,  Locust    

Williamstown 

Anderson ......... 

G  rant 

67.9 

+  42 

94 

22t 

39 

lot 

38 

Woodbury,  Lock  4  {-  .. 
Eofteni  Dirifion. 

Bntler 

-2.84    0.31 

|0.17 

•3  ig!  n  39 

64.2 
66.8 
66.6 

+  '2]6 
+  1.7 

96 
98 
95 

22 
22 
22 

28 
34 

13 
13 
11 

49 
-13 
40 

Ashland 

Boyd 

.Madison.    .. 

.534 
1070 
611 
684 

668 
870 
593 
5^9 
5j0 
8B9 
663 
776 

1566 
584 

4000 
524 

1128 
930 
800 
497 
020 
636 

1035. 
732 
631 

571 
525 
939 
646 
961 

Berea 

College  Hill,  Lock  1 1  .. 
Cyuthiana 

Madison 

-3.  36 
-2,70 
-1.34 
-2.25 
-2,22 
-2.64 
-2.  7S 
-1.05 
—4.61 
-3.-!0 

-4'i4 
-2,58 

—  1 .87 

0  24 
027 
1.27 
0.49 
0.52 
0  62 

o..5n 

0.78 
0.15 
0.36 
0.38 
0.22 
0.36 
0.13 
I.IH 

46 

Pendleton 

Rowan . . . 

64.6 

+  1.2 

95 

22 

30 

13 

Fleming 

Clark    

Ford,  Lock  lo^ 

Carter   

Greenup,  Dam  30 

2.26 
0.50 
O.nS 
0.53 
0.63 
1.28 
0.29 
1.84 
0.41 
1.29 

y62 

0.70 
0.14 
1.31 

0.56 
0.49 

0.65 
1.58 
1  21 

Perry   

'66.  i 

■■99" 

95 

OS 
97 

■'22" 

"21   " 
22 
22 
22 

'32" 

hi" 

34 
34 
35 

"13' 



10 
IS 
13 
13 

"56" 

■■3.3«' 
47 
48 
41 

IIeldelborg,Lockl4  ... 

Breathitt  . .. 

Louisa 

Lawrence 

Harlan 

.Haysville,  Dam  33  .... 

Middlesboro 

Mount  Sterling 

66.0;+  1.5 
68.71+  4.0 
68  0,+  4.8 

Bell  

Montgomery 

-3.61i     .21 
-2.971  0.78 

-i:S3    O.'fit 
....    |0.24 

-3.10'  0.17 
....    [  0.39 

-3.3f.i  n.is 
-3..S5'  0.20 

-3. .•'.(;.  n.2i 

-2.25    1.06 
-2.89    1.12 
-M.;9   n.2fi 

Oneonta,  Dam  351 

Cumpbell 

PaintHville 

Pikeville 

Jolmson        :..... 
Pike   . 

■  .|    

67.5 

ion' 
97 

95 

'95' 

■96" 
101 

■'22" 
22 
22 

"37  " 
34 
34" 

13  " 

15 

13t 

"w 

47 

4fi'' 

Knott 

Quicknand ;:::.'.' 

Breathitt.   . 

Estill     

Madison 

Madison 

Lewis 

6s  n;+  2.5 

66.4,+  O.'S 

'(■i'.'il'.'.'.'. 
67.71+  2.3 

22 

22 

■■32" 
21 

10 

lit 

n 

Valley  View,  Lock  9. . . 

31 

"38  " 
30 

13 

'  13  " 
13 

43 
"41' 

.50 

Willow.  Lock  13  .... 

Lee 

Clark   

tromi's 

0.13i..    .,    !  n.26 
1.2o!-2  7ll  1.53  1 

6      23  1 
16  1  10  1 

Statn  averages  and  px 

All  ten,!...,;. flip 
Thed.  ,   , 
used  in. 1.;.         . 

•Itiiinfall  re 

.■!,il;i  III..  !:il-..)i   Tim 

l-l'    .    ■,      ,      ,:m.|..  ;il 
cordbv  V.  S.Engii 

1  self-registering  thermometers. 

.(lire  and  precipitation  are  computed  only  for  such  stations  as  have  te 
means.                       iRnmsey,  Brownsville  and  Woodbury  are  Locks  on 
lit;  in  the  table  Indicate  number  of  days  missing;  for  example,  b  repre^ 
■  Ml  too  late  to  hp.  included  in  means  and  summaries.         T   Precipitatio 
oer,-;  temperature  record  by  Joe  Lagore  at  Paducah  No.  2. 

the  G 
ents  t\^ 
n  is  les 

jre  years  of  record,  but  all  complete  reports  are 
een  River;  other  Locks  are  on  the  Kentucky  River 
0  days.  etc. 
s  than  0.01  inch  rain  or  molted  snow 

Uay,   l!t41 
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Dully  jerooiiUtat 

Ion 

Jo 

M 

ly. 

11(41. 

nayotmontb                                                                                                          1 

1 

3      8 

4 

B 

fl 

7 

8 

9     10     11 

12     18     14 

16 

16 

17 

18     19     20     21 

22 

28 

24 

26 

28 

27 

28 

29 

80 

81 

1 

II'Mtrnt  Divmon 

Joavor  Dam Q. 

JiUhovm Q. 

Kivrlington    * I) 

"t." 

.28 
.07 
.10 
.77 
.54 
.80 
.22 

".bl 

.06 

.08 
.13 

'."os 

.08 

■."69 

.'04 
T. 

.18 
.01 
.09 

.14 

't. 

"."71 

.46 
.24 
.86 
.08 
.67 
.60 
.99 
.10 
.28 

.14 

T. 

T. 

.08 

'so 

1.22 

T.' 

... 

T. 

1.2H 

■'onU  Korry  Dam  50* 0. 

Ullbertsville' T. 

iiwnvillo U. 

f. 

'.'oi 

T. 

.OS 
.04 

i".' 

.51 

1.00 
.82 

.15 
.15 

'^OS 

.02 
.14 

'.'.. 

J' 
.12 

.OS 

"t. 

T, 

1.96 

.02 

■•r. 

T. 

1  89 

.46 
.60 

.02 
.04 

•::• 

.08 
.08 

"."28 

T. 

.20 
.08 

'.'64 

leudorson 0. 

lopkinsvlUe* C. 

Lovolacoville M. 

Mnyrtold M. 

Murray  ' T. 

Iwousboro    » 0. 

Iwonsboi-o,  Diim  46  * .O. 

I'lvducnh'  0 

'.'as 

1.66 

.21 

1.09 

t'' 

'tV 

T. 

.31 
.26 
.28 
.26 
.79 
.06 
.09 
.88 
.46 

.20 
.40 

.'35 
.61 
.07 
.39 
.3f, 
.16 
.22 
.06 
.05 

.01 

r 
.01 

T. 

"t." 

't.' 

.08 

T.' 
T. 

T. 

't.' 

.48 

.38 
.95 
1.01 

1.10 
.79 

1.09 
.14 

.86 

.66 
.75 
.15 
.13 
.26 
.08 
.86 
.85 
.65 
.06 
.24 
.17 

T. 

1.88 
1.28 
1.60 
1.83 
2.74 

tV 

".'is 
r. 

'."ib 

.06 

".'22 

.25 
.21 

".42 
T. 

".bi 
"."69 

1.42 

;uni^rv    Lock  No   2'                          G. 

".02 

."04 

.02 

1  42 

<ussollville  ' '.. G. 

luoiitown.  D;un  49' O. 

Central  IHvimm 

•Vddisou,  Dam  45.  « O. 

Anchorage O . 

Bowling  Greeu   » G . 

BowlliurOreeuNo-  2'.... U- 

.03 

.09 
.12 

■.'oi 

'.'23 
.08 

■;io 

T 

.13 

.27 

.05 

".m 

1.62 

T. 

f. 
.04 
.22 

,?^ 

.11 
.06 
.06 
.02 

.12 

•tv 

'.'65 

T. 

T 

1.40 
0.98 
0.,50 
1.26 
0.84 
1.48 
1.74 
1.84 
0.67 
0.93 
0.56 
0.23 
1.90 

.20 
15 

'."63 

.02 

T. 

Clermont .^ S. 

Ci>ld  Spring, Dam  36' 0. 

Danville' K. 

Mx  Dam.  Bnrgin K. 

■.'02 

'.'07 
T. 

.01 

T.' 

'.'l8 

"iio 

.15 
'.'23 

09 
.01 
.01 

.24 

".n 

.20 

"t.' 

'^' 

T. 

".02 

.23 

T. 

T. 

.13 

.02 

.08 

.15 
.02 

•'rankfort.  Lock  No.  4' K. 

T. 

.02 
T. 

.75 
.63 
.20 
.11 

"ao 

.24 
.37 

■.'25 

'.'51 

!08 
.48 

'.'27 
.3 

'.3ti 

■^oe 

';2S 
.4 
.3-1 

.0 

.22 
.1 
.2- 
.5C 
.U 
.1 
■  V 

f. 

T. 
T. 

.'2 

.3 

'^6 
T. 

.2 

'.'0 
.0 
.1 
.0 

.0 
.2 

.06 
.30 

'.'is 

.06 
.08 

;i8 

.14 
.05 
.13 
.20 
T. 

.10 

'.'04 
T. 
.02 

.08 

'06 
.20 

JO 
.... 

•r. 

.03 
.09 
.07 
T. 
T. 
.20 
.15 
.13 

.'43 

.08 

.17 

.30 

)';64 

I    AS 
.21 

.17 
5    .25 

1  '.09 
^    .()■} 

;  .04 
^  .11 

T    .2f 
•>    .13 

.20 
.09 
.04 
.11 
.10 

.?^ 
.06 

.01 
.33 

'."08 

'.'13 
"4' 

'.'ii 

.01 

T. 

".'61 

"'02 
T. 

'."64 

.'10 

.40 
.66 
.09 
.55 
.13 
.13 
1.00 
.93 

;36 

,«« 

T. 
.23 

'.'is 
.39 

.37 
.92 

-34 
T 

.15 
1.53 

T. 

.62 
.32 
.12 

1.'27 
.28 
.52 
.52 
.50 

'.'15 

'.'11 
.09 
1.13 

'!78 
.05 

'.'of 

.O.a 
.2 
1.06 

.04 

.19 

T^.' 

Gla.<go\v G. 

.24 

r'' 

1.34 

".as 

iri't'iiiburg  « G  . 

High  Bridge,  Lock  No.  7' K. 

rviiipftoii   O. 

I:S1??^;::;;;;.v:-:::::::::;::::;k; 

Leitchlield  '                                            G 

T. 

.01 

'tV 

';09 
T. 
T. 

'.02 

.16 
T. 

1.01 
0.66 
l.KO 
1.74 
1.07 
0.61 
1.72 
0  65 

'.'02 

T. 

.03 

"'62 

''19 
.11 

T. 

.... 

T. 
1. 

.15 

'."l3 
.23 

'!io 

'."os 

T. 

.66 

... 

Lexington  t K. 

Little  Hickman,  Lock  No.  8  't//       K. 

T, 

'."io 

.03 

T. 

T. 

T. 

Lockport.  Lock  No .  2  ' K. 

LouisvilleI  t 0. 

'1' ' 

.10 
.11 

tV 

T. 

... 

!02 

tV 

.05 
T. 

'.'so 

.81 

■f.' 
■.'63 

".'oi 

''11 
.0 
.12 

.... 

";i2 

't.' 

.01 

T.' 
''22 

".'bl 

'!22 
.09 

'."11 
.06 

'.'01 

T. 

'!30 

'.'28 

1.92 
1  25 

Mammoth  Cave" G. 

Montioello  = C- 

Munfordville  ' ...G. 

.13 
.12 
.13 

.09 
.08 
.20 

'.18 
.20 
.10 

.25 
.17 
.14 
.17 

.06 

.16 
.12 

.19 
.07 

1.56 
0.40 
1.10 
1.31 

0  77 

f.' 
T. 

'.'l3 
.12 

T 

Salvis.i,  Lock  No  6  =t K . 

-hell.yville  '^ S. 

".bi 

.01 

T. 

T 
T. 

't.' 

.02 
■."65 

"t. 

'tV 

.21 

.01 

'^24 

"."04 

tV 

T. 
.04 
T. 

■f.' 

... 

1..58 
0.54 
0.64 

"'i.'48 
2.24 
0.79 

Stearns C. 

Tavlorsville S. 

Tyroue,  Lock  No.  5  -t K . 

VVilliamstown  ••' L 

.Voodbury.Lock  No.  4'. G. 

Efintern  Dii'ii'ion 

'.'32 

Asillaud  » O. 

.14 

.13 

.09 
.08 

't. 

T. 

T. 

't. 

".02 
.05 
T. 

'.'bl 

1  28 

Berea   K. 

ColleseHin,  Lock  No.  11* ....K. 

.24 

.27 

'.'44 

■!64 

"a-7 
".23 

".bl 

't" 

'.'os 

.05 
.10 

.33 

.04 

T. 

".M 
.10 

'09 

068 

Oyntlnan..^ .L. 

Falmouth^   L. 

T. 

T. 

T. 

'.'63 

f. 
T. 

't. 
'.'01 

0.71 

Fanners^ ^ L. 

Ford,  Lock  No.  10  -t .'.'.'.'... . .'.".'  .'.'.'.K. 

'irayson  '' 0. 

'in-eMDp.Dam    30^//. O. 

Ilaznrds// K. 

Heid'.lbera;.  Lock  No.  14^ K. 

Jaokson  - K. 

I<*nl^iiis- B. 

I.onis.i^  .... B 

Lynch[ncar]   '.: 

Mavsville,  Diun  33' O 

.10 
-^ 
.10 
.24 

!3fi 
.38 
.13 
.19 
.13 
.28 
.16 

.18 
.05 

.30 

'^18 
.1(1 
.Of 
.18 
.05 

T. 

.09 

"."oi 

".01 

".ii 

.49 

.24 

'.'05 

":ii 

.36 
'f. 

"."15 

1.67 
1.48 
0.86 
0.80 
2.26 
0.60 
0.59 
0.53 
0.68 
1.28 
0.29 
1  84 

Middleshoro C 

Mount  Sterlinf? L 

Onoida't K 

.04 

0.41 
1.29 

Oneonta  Dam  35  ' O 

".OS 
.16 

'.'i7 
.39 

'ios 

T. 
.11 

"'o-i 

T. 

't. 

T. 

'."01 

T- 

.02 

'."04 

'!05 
.02 

l.f2 
0.70 
0.44 
1  31 

"6.' 56 
0.49 
0.65 
1..'=.8 
1.20 
0..58 
0.48 

Paintsville  2 B 

Pilcpville.                                                  B 

.24 

'.06 

.02 

i'l2 
.05 

;:; 

Pippapa!;s      .■ K 

quieks.nd= K 

!!av,.nna,  Lork  No.  ]r^ K 

Kiclimond  - TC 

Vnl'.py  View.  Lock  No.   0-.                   K 

Vancphnrs.DMm  No.  32  = '. '. '. '. '. '. 0 

^Villiainsburpr-. c 

t\'illow,I,ock  No    13' T: 

Winchester ■.'.'.■  .IC 

TCxeept  as  oth^'r^^•i!ifi  indicated  nb.ser 
'First-order  Weather  Bureau  statioi 
amount  tlien  recorded  i.s  for  the  nre- 
T.  Trace,  or  precipitation  le-<;  fm  n 
Lock  in,  R..c1  Ifnii^c  Kv  :  Oueouta 
K6ntucl;r;     .^  '  SaK-  ^  C,  ■  f,-,-cn:     ( 


.ations  are  generally  made  lat.e  in  the  afternoon,  near  «iinset.  and  preninitation  recorded  is  for  24  hours  cTidirgat  rime  of  ob.seiTation. 
:  precipitation  is  ior  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  'Precipitation  meastired  in  the  morning: 
•edine  24  honrs.  tPrecipitation  measured  with  recording  gage.  *I:icluded  in  the  next  fono\ving  measurement 

0.01  inch  tPost  office  addres^'^s  as  follows: -Lock  5.  LawrencehnrL'.  Kv.  :    Lock  6.  Versailles.   Kv.  :  Locks.  Nicholasville  Ky   : 

Talifornia.  Kv.  River    dvainaffp   area    in  ^yllich  station  is  located  is  indicated  as  follows:  (B)Big  Pandy    (LI  Licking:  ("K  1 

'  C'uinlierland:  'Tl  'iennessee;  ^OlOhio;  '  Ml  .Mis.si.ssippi.  //Rain  gages  have  wind.shields. 
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May,  1941 


Daily  Temperatures  for  May,   1941. 


1        2        3       4 


10      11      12      13      14      15      16      17 


»      20      21      22      23     24      25      26      27 


Western  Divisi 

Beaver  Dam  j 

Calhoun  j 

Earllngton j 

Greenville j 

Henderson , 


Minimum  — 
Maximum  . .  • 
Minimum  — 
Maximum  . . . 

Minimum 

Maximum  . . . 
Minimum.... 
Maximum  . . . 
Minimum  — 
laximum 
linimum. 


LovelacevlUe  . . . 

Mayfield 

Murray  


Owensboro  . 


Padueah  (near) . 


■■  (  Minimum 

j  Maximum  . . , 

■•  (  Minimum 

i  Maximum  .   . 

■•  i  Minimum..., 

I  Maximum  .  . , 

■■  I  Minimum 

11   -ii^cR  (Maximum... 

Russell  villeSS 1  Minimum..., 

Central  Dix 


Princeton  . 


Anchorage  . 


Bowling  Green. 


Maximum  . . 

Minimum 

Maximum  . . 

Minimum 

Maximum .  . . 

Minimum 

Maximum  . . 
Minimum 


Irvington \^^l 


Leitchfield 

Lexington  ; 

Louisville 

Do.  Bowman  Field 
Mammoth  Cave ; 


\  Maximum  . . 

I  Minimum 

\  Maximum  . . 

!  Minimum 

J  Maximum  . . 
I  Minimum . . . , 
(  Maximum  . . 

)  Minimum 

mum  . . 


Maximum  . . 

Minimum 

Maximum  . . 

Minimum 

Maximum  . . 
Minimum... 
: Maximum  . ., 

;Minimum 

(  Maximum  . . . 
)  Minimum.  . .. 
j  Maximum  .  ., 
)  Minimum . . . . 
\  Maximum  . . , 

i  Minimum 

)  Maximum  .  . . 

S  Minimum 

:  Maximum  . . . 
:  Minimum.... 
:  Maximum  . .. 
:  Minimum  — 

«""--to,vn Uif=m.::: 

Eastern  Division. 

.Maximum  . . . 


^t.  John  ... 
ilielbyvlUe 


Smith's  Grove  . .  •  • , 
Stearns 


Taylorsville 


Annville  ■ 


Minimum  — 
Maximum  . . . 

Minimum 

Maximum  . . . 

Minimum 

Maximum  . . . 

Minimum 

Maximum  . . . 
Mil 


«-^-i"« \^S^Z: 


Middlesborc... 
Mount  Sterling 


Williamsburg  . 


I  Maximum  . . . 
'  (  Minimum 

; Maximum  ... 

:Minimum 

J  Maximum .  .. 
'  j  Minimum.... 

j  Maximum  . . . 

(  Minimum 

:  Maximum . .. 

:Minimum 

:Maximum  . .. 

:Minimum 

:Maximum.  .. 

:Minimum 


84      S3 


SI  I    M 
-     5s 


6     45 

4      82 
f.l     4fil 


fi4l     60 


45I     61 


§§  Instruments  are  road  i 
'.^■°  etc.  indicate  ri^spi' 
K  O  Louisvlllp.  7-10  41-110!! 


n  tho  morning; 


f.harged  t«  the  preceding  day, 


?hioh  it  almost  alway.s  occurs 
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KENTU^Y    SKCTION. 

J.  Li.  KENDALL. 


Vol.  XLVI 


IjOuisville,  Ky.,  June,  1941 


NoT^ 


GENERAL,    SUMMAHY. 

ll(>avy  rainfall,  rangint?  in  nnioiint  from  1.0  (o  4.0  inches, 
visited  most  of  tlit>  Stuto  in  tin-  (irt^t  dcoiuic.  'llio  moisture  de- 
ticiency  that  liad  prevailed  in  northern  and  western  counties 
during  the  spring  months  was  generally  relieved  by  these  rains. 
However,  districts  of  considerable  size  in  the  western  and  ex- 
treme eastern  parts  of  the  State  leceived  only  enough  rain  to 
care  temporarily  for  the  needs  of  vegetation.  These  areas  again 
became  very  dry  toward  the  end  of  the  month,  causing  irregu- 
larity in  growth.  Prolonged  and  excessive  rains  in  some  north- 
eastern and  south-central  districts  partly  reached  the  subsoil, 
but  as  a  rule  merely  the  top  soil  was  thoroughly  moistened. 
For  this  reason  springs,  ponds,  and  streams  were  not  much 
ati'ected  in  most  places;  and  there  was  only  temporary  replen- 
ishment of  upland  water  supplies.  The  rains  made  possible 
the  completion  of  tobacco  setting  where  the  work  was  done,  by 
hand,  and  resulted  in  good  stands  practically  everywhere.  The 
large  root  systems  developed  in  the  search  for  moisture  during 
the  dry  weather  contributed  to  progress  greater  than  normal 
after  the  rains  came. 

Only  scattered  showers  fell  during  the  last  half  of  the  month. 
The  long  dry  period  at  this  time  favored  completion  of  wheat 
and  barley  harvest,  making  of  second  crop  alfalfa  hay,  and  the 
ripening  of  oats.  The  rains  came  in  time  to  help  fill  wheat 
heads  and  to  improve  considerably  the  oat  crop.  High  temp- 
erature in  the  last  decade  hastened  the  curing  and  improved 
the  quality  of  hay.  Transplanting  of  field  tomatoes  was  com- 
pleted early  in  the  month  during  the  cloudy,  showery  weather. 
Late  in  the  month  dry  weather  adversely  affected  this  crop  in 
some  important  western  areas.  The  rains  saved  much  young 
clover  and  lespedeza,  and  also  produced  marked  improvement 
in  soybeans.  The  high  temperature  and  dry  weather  of  the 
last  decade  provided  ideal  conditions  for  the  growth  of  cotton. 
Gardens  and  pastures  improved  decidedly.  Cultivation  was 
generally  clean  before  the  rains,  therefore  weediness  became 
serious  only  in  certain  very  wet  northeastern  localities.  With 
the  exception  of  the  restricted  dry  upland  districts,  mainly  in 
the  western  counties,  crop  conditions,  as  affected  by  the  weather, 
were  quite  satisfactory  at  the  end  of  the  month. 

TEMPERATURE. 

Temperatures  somewhat  below  normal  occurred  on  the  4th 
and  5th,  and  considerobly  below  from  the  13th  to  18th.  Very 
cool  weather,  with  daily  deficiencies  of  G'"  to  10",  prevailed  from 
the  14th  to  17th.  As  a  rule  the  coolest  days  were  the  16th  and 
17th.  With  the  exception  of  these  short  cool  intervals,  temp- 
eratures were  continuously  above  the  seasonal  average.  Maxi- 
mum temperatures  of  80'  or  higher  occurred  daily  in  the  last 
decade.     Maxima  reached  or  exceeded  100"^  at  stations  in  the 

dry  southwestern  distriet  on  the  27th.    The  highest  for  the  State  was  108°  at  Earlington 
ou  the  aeth  and  at  Russellville  on  the  28th .     Tlie  lowest  was  iV<  at  Annville  on  the  6th. 

PRECIPITATION. 

Precipitation  averaged  somewhat  above  normal,  but  was  so  irregularly  distributed 
that  some  parts  of  tiie  State  received  less  than  one-fourth  of  the  seasonal  aniuunt  while 
other  localitie-;  received  from  two  to  thret»  times  that  quantity.  In  most  of  the  eastern 
half  of  tlie  State  from  4  0  to  6,0  inihes  occurred,  alti'.ouprh  tliere  was  a  relativel.v  dry 
district  from  tlie  ccntnil  bUieera,^-:  region  eastward  that  had  2  8  to  3,5  Inches,  A  f ew 
counticsin  tlit-  nilridle  lirccn.  iiiv.T  Valh'y  recpived  froml.Oto  ".  flinches,  otherwise  the 
rainfall  in  western  di>trirts  ranKi"!  fmni  1  5  to  3  5  inches.  Stations  in  a  limited  area 
inthelnwcr  vallH>  of  tlie  '.r.^'n,  in  thi-  ^oiithwcsteni  part  of  the  Purchase,  and  in  places 
near  tlie  M'l'.thwe-iirn  Ijor.b  r  lip^.u.  m  h(M!)  1.0to2.0  inches.  For  the  State  the  rain- 
fall vari.-d  brtwccn  i>,,i9  imn  at  lUis.Mlh  ille  and  10  82  inches  at  Williamstown.  Rain 
was  fairly  general  and  usually  moderate  to  heavy  in  the  period  2d-4th.  It  was  general 
and  often  ht-avy  in  central  and  eastern  districts  from  the  7th  to  17th,  but  was  local  and 


fnMiuenlly  llffhllii  tli 
locally  on  tluiSd,  41li 
a  way  that  the  niuxh 

2.3, 7,  s, «.  10,  n,  la,  1 


H,  16,  II 


■DUntlcH.  Falls  of  1,0  to  2,0  Inched  In  li  hours  occurred 
)ih,  nth,  and  16tli.  In  niuNtarea.i  tli«  rain  full  In  miicIi 
It  entered  the  tioll,  IJB.VH  with  tliunderiilorins  were:  1, 
,  21,22,  29,  2r),  27,  28,  2«,  3«, 


MISCELLANEOUS. 

Juno  28. -A  girl  was  killed  by  lightning  while  standing  under  a  tree  In  Hhelhy 
Park,  Louisville. 

A'/roii.— Heavy  upper  bojiln  ralTis  early  In  the  month  caused  a  niodorafe  rlie  In 
tho  Ohio  that  culminated  with  stages  of  80  to  8ft  feet  along  the  north  border  of  the  Htate 
from  the  Htli  to  12th,  The  river  subsided  ta  pool  levels  from  the  24th  to  20th.  Trlbii- 
hvry  streams  In  the  State  had  only  slight  swells  from  these  rains. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 

Cincinnati 
Evansville. 
Louisville   , 


....III 
...Ohio 
..  Ind 


29. 24  30.19 

29.97  30.26 

29.94  30,21 

29.95  30.23 


29. 6S 
29.59 
29.65 


6.7  22 
6  6  84 
7.3  34 


COMPARATIVE   DATA  FOR  JUNE. 


70.6 
78,4 
77.1 
75.8 


75.6 
73.4 
68.6 
73.2 
74.8 
73,9 
70.2 
73.4 
74.5 
70.0 
75.2 


77.0 
70.9 
70.4 


T53.-year  a\'erag&s. 


I   no 


Precipitation       Number  of  days 


4.23 

4.64 
2.69 
3.63 
4,64 
3.61 
3.90 


3.61 
3.14 
4.49 
4.53 
4.91 
4.36 
5.03 
5.20 
4.06 
3.48 
2.87 
2.30 
4.79 
4.94 


0.88 
I4.II 
1.76 


1.57 

4.68 
7.60 
0,81 
4.52 


4,67     I 
4.16     I 


7 

16 

H 

15 

14 

8 

7 

9 

17 

19 

H 

17 

1 

IS 

4 

21 

6 

27 

4 

11 

,S 

21 

0 

18 

1 

13 

4 

10 

1 

10 

Na- 


>^y  Ubrary 
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Climatological  Data  foi  June.  X941. 


Temperature,  in  degrees  yahr. 


-S 


PreciDitation  in  inches  Number  of  days 


g> 


....J 


Western  Di 
Beaver  Dam.. 

Calhoun 

Karlington 

Fords  Ferry.  Dam  50 

GilbertsviUe 

Srocuville   

Hartford  (near; 

Jienderson •■ 

Hopkirisvillo 

I.ovelaceville 

Mayfield 

Murray 

Owensboro 

Owensboro,  Dam  4') 

PaducAh  

Princeton 

Rnrasey,Lock2  1:..- 

Russell  vllle 

Uniontown.  Dam  49 

Central  Division. 
Addison,  Dam  45... 

AncJiorage 

Bowling  Green 

lirownsville.Lock  6i.. 

Burnside 

I'arrollton,  Lock  1 

Clermont   

Cold  Spriux.D.iin  36.  .- 

Danville 

Dix  Dam.  Burgiii 

Eadsville 

Eubank  

Frankfort,  Lock  4 

Uest.Lock  3 

Glasgow    — 

lirtiut,  Dam3S 

(ireensburg 

High  Bridge,  Lock  7.. 

Irvington  

LaGrange 

Lancastei 

Leitehfleld 

Lexington 

LittleHickmiiii.Ln.l. -« 
Lockport,  Lock  2  

LOUISVIIJ.E 

Do.  Bowman  FieM 

Jlammoth  Cave  • 

Honticello 

Munfordville 

dt.  Joira 

Salvisa,  Lock  6^     

Shelby  villo 

Smith's  Grove 

Stearns  — 

Taylorsville 

Tyrone,  Lock  5^    

Williarastown 

■■Voodbiiry,  Lock  4  t.  .. 
Roftem  DiviKinii. 

Annville 

Ashland  

Berea 

College  nil).  Lo.l.  II 

Cyntbiana 

Palmouth 

Farmers   

Flemirigsbnra   

Ford,  Lock  10^ 

Grayson  

Oreenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14  . . . 

Jackson  

Jenkins 

Louisa 

Lyjich  [near] 

.Mayaville,  Dam  33  .... 

Middlesboro 

Mount  Sterling 

Oneida   

Oneonta,Dam85^ 

Paintsvllli! 

PiUeville 

Pipp.apass 

Qnicksand 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9. . . 
Vancebiirg, Daiii  32  ... 

Williamsburg 

Willow.  Lock  13 

Wincl)ester  ... 

Stat"  averages  and  ex 


Mui.iei.burg. 

Ohio 

Henderson  . . 

Christian 

Ballard 


McCracken 
Caldwell  ... 
M  cLean 


Breckinridge 

Jefferson 

Warren 


I'lilaski 
Frankli 
Henry  . 
Ban-en 


Harlan 

Ma?on.. 

Hell ;;; 

Montsroniery  . 

Clay 

Campbell 

Johnson 

Pike 

Knott 

Breatliitt 

Estill     ....... 

Madison 

Madison 

Lewis 

Whitley 

Clark  :;;;;".■ 

tremcp 


All  temperature  data  are  taken 

The  departures  from  normal  tci 

nscd  in  dcterminingsection  ordiii 

Reference  letters.  •.  '',  »,  am 

+  Also  on  other  date.',    tt  l:, 

•Rainfall  record  by  IJ.  S.  i:i 


+  04  98 
+■  1.3  101 
+  1.4    103 


2.6    100 

. . . •       98 
0.51     97 


+0.89  1.50 
—3.06  0.30 
-1.38  0.65; 
-O.75I  0.93 

I   1.47 

+0  55   2.08 

0.93 

-1.42!  0.99 
-0.05;  1.07 
-1.91J  1.12 
-2.871  0.60 
-2.66  1.01 
-I.O2I  1.02 
-0.98!  1.06 
-1.38  1.19 
-2.10    0.63 


.7:     95 
^3    '95' 


+  0.9     95 

I    94 

!     95 


74.0+  1.8^     95 


4000  1  1 

524  )3 

1128  42 

930  48 


73  0 

+  0.  I 

96 

2,s 

76.5 

H    4.1 

97 

1 

74.6 

+  2.0 

96 

24 

525  24 
939  44 
616      21 


28t 


41 


.S7 


+  1.78'  1.17 

-0  44)  1.33 

+  1.53'  117 

+4.?5i  2-83 

I  3.64 

+2.37;  1.14 

+2.931  2-75 

+  050  2.0? 

....  1.03 

-a.72l  0.72 

+1.1)0,  2.01 

+1.85  2.08 

+  1.21  1.04 

+2.631  2. 06 

+  3.72:  0-95 

+2.07!  2.68 


j  1-26 

!  1.97 

+0.52  3.10 

-1.17;  102 

+0.13!  1.26 

+  0.23]  1.91 

+  1.45'  1.63 

+  3  00  1.80 

i  0-96 

I  0.95 


-0.9S|  1.69 
-0.46  1.20 
+2.92'  2.99 
+2.3O1  2.03 

2.56 

0.84 


+  1.00  2.92 

+7.19  3-40 

+0.21  1.28 

I  0-91 

-l.CO,  0.6S 

+  O.S4;  1-73 

+  0.68I  2.36 

+  1.84!  1.57 

+  i.49i  4-19 

-0.6il  0  67 

4-0. 96|  1.16 

-0.70i  1.23 

+  1.281  1.33 

-n.12!  0.57 

+  5.30!  1.50 

+  !.62i  1.32 

....      I  MO 

-0.16'  0.78 

-1.84  1  33 

I  0.88 

+  .1.17:  .?  08 


+2.96    2-Oi 


..  j  0.R7 
8O;  2.12 
..I  0.98 
4.6l[+n.64|  l-K 
3.871-0.64'  1.17 
4.05  -0. or  1.55 
3.75I-O.95  1  9R 
4  67l+n.70    n  84 


'6t'   "32' 
6     '     44 


'  I'omputed  only  for  such  .stations  a 

, ,  Brownsville  and  Woodbury  are 

■ii.itior  of  days  missing:  for  example 

ii]  means  and  .summaries  T    Pri 

ly  loe  Lngnrp  at  Paducah  Xn.  2. 


Eldred  G.  Young. 

K.  0.  Bennett. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  T.  Street.  Jr 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  V^'^■ar. 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lagore.* 

S.  J.  Lowry. 

Lockmaster. 

Wm.  Shelton. 

Lockmaster. 

Lockmaster. 

C.  E.   Barret. 

Mrs.  LillieG.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockma.^ter. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

.Joe  Norfieet. 

Mr.s.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

L.  O,  Stiles. 

J.   C.   Ogg. 

Kentucky  Utilities  Co. 

I).  Lem  llugbes. 

U.  S-  W<'aUier  Bureau 

I.,ockmaster. 

Lockmaster. 

U.S.  WeatlierRui-™.! 

U.   S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O-   Cooper 

Chester  V.'illiaius. 

Si.-tfi-s  of  Uorctto. 

Lockmaster. 

Wjllr.  S   Unlta. 

C.  W-  (uernsev. 

AirwiiY  Sfition. 

Thad.  Cheatham,  Sr. 

Lockmaster. 

Miss  Nptlic  B.    Simpson. 

Lockmaster 

W.  A.  Worthington. 
Lockmaster. 
Luther  M.  Ambros. 
Lockmaster. 
R     M  Hill. 


iper. 


Mr.s    liuby  A-  Burton. 

Lockmaster. 

n.  A.  Baily. 

Lockmaster. 

.las.T    GofT. 

R.  J    Howard, 

Zeb  Heston. 

James  S.  Allen. 

Lockmaster. 

MatUit'W  Woodson 

W.  K    HcKee. 

Garret  Combs. 

Lockmaster. 

E.  c  Fraley. 

U.  9  Weather  Bnreaa. 

Cpnev  Run  ''om-  Cen. 

R.    \V.   Jones. 

Lockmaster. 

I .  W.  Crooke. 

Lockmaster. 

Lockmaster. 

Wadely  West, 

I;Ockmastcr. 

.A-irway  Station. 


UNK,   1U41 


('LIMAT()I,()(;U'AI>    DATA:    KENTUCKY    SI';(/I'I(»N 


Sally  Preolpltation  for  June,   1041. 


Day  of  month 


javor  Dam 

iillioun 

iirltiiKton   *  — 

Dfils  Korry  D,\m  60" 

ilbcrtsv  tllo" 

iviMivillo 


ockNo.a'' 


Central  Oivi 
ddison,  Dnm  45- '  — 

u.-honiKO.... 

I-,'  ;ii::,'  creeu  ' 

- 1  ;roen  No.  2'. 
Mllo.LockNo. 


..,iv,.ioii   Lock  No.  1"...  . 

loimout , 

r.ldSpriug.Dam  36* 

>anville* 

lis  Dam,  Burg'm 

;adsville» 

;ubank •  — 

'rnnktort.  Lock  No.  4" ... . 
:,..<t.  l.ockNo.8« 

ivim'ii'is.".'.''.'.'.". ..'."." 

lige,  Lock  No.'t^. 


.ru'iaV.'.. 


nk  Xo.sn...... 


0     10     11     13     18     14     16     10     17     18 


•ol 

.0 

.li' 

.01 

(15 

03 

.ng 

.... 

■  ■li 

.().-, 

.67 

•S7 

\k 

'1. 

M 

l.n 

T 

.flrt 

.09 

.()■< 

.0  = 

f)3 

()■; 

.1.1 

•2l> 

.1^ 

04 

.02 

■ 

.56 
.78 

'.2(,    .06 


.03    .05 
.05 

.20 


27     28    29    80    81 


...3.  in 

.88    .16 
.73    .28 


I'd  ob«Brvfitions  arp  g-enprally  madp  late  in  the  afternoon,  near  aniispt.  and  prpoipitatior 
n ^station  :  propiDitation  is  for  tho  ■i4-hoar  period,  midnight  to  mldnii'ht  unless  otherwi.se  : 
'  tlif  nri.pBdiii!?  J4  hours.  ^    tPrpoipitation  measured  with  recording' gage. 


4.00 

n.BO 

3.41 
3. 86 
3.84 
4.71 
1.83 
2.1U 


3.84 
1.04 
074 


8.92 
4.68 
6.84 
5.C9 
3.  EG 
6.72 
8.33 

6.44 
6. 84 
4.84 
8.45 
1.63 


8.15 
6.11 
4.66 
7.57 
6.73 
3.92 
4.18 
4.57 
5.83 
6.82 


3.80 
7.34 
6.31 
7.68 
5.67 

10.82 
4.61 


2.f2 
5.90 
6.17 
4.61 
3.87 
4.06 
3.75 
4.67 
8.17 
3.42 


is  fnr  24  hnnrs  ending  at  time  of  observation. 
'Prppipitation  measured  in  the  morning: 

1  in  the  'n-'-KT   foilnwing  ineasnremen' 
A',  v^i.ilh.-.    Kv.  :  Lorkg.  T.'ic.Imlnsvillo  Ky   ; 
i  r.,ii.Tvs-  (B)Big  PandT    (L)  l.irkine:  (K> 
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CLIiMATO LOGICAL  DATA:   KEN'lUCKY   SECTION. 


June.  1941 


Daily  Temperatures  for  June,  1941. 


Western  Division. 


LovelacevUle  .. 

Mayfleld 

Murray  

Owensboro  .... 
Paducab  (near) 


Maximum  • 
I  Minimum . . 
j  Maximum  . 
)  Minimum . . 
j  Maximum  . 
\  Minimum.. 
j  Maximum  . 
I  Minimum.. 
I  Maximum  . 
I  Minimum .. 
)  Maximum  . 
/  Minimum.. 
*  Maximum  . 
Ulinimum.. 
\  Maximum  . 
(  Minimum. . 


J  Maximum  . . 
1  Minimum... 
j  Maximum  . 
(  Minimum . . . 
j  Maximum .  . 
\  Minimum. .. 
ii„!ii,i:c  (Maximum.. 

"ssellvine§§ (Minimum... 

Centred  Dlvhkm. 

Maximum  . . 


Princeton 


Bowling  Green. 
Clermont 


'  Mir 
Maximum  . 
'  Minimum., 
i  Maximum  • 
'  Minimum . . 


Danville. 


'  Minimum . . . 
j  Maximiun  . . 
I  Minimum . . . 
)  Maximum  . . 
'  (  Minimum... 

"Frankfort \^i^Z::. 

j  Maximum  . . 
I  Minimum , . . 
j  Maximum  . . 
'  I  Minimum... 
)  Maximum  .. 
'  (  Minimum... 
j  Maximum  . . 
)  Minimum.. . 
j  Maximum  . . 
!  Minimum... 
S  Maximum  . . 
/Minimum... 
iMaximum  . . 
:Minimum... 

Maximum  . . 

Minimum.  . . 

Maximum  .  . 

Minimum .  • . 


Dix  Dam 
EubanV  . , 


Glasgow  ••■ 
Greensburg. 
Irvington  .. 
r.piiohfield  . 
Lexington  . 
Louisville  .. 


Do.  Bowman  Field 

Mammotli  Cave j 

Si.  .lolm ! 


Smith's  Grove 


Williamstown . 


Eastern  Divimon. 


I  Maximum  .  . 
(  Minimum.. . 
:  Maximum  . . 
:  Minimum... 
;  Maximum  .. 
;Mimmum... 
I  Maximum  . . 
Minimum . . . 


.Maximum  . . . 
iMinimum  — 
S  Maximum  . . . 

I  Mi 


i  Minimum 

I  Maximum  • . . 

I  Minimum 

I  Maximum  . . . 
I  Mi 


inimum... 


Heidelberg.. 

T  vnfh  rnpnrl  i  Maximum 

Mnchinearj (Minimum. 

Maysville  ... 


Mount  Sterling 

Pikeville 

Pippapa.ss   

ymcksand 

lUclimond 

Williamsburg  . . 


)  Maximum  • 
/  Minimum . 
Maximum 
/  Minimum, 
:  Maximum  , 
: Minimum. , 
.t  Maximum . 
/  Minimum., 
j  Maximum  . 
(  Minimum. . 
:Maximum . 
;Minimum.. 
: Maximum  . 
;Miuimum.. 
:Maximum . 
:Minimum, . 


^^'-*-t-  !m?^= 


91  86'  7J 

65  68'  62! 

89  861  78 

67  67|  63! 

89  86  76 

69i  69,  62 

90!  8i;  75 

65  66|  61 

89  84i  78 

fifi!  68;  62 

93'  88'  75 


86:  8S,  87! 


12  13  14  16 


68: 

ri3 

H.-il 

91 

b'^l 

fi4 

«3 

91 

fi4l 

5V 

8S 

86 

54! 

114 

82. 

87 

85  90  91 

62  66  67 

S6l  93I  93 

71  671  71 


54 
82 
651  5S 


70  82 
60j  57 
69i     8II 


78[     79 

60     53;    55 

80j 

54 


9n|     85 
66|     65 


69 

8fi|    85 

"'     65     64 


321  79 

61  64 

84 1  82 

68!  65 


80     84!     89     92 


79'     85!     881  93 

60'     491     46  54 

81      85!     80I  94 

62      49|     46l  53 

76  80  85'  90 
51  49  46|  63 
81      83j     89|  92 

51  49i    4-1  56 

77  80     85i  92 

52  54|  48  56 
88|  95 
48|  54 
88  93 
63  59 


S5  8' 

60  52 

82j  83 

64  53 

80;  82 


77|     84 


63 

82 
(W  65i  61 
84      85      "■ 

67 

86 


67 


67j  65 

79  84 
64,  62      60 
86,  87' 
69,  OS:     60 

80  81 

64  64     63 


76 

60     58 


59 

65 

99!  98 

.59 

65 

98 

98 

6fl 

66 

95 

94 

57 

65 

9H 

58 

65 

93 

113 

62 

71 

98 

n^ 

77 

87      92 
62      63 


22 

23 

93 

S2 

62 

63 

9V 

97 

62 

64 

9^ 

96 

M 

64 

W 

90 

62 

63 

98 

r, 

6^ 

65 

91 

53 

52 

24      25  t  26  !  27  j  28     29      30 


9? 

„ 

64 

59|  67 

9« 

99!  101 

61- 

67 

9.') 

I0( 

102 

67 
92 

63 
98 

63 
98 

65 

60 

67 

97 

1.72 

90 

68 

64 

71 

92 

96 

100 

64 

6;j 

68 

97 

9S 

97 

77 

79 

76 

60     05!     65 


70 

70 

95 

96 

7r 

72 

94 

96 

6f' 

62 

94 

97 

95 

100 

72 

67 

92 

96 

66 

62 

88 

91 

64 

66 

96 

97 

68 

69 

92 

91 

89 

99 

5S 

64 

W 

93 

61 

67 

91 

94 

57 

67 

99;    95 

65i 


94 

98 

71 

7f 

97 

10! 

71 

V2 

10(1 

103 

74 

75 

9(1 

98 

71 

71 

96 

98 

71 

74 

99 

62 

61 

AM 

99 

78 

79 

gc 

100 

73 

72 

96 

98 

73 

74 

94 

96 

71 

70 

94 

93 

71 

74 

101 

102 

74 

7,3 

96 

94 

71 

88 

87 

91 

67 

69 

9f 

lOi 

71- 

7,'i 

93 

89 

90 

95 

68'  53 

89|  D7 

70  72 

97  92 

70l  68 

90j  m 

68 

71 

,55!  61 
911  91 
87!     64: 


89 

93 

82 

93 

95 

95 

65 

61- 

61 

6R 

6f 

72 

86 

9? 

K 

91 

91 

91 

6r 

«:- 

,Sh 

64 

65 

66 

9( 

9" 

91 

96 

96 

96 

6- 

r? 

6S 

63 

67 

68 

00 

92 

90 

92 

95 

94 

6h 

65 

64 

6'i 

VC 

7? 

«i 

91 

91 

91 

97 

96 

i\<- 

67 

64 

K 

V(i 

8> 

90 

90 

92 

95 

92 

•/2 

71 

67 

7(1 

73 

72 

8C 

91 

91 

9;^ 

94!  93 

67 

65 

6.i 

66 

71[  71 

H 

9r 

90 

91 

94   92 

62 

(,■> 

59 

61 

68  -( 

87 

91 

90 

92 

96 

93 

96!     911     94! 

721     7li 
92:     951 


91!     951 


66|     64]     63     65 


89     90     Bfil     75 


65  67, 
87  851 
661     66l 


S§  Iiistmments  are  read  in  the 
',''.'  etc.  indicate  resppctirel 
LniiWvillp.  7-2741   HOC 


B6  84 

68]  68l 

89!  96 

59  67 

91  89 

63^  67I 


67 

li 

60 

K5 

811 

74 

66 

68 

69 

79 

64 

66 

66 

55 

54 

82 

80 

79 

63 

59,  64 

51 

49l  45 

SO 

74  71 

65 

58 

58 

;,|,    63;    OR     06 


87 

90 

88 

61 

63 

66 

87 

90 

91 

5C 

52 

68 

88!  m     90 

56]  581  60 

,S6|  911  93 

60 

62 

5>1| 

54 

55 

51 

73] 

7? 

77 

H<' 

601 

55 

54 

72 

72 

73 

S'O 

56 

54 

5H 

79t 

73 

76 

82, 

60      66      64: 


"4!     86!     90]     88, 


78|     86;     9n|     91, 


56|     58,     r?. 


911     89      89      90 
62i     69I     66      6,T 


62!     66;     69      68 


60      63      631     661 


8P  85!  90i  .18  90.  93! 
7ni  70:  6li  65  70|  70' 
S7i     84!     89|     90      90i     9ll 


then  read  is  chs 


8(( 

94 

.. 

66 

86 

95 

I 

69 
93 

■'1 

72 

T> 

«2 

70 
96 
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KKNTUCKY     SE_CT10N. 

J .  L.  KENDALL.  _ 

liOuisviLiiK,  Ky.,  July,   1941 


N( 


GUSNBKAL   SUMMABY. 

Modnntr  to  li.  ■ivy  rains  occurred  in  most  soutlicrn,  central 
and  I'lisliMii  (iistriclr!  iluring  tlio  tir?t  half  ol'  llie  iiiontii;  and 
again  in  the  ct'ntral  and  eastern  counties  in  the  third  week. 
These  rains  followed  about  two  weeks  of  dry  weather,  and  were 
decidedly  benelieial  to  crops  and  pastures.  Some  eastern  locali- 
(i(>s  received  such  continuous  rain  as  to  interfere  with  culti- 
Naiion  of  late  crops.  Some  extreme  northern  counties  of  the 
lower  valleys  of  the  Kentucky  and  Licking,  also  most  districts 
from  the  lower  (ireen  Uiver  Valley  westward,  had  only  light 
showers  during  the  hist  three  weeks.  Toward  the  end  upland 
crops  and  pastures  in  these  areas  suffered  from  the  effects  of 
heat  and  moisture  deficiency;  but  lowland  crops  remained  gen- 
erally good.  In  the  extreme  western  counties  all  vegetation  was 
deteriorating  when  the  month  end(>d.  Temperatures  below 
normal  in  the  second  decade  favored  crops  in  the  limited  dry 
districts,  but  were  too  low  at  night  for  the  best  development  of 
corn.  High  temperatures  in  the  last  week  promoted  rapid 
growth  of  all  crops  in  the  moist  areas,  which  included  most  of 
the  State;  but  hastened  deterioration  in  the  extreme  western 
dry  section.  Corn  improved  in  most  of  the  State  and  tasseled 
under  favorable  conditions  of  moisture  and  temperature.  To- 
bacco grew  more  rapidlj'  than  normal  following  the  rains. 
Much  of  tlie  early  setting  was  nearly  mature  at  the  end  of  the 
month."'  The  disease  known  as  root  rot  became  worse  in  some 
eastern  sections  on  account  of  wet  weather.  Late  tobacco  im- 
proved rapidly  in  most  of  the  rHalf,  but  rcinained  irregular  in 
the  western  dry  sections.  Iminrv.M,,,  ;it  in  ycung  forage  crops 
and  soybeans  continued  generally.  (  hmh us  and  Held  tomatoes 
also  made  good  progress.  The  heat  caused  considerable  sun- 
scald  of  ripening  tomatoes.  Late  potatoes  were  planted  when 
the  temperature  wa-  relatively  low  and  the  soil  moist,  They 
came  up  to  i^ond  <tau(l-.  i^xeeiit  for  irregularity  on  western 
uplands,  pastures  iviiiaiiieil  better  than  usual  in  this  month. 
Sdine  recharge  of  subsoil  occurred  in  central  and  eastern 
districts,  but  not  enough  to  affect  wells  and  springs  to  any 
marked  degree.  The  flushing  of  surface  streams  and  partial 
replenishiiier.t  of  iioiids  and  cisterns  relieved  the  water  shortage 
teniporaiily ;  l)U(  in  much  of  the  State,  especially  upland  regions 
westward,  hauling  of  water  for  livestock  and  domestic  use  was 
increasing  at  the  end. 


MiscKi^i  .ANy.u  us. 

July  2,— A  buy  wan  klMod  liy  llRlitniiiK  wlillc:  rIdliiK  h  lileyclc  iiuiir  Kowniaii  llflrl, 
Loulsvll'O. 

July  r2.-Thloo  naddlo*  wi^io  lulled  hv  llRlitniiiK  on  icoH  IIiiIih  ul  I.ouIhvIIIi-,  AH 
of  llicni  wero  oarryliiK  lings  of  Htci'l-sliaflc'd  clubs.  Two  caddlcn  tliul  bud  laid  down 
tlK^lr  clubs  wore  Kbopkod .    Two  plnyors  wro  al«o  Kliockcd. 

July  11).— About  100  families  were  drivfcn  from  Uitli'lionurRiind  r'aniiiffnto  lowlniid 
ci-ojis  was  mused  l>y  Hash  Moods  In  Kowan  County.  Dowlowii  Mttrcy,  In  KlciiilUKi-biirtr 
wiTo  Hooded  will)  (Innm;-..  <  tiiMiitfid  lit  $'2f,0(IO.  Tolepbono  and  eli^clilc  horvlcc  wan 
iiitiTruptcd  and  m  ;;  i     ■  i  i    m  iMJated  In  lioinbon  and  Soolt  I'ouiitlcH. 

JUirrH.  llci  i>  a,  1  1.1,1  rose  Kliarply  following  tbe  rains  of  tlie  first  week.  A 
iiioduruto  swell  ii'Miia  ii  m  a,    '  ililo. 


PRE3STJKE,  WIND,  HUMIDITY  AND  SUNSHINE. 
Wind. 


Cairo 111. 

Cincinnati  Ohio 

Kvansvillo Ind. 

Louisville   Ky. 


29.94 
29.97 
29,95 


29.69  18 

29.63  18 
29. 

29.65  18 


ItelatlVB    1 

humidity   | 

S 

a 

2 

g 

s 

s 

- 

y 

» 

\A 

m 

SB 

IX 

KO 

46 

fi2 

18 

85 

Afi 

65 

16 

86 

52 

CO 

COMPARATIVE   DATA  FOR  JULY. 


TEMPERATURE. 

Temperatures  averaged  somewhat  above  normal  in  the  moist 
sections  and  considerably  above  in  the  dry  districts,  due  mainly 


to  the 


frointi. 

inthe.ii-Ki 

'  -  \  1  ■ '  t '  a  1 .  \ 

fromtlie  IM 

itoth,.  iist 

51"  on  the  21 

St  nt  Farmer 

The  warmest  days  ocenrred 
:-;d  to  23d  were  us\!ally  not  far 

rurredinthe  first  two  decadt^s 
.  ixvl  on  the  4-6th.  13th,  ITtli ,  and 

lOS  on  the  2d  at  Earlington  and 


PRECIPITATION. 


Temperature. 


75.1 
73.0 
74  0 


75.2 
77,4 
77,8 
77.8 
77.3 
77.9 
81.7 

77!  6 


73.8 
79.5 
75.2 
81. 1 
76.4 
76. 8 
73.8 
76,7 
77.6 


7C.7 
80,5 
79.0 
7U.6 
77.0 
81.2 
78.8 
81.4 
75.6 
77.2 
76.5 


60  i  5.62 

44  I  2.66 

47  I  4.08 

48  I  3.30 


2.03 
5.75 
7.44 
4.79 
4.71 
3.78 
4.91 
1.72 
1.91 
3.53 
3. 40 
5.93 
6.02 
4.71 
3.94 
6.01 
8.63 
2.28 
6.50 
2.54 
3.20 
5.30 
4.17 
4. 38 
3.28 
2.10 


2.65 
4.77 
8.59 


4.31 
6.05 
4. 34 


Number  of  days 


16     I 


r53-yea.r  averages. 


.a^ 
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OLiMATO LOGICAL  DATA:   KENTUCKY   8ECT10N 


July,   194  J 


Cllmatological  Data  foi  July,   1941. 


Temperature,  in  degrees  5"ahr. 


PreciDitation  in  inches  jNumberof  days- 


Western  Division. 

Beaver  Dam 

Calhoun 

Earlington 

Fords  Ferry,  Dam  50  . . 

Gilbertsville 

Greenville   

Hartford  (near; 

Henderson — 

Hopkinsville 

Lovelace  ville 

Mayfleld 

Murray 

Owensboro 

Owensboro,  Dam  46... 

Pftducah 

Princeton 

Rnmsey.Lock  2  t 

6u8sellville 

Uniontown.  Dam  49. . . 

Central  Dinsion. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brownsville, Lock  6}.. 

Burnside 

Carrollton,Lock  1 

Clermont   

Cold  Sprinji.DamSe. .. 

Danville 

Dix  Dam,  Burgin 

Eadsville 

Eubank  

Frankfort,  Lock  4 

Gest,Lock8 

Glasgow    

Grant.  Dam  38 

Greensburg 

High  Bridge,  Lock?.. 

Jrvington  

LaGrange 

Lancastei  

Leitchfield  

Lexington 

LittlpHickman.LockS^ 

Loekport.Lock  2 

Louisville 

Do.  Bowman  Field. . 

Mammoth  Cave 

Monticello 

Munfordville 

St.  Jonn 

Salvisa.Lockel 

Shelby  ville 

Smith's  Grove 

Ste;irns    — 

Taylor.sville 

Tyrone,  Lock  51    

Williamstown 

Woodbnry,  Lock  4  t-  . . 

Eastern  Dinsion. 

Annville 

Ashland   

Berea 

College  Hill,  Lock  11... 

Cynthiana 

Falmouth 

Farmers   

Flemingsbarg   

Ford,  Lock  10^ 

Grayson  

Greenup.  Dam  30 

Hazard 

Heid(;!berg,  Lock  14  . . . 

Jackson 

Jenkins 

Louisa 

Lynch  [near] 

Maysville,  Dam  33  .... 

Mlddlesboro 

Mount  .Sterling 

Onoida    

Oneonta,  Dam  351 

P.alntaville 

Pikeville 

Pippapass 

Quicksand 

Ravftnna,  Lock  12 

Richmond 

Valley  View,  Lock  9. .. 
Vanceburg.Dam  32... 

Williamsburg 

V\'ill.>w,  Lock  13....... 

Winchester  

State  averages  and  ex 
All  t.v.i;.  n.iun 
Tl."  '1    :..!- 

used  ill  'I 


Ohio 

McLean 

Hopkins 

Crittenden  . . 

Marshall  

Muhlenburg. 

Ohio 

Henderson  . . 
Christian  — 

Ballard 

Graves 

Calloway. ... 

Daviess 

Daviess 

McCracken   . 
Caldwell  — 

McLean 

Logan   

Union 


Breckinridge   .  •  ■  ■ 

.leffer.son 

Warren 

Edraouson  

Pulaski 

Carroll 

Bullitt 

Campbell    

Boyle   

Mercer 

Wayne 

Pulaski 

Franklin 

Henry 

Barren 

Boone 

Green 

Jessamine 

Breckinridge   

Oldham 

Garrard 

Grayson 

Fayette 

,Je89;imiue   

Henry 

Jefferson 

Jefferson 

Edmonson 

Wayne 

Hart 

Hardin 

Mc-rcer 

.Shelby 

Warren 

McCreary 

Spencer  

Anderson 

Grant 

Bntler 


Jackson  . . . 

Boyd 

Madison. . . 
Madison... 
Harrison  .  . 
Pendleton . 

Rowan 

Fleming  . . 

Clark    

Carter  .... 
Greenup... 
Perry   


Breathitt 

Letcher 

Lawrence 

Harlan 

Mason 

Bell 

Montgomery  . 

Clay 

Campbell 

Johnson 

Pike 

Knott 

Breathitt 

Estill   ........ 

Madison 

Madison 

Lewis 

Whitley 

Let.   

Clark 

tr^mes 


404  13 

341  21 

529  I  34 
384 


7.78+4.28 
i. 54+1. 32 

4.27 

G.5S,-t-2.83 

4.93,... 

7.041+8 

7. 021+3. 29 

2. 051-.-?. 33 

G.55i+3.01 

4.90+1-67 

3.76+0.78 

3-66!  +  1.35 

2.281-1.20 

5.52+1.68 

4.96+1.88 

4.68+0. 

3.971+0.80 


6.54+3.46 
4.11+0.01 
7.89+3. 41 
6,69+3.29 
7.45+2.94 
4.03-0.63 


2.19+1 

6.75+2.09 

3.681-0.25 

8.62! 

8.40+2.24 
5.14+1.18 
8  781-0.23 
5.72+1.19 
2.76  -0.  81 
7.72+3.88 
3.46+0.59 
3  83i+0.76 

3.791 

5.59+1.20 
2.95 

+3 
+2.66 
-0.26 
2.36 -1.34 
3.30 
7.67 
10.41 
7.87 
8.6J 
3.51j-C 
1.9G-I 
3.76;... 
8.40;... 


3.011   

6  n8+l.,=;9 
6.65  +1.81 


+  0  77    0.99 


4 

+  8.71 

+  2.6i 


4.(;.5+1.23  3. 04 

3.64  -001  095 

5  65+1.17  1.00 

7.i5+3.76  4.81 

3.22-1.58  1.08 

7.10+2.89  1.41 

6.66:+2.31  1.10 

6.93+1.89  2.00 

9.40+1.62  1  92 

6. in; 1.96 

6.x9,+2.50  1.60 

7.50+3.95  1.89 

17.131 3.00 

4  8II+O.49  145 

9.94+3.01  3.60 

3.92  +  0.91  0.79 


939  44 
646  21 
964       4 


106 


51 


4.03-0.22  1.75 

9.71  3.10 

5.75+1.53  1.18 

6.72 1-42 

8.6V -1-1. 22  1.76 


la.o.S+8.o'.(,  4.4.T 
7.871  +  3  OS,  2.00 

3.71 1.05 

5.7I1+I.52I  4.88 


Eldred  G.  Yonng. 

K.  C.  Bennett. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W   R.  Carson.  Sr. 

Frank  T.  Street,  Jr 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wt'ar. 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lagore.* 

S-  J.  Lowry. 

Lockmaster. 

Wm.  Shelton. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E .  Lewis . 

Lockmaster. 

R.  P.  Amos. 

Loekma^ster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet- 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

I.  E.  Turner. 
Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

L.  O,  Stiles. 

J.  C.  ngg. 

Kentucky  Utilities  Co- 

II.  Lem  Hughes. 
U.S.  Weather  Bureau. 
Lockmaster. 
Lockmaster. 

U.  S.  Weather  Bureau 

U    S-  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  0.  Cooper 

Chester  Williams. 

Sisters  of  Loretto. 

Lockmaster. 

WillaS.Ratta, 

C  W.  Guernsey. 

Airway  Station. 

Thad.  "Cheatham,  Sr. 

Lockmaster. 

"Miss  Ncjttie  li.   Simpson. 

Lockmaster 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  Ambros. 

Lockmaster. 

S.  M  Hill. 

Jessie  Oldham. 

Lucille  C.  Stamper. 

C.  A.  filascock 

Lockmaster. 

Mrs    Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockma.ster. 

Jas.T   GofT. 

R.  J    Howard, 

Zeb  Heston. 

James  S.  Allen. 

Lockmaster. 

Mattlic'W  Woodson 

W.U    MfKoi'. 

Garret  Combs. 


Run  Com.  Ceu. 


13  I 


li.      W.    .Idll.'B. 

Lockmaster. 
I.  W.  (Brooke. 
Lockmaster. 
Lockmaster. 
Wadely  West, 
Lockmaster. 
Airway  Station. 


,11  friiin  self-registering  thermometers. 

I    ::i      ratnre  and  precipitation  are  computed  only  for  such  stations  as  have  ten 
.1  means.  tKumsey,  Brownsville  and  Woodbnry  arc  Locks  on  t 

I  i;''ariiiK  in  the  table  indicate  number  of  days  missing;  for  example,  b  repress 
l;.(  i-n  i:d  too  late  to  be  included  in  means  and  summaries  T    Precipifalioii 

Engineers;  temperature  record  by  .loe  Lagore  at  Padiicah  No.  2. 
1.00   inch  precipitation   on  the  nth  should  be  omitted. 


or  more  years  of  record,  but  all  complete  reports  are 
he  (iroen  Hiver;  other  Locks  are  on  thi'  Kontncky  River 
nts  two  days,  etc. 
is  less  than  n.Ol  inch  rain  or  melted  snow 


.Inv,  l".)-«l 


(n.IMATOI.OUlCAL  DATA:    KICNTUCKV  SKCI'loN 


Dally  Precipitation  for  July,  1841. 


llo 


G 

O 

lloi.kiusvllle" C 

Lovxliu-oviUe M 

MivvtloUl  M. 

Murray  * . .  T 

Owensboro   ' O 

OwoiiHboro,  Dam  46  « O. 

Fadiumh'' O, 

Princeton O. 

Hiinisey,  Lock  No.  2  ' 6. 

RussLillville  " G. 

(Tnioutown.  D;im  49' 0. 


Ce)itral  Divisnon 

Addison,  Dam  ib.  * 

Aiu'luirasTfl 

:■■  >  ;Ml^'  Oreeu   ' 

u-  ( I  roen  No  •  2' 

-     -\ilk>,LockNo.  6'.... 

.'aia.ruou    Lock  No.' i «!.'!'.'. 

^'leiuiont 

:>>ld  Spring,  Dam  36' 

Danville' 

Dix  Dam,  Burgin 

Eadsville  ' 

Eubauk  

t'rankfort.LockNo.  4« 

Seat,  Lock  No.  3  ' 

Slasgow  

:irant.  Dam  8'i' 

Sreenshurg  ' 

High  Bridge,  Lock  No.  7'... 
[r\ing-toii   


Day  of  month 


ige. 


LalirnstiT^ 

ui-itciirield  ' 

bexiiigton  t 

Little  UicKman.  Lock  No.  8  '■ 

Lockport,  Lock  No .  2  ' 

Locisvii.i.e'  i 

Do.  Bowman  Field 

Mammoth  Cave- 

Moiuirello  ■- 

Munfordvillo   " 


raylorsville 

Fyrone.LockNo.S't... 

rt'illiamstown  - 

VVoodbnry,  Lock  No.  4'. 


.14 
.72 
00:2. 93 


9     10     11     12     13     U     IS     it     17     18 


032 
6.48 
7.78 
4.64 
4.27 
fl.68 
4.UH 
7.04 
7.02 
2.06 
6.66 
4.90 
8.76 
8.66 
2.28 
6.62 
4.96 
4.66 
8.97 


6.64 
4.U 
7.89 
7.68 
6.69 
7.45 
4.03 
8. 98 
2.19 
8.76 
8  68 
6.62 
6.40 
6.14 
8.78 
6.72 
2.76 
7.72 
3.46 
8.83 
8.79 
6.69 
2.95 
7.34 
6.42 
3.32 
2.36 
3.30 
7.67 
10.41 
7.87 
3.64 
8.51 
1.96 
3.76 
8.40 


Floir.iTm'-hura;  '- 

Ford,  Lock  No.  10 -t 

Gravsou  '^ 

Gre. •1111)1.  Dam    30-.. 

H.iz.ii-d'^ 

Heid^dbertc,  Lock  No 
Jackson  - 

Louisa- 


Moil 

itPterl 

og  ■  • 

Onei 

da^f   .. 

Oiip 
Pmi 

iiita  Dar 
tsville 

i.'JS^ 

i'ikO 

villo... 

Pippapa.'JS  ■ 

ksalid^ 

KMVoniia,  Lf 

fk  No.  12 

l?icl 

mniid  - 

Vail 

■y  View 

Lock  No 

\'  a  r, 

■ehurg, 

~>ara  No.  ; 

amtburp-     

«'UI 

MV.Lock  No.  132. 

Will 

chest.- r 

■3011.08:  .35 
•41  .62,  .22 
.90!    .7fi    .46 

•  5t;:2.oo,i.no 

•  761  .77;  .7 
.96.  .76  .1 
■67!    .KOI. 60 

inli.3»[ 

.fiO!3.00i   .701.15 


2? 

.35 

03 

1  20,5.60 

.5^ 

■V2    .26:   .79 

•■" 

1.75 

1    65 

3.10 

.4411.501 

.15 

.13 

.<)i 

MKj   .07 

.04 

i.fii 

I    13  1.42 

1.76 

.90    .78 

.09 

1.32 

. 

i.sr 

.9ol     70 

(II 

.»■' 

.911    ,41 

2.01 

99;  .  10 

.36 

■(.4^|1. 02:2. 5-51 
■2.00    .8-1     .38 

.in 

1.0.5    .SP    T. 

■  fill   .30 


.461. 


.OV    .20    .01 


T.  \. 


2.87 
3.42 
6.70 


5.55 
7.46 
8.22 
7.10 
6.66 
6.93 
9.40 
6.10 
6.89 
7.0O 


9.71 
5.75 
6.72 
6.65 
6.72 
4.50 
3.58 
7.51 
18  33 
7.87 


Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  aftenioon.  near  simse*  and  i.r.-ii.iintion  recorded  ia  for  24  lioms  .-iidiiigat  lin^e  of  observation. 
'First-order  Weather  Bureau  station;  precipitation  is  ior  the  24-hour  period,  midnight  to  midniglu  uiilfss  otliervvise  indicated.  'Precipitation  measured  in  the  morning: 
amount  then  recorded  is  for  the  preceding  24  hours.  tPrccipitation  mea^^ured  with  recording  gage.  *Ineluded  in  the  next  following  measurement 

T.  Trace,  or  precipitation  less  than  O.OI  inch.  tPost  ofhce  addresses  as  follows:  -Lock  5    LawTcncebiirs.  Ky.  :    Lock  6.  Versnilles,   Kv.  :  Lock  8.  Nicholagvill»  Ky   : 

Lock  10    '(''d  l.nnse    Kv  ■  Oneonta.  California.  Ky.  River   drainage   area   in  which  station  is  located  is  indicated  as  follows:  {B)Big  Sandy    (L)  Licking;  (K) 

Kentucky;  'fei  sail  •  u,  1  Grei'ii:  'O  fumherland;  'T)  Tenne.ssep:  (OlOhio:  fMl  Mis.«issiDpi. 
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CLIMATOLOGICAL  DATA:   KKNIUCUCY  SECTION. 


July.  1941 


Daily  Temperatxxres  for  July,   1941. 


i       4   5   6 


9   10   11   12   13   14   15   16   17   18   19   2U   21  1  22   23   24   25 


27     28     29     30     31   IWea 


Western    Division. 

Beaver  Dan,  1^?=.:: 

Calhoun   LMfSlm.'.: 

Eariiu^o" l^fSSZ:: 

'^— ",e \^fS^.:: 

„      H  I  Maximum  . . 

Henderson.... ,  Minimum... 

„„„,.„  .;,, ,  )  Maximum  . . 

Hopkinsville J  Minimum... 

r  nvplTfPvillp  \  Maximum  . . 

'^""•""^''""'^ i  Minimum... 

„      -  , ,  j  Maximum  .. 

Mayfield 1  Minimum... 

)  Maximum  . . 
Murray  I  Minimum... 

)  Maximum  . . 

Owensboro -j  Minimum. . . 

T,  J       I,  ^       .1  S  Maximum  • 

Paducah  (near) j  Minimum.., 

„  .       ,  (  Maximum .  , 

Princeton •,  Minimum 

11   -n^cc  *  Maximum  . , 

RussellvilleSs (Minimum 

Central  J)iri.-'i.,:, . 

Anchorage ,  Mfnimuiu 

Bowling  Green ljlf,fi~;^: 

_,             ^  S  Maximum  • 

Clermont i  Minimum.. 

Dai^'ille ]  Mf^mum . '. '. 

_.    _,     ,  ( Maximum  . 

DixDam tMiuimum.. 

„  ,       ,  \  Maximum  . 

Eubank ,  Minimum.. 

Frankfort ]  j]f,^j',''|'i';i',", ; 

Glasgow    iM?niinum.; 

„  , \  Maximum  . 

Greensburg j  Minimum.. 

.     .      ,„„  \  Maximum  . 

.rvmgton I  Minimum.. 

,    ■•  I  r.^-\^  S  Maximum  . 

t-eltchtield (Minimum.. 

T  «^i„r.r„r,  i  Maximum  . 

Lexington   i  Minimum.. 

''0"'Bviiie !^?™Sl: 

DO.  Bowman  Field  ™nmm. 

Mammoth  cave ]^^^,; 

_.     ,   .  S  Maximum  . 

S'-  ■'"'^" /Minimum.. 

J.  „,,  ,..,„,„  )  Maximum  . 

.Shelby ville   I  Minimum.. 

Smith's  Grove  ......;  ^Jf^'imura  ' 

Stearns...  [^^SSZ/. 

TaylorsviUe   i^SS".:. 

^vniiamstown .\^^l^,:, 

Eaetern    Division. 
AnnviUe iMfnimum.:: 

AahlaTiri  ....  \  Maximum  .. 

■^s^'and    i  Minimum.., 

f,  i  Maximum  . . 

'^"^'* (Minimum,., 

Farmers |  Mfnimum  ' ' 

HeMelberg 1^^^:: 

i^^-^[--^i iSlSuT;: 

Maysville 1  Mfni'mum  '  ' 

^^<^<^^^^^oro i^f,rr:: 

Mount  Sterling iMfnimum  " 

Pikeville J  Maximum'.".' 

'""^^""'  (  Minimum... 

Pir.nonB's'i  (Maximum.. 

Pippapa-ss   (Minimum... 

Quicksand :Maximum.. 

^      "^^  '  '  :Minimum... 

Richmond.... -^fifi™?"' " ' 

.Minimum. . . 

"'""-"'''-'■'^ ;Mf=^;; 

^^-'^^^^-^  JM^^Zr- 

S§  Instruments  arc  rea 

'.''.''  etc.  indicate  re? 

^V   l<  ')  Trfiuisville.  8-27  II   ]lt>!' 


102 


84 

fi2 

62 

72 

H4 

K,S 

fih 

RO 

83 

64 

63 

7« 

kH 

62 

fid 

7K 

87 

711 

63 

7E 

83 

73I     64 
95^     78 


92i 
67  i    66 
93j     88 


91  j     91 


631  62 
92  92 
64      64 


62! 

84|     89 


70 

66 

94 

7! 

6V 

67 

84 

TR 

6t 

65 

90 

75 

Of 

67 

8'i 

74 

Bf 

68 

78 

74 

6? 

an 

7? 

V(l 

6f 

85 

77 

68 

6f 

81 

75 

67 

65 

91:  96 

691  711  71 

9<!  90!  96 

711  72  70! 

88|  86,  87| 

65;  66l 

911  92i 


69 
89 

67 
87 

(.1 

6f 

«6]     61 

Kh 

87!     89 

67 

66 

64 

87 

8r. 

65 

65 

64 

86 

85 

87 

(W 

65 

65 

M 

82 

82 

7C 

67 

65 

89 

87 

6V 

66 

65' 

87 

84 

87i 

68 

65 

61I 

X3[     80!     87 


751     81 
59  [     59 


95      93 

691     6nl     67i 
90      80,     90 1 


ail  891    92 

.591  68 

94  »2| 

62|  6/1 


W,     92  i 
,591     671 

ui:  92I 


87      821 
62I     61 

80 1     82 1 


62,     68 

97|     99 


70!     7l[ 
85,     96; 


95      95 
69|     71! 


98    lOOl   102    101 
78      80!     81      80 


93  0 
68.5 
91  0 


67  0 
94  7 

70  B 


91.6 
1)69.0 
91.8 
66.1 


61 1  69 
89!  89 
69;     73 


88:  88;  93 

,59:  661  65 

88!  91!  9-) 

581  63;  r.t] 

92!  ^11  ■'■' 

ea!  69!  f,8 

89!  ^"'  8"i 

631  67| 


70      . . 
93      92  j 

691   ns! 


76|     72     74      72 


S5i     851 

561     561 
82!     85' 


901  93 

64  74! 

91  93; 

68  69; 

S9t  92; 

67  67 


95,  9S!  95  95! 

69  72,  73!  73 

95I  95!  951  04 

67;  69:  78  71 

95  96  92  94 


S5j     56;     59,     61i     61 
65     8.5;     88!    94!    9.1 


59      64;'     69      68      70      73 


64!     61      65;     62      60      60      64      67      76      68      69 


91      85      88'     84 


86      88      90      93      95 


69i     69i     65      671     69      66;     60      66      60      56      56 


85      89      85      8S 


96      96      98 


70' 

67 

66 

66 

821 

RS 

85 

86 

70 

7f 

7f! 

72 

84 

82 

891 

85 

67      65      fin      0? 


92, 

94 

S 

n.i! 

94 

92 

70 

79 

74 

96 

97 

97 

72! 

74 

74 

90.6 
65.3 
89.6 
66,  6 
89.2 
C6.9 
88.2 


87.8 
64,2 
89,0 
C4.3 
BO. 6 
62.5 
90.5 


66  5 
89,1 
68, 7 
86  8 
64  7 
89,4 
66  8 
'75  8 
"59,6 


.OS 

? 


^.     H.    V^. 
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QENEBAL    SUMMARY. 

I^xoopt  for  local  rains  in  some  central  and  eastern  districts, 
dry  weather  with  temperatures  generally  above  the  average  con- 
tinued through  the  lirst  two  weeks.  In  the  third  week  moder- 
ate to  heavy  rains  visited  practically  all  parts  of  the  State, 
bringing  relief  to  late  crops  and  causing  considerable  improve- 
ment in  pasture's.  At  tliis  time  late  corn  on  the  hills  and 
uplands  of  th(^  northern  counties  and  irregularly  elsewhere  was 
badly  tired,  and  pastures  were  drying  seriously.  In  general  thi; 
situation  as  to  soil  moisture  had  remained  fairlj^  satisfactory  on 
th(>  better  lands  of  the  southern  counties.  Moderate  rains  in 
most  of  the  State  and  heavy  rains  in  considerable  central  and 
northern  areas  in  the  fourth  week  restored  normal  grow'ing  con- 
ditions and  brought  decided  improvement  in  all  late  vegetation. 
In  many  places  the  total  rainfall  of  the  third  and  fourth  weeks 
ranged  from  2.0  to  4.0  inches,  which  resulted  in  moderate 
Hushing  of  small  streams  and  temporary  replenishment  of  do- 
mestic water  supplies.  Pastures  improved  to  a  marked  degree 
where  these  heavy  rains  were  repeated,  but  needed  more  rain  for 
complete  recovery  where  only  moderate  amounts  occurred. 
Recharge  of  subsoil  began  in  localities  that  received  as  much  as 
8.0  to  4.0  inches.  The  rains  came  too  late  for  some  late  corn 
in  western  districts  and  on  south  or  west  exposures,  which  had 
tasseled  without  shoots.  Improvement  was  limited  in  other 
badly  tired  corn,  while  corn  on  lowlands  or  good  uplands  im- 
proved decidedly.  The  result  was  great  irregularity  in  tlie  late 
crop.  Pleld  tomatoes  were  seriously  damaged  by  the  dry 
weather  and  high  temperatures,  Imt  they  lipened  much  better 
and  set  additional  fruit  after  the  rains-  Late  potatoes,  late 
gardens,  and  fall  forage  crops  were  improving  generally  at  the 
end  of  the  month.  Prior  to  the  rains,  fall  plowing  had  been 
hindered  by  dry  soil.  The  moisture  received  was  sufficient  to 
soften  fallow  land  fairly  well,  and  make  possible  the  condition- 
ing of  land  already  broken;  but  there  were  some  central  and 
eastern  areas  of  considerable  size  where  more  rain  was  needed. 
Rainy  spells  were  of  short  duration,  therefore  weather  favora- 
ble for  gathering  the  heavy  peach  crop  and  for  cutting  and 
housing  tobacco  usually  prevailed.  JNIost  of  the  interference 
from  rain  occurred  in  the  period  24-'27th. 

TaSMPERATUKE. 

The  temperature  for  the  State  averaged  considerably  above 
normal,  due  mainly  to  the  long  period  of  excess  warmth  in  the 
first  half  of  the  month.  From  the  8th  to  12th  and  again  on  the 
last  two  days  mean  daily  temperatures  ranged  from  5^  to  10*^ 
above  the  seasonal  average.  As  a  rule  the  11th  was  the  warmest 
day,  with  maxima  of  100^  or  higher  at  many  stations  in  the 
drier  parts  of  the  State.  jNIoderately  cool  weather  prevaiied  on 
the  13-]4th  and  from  the  I7th  to  the  21st.  Extremes  for  the 
State  were  !05'-  at  Earlington  on  the  10th  and  11th  and  44°  at 
Farmers  and  Shelbyville  on  thp  14th. 


anJ23c1.2«tli.  They  fontlniiod  locally  In  wcsttirn  illwtrlctjj  ou  lliij  TMU  uiid  80tli.  Bt-v- 
oral  statluiiH  reported  2'l.liour  fallH  of  1.0  to  2.0  InclioH  on  thn  19tli  and  26th.  DayH  wUh 
thunderstorms  were;  I,  5,  7.  8,  9,  10.  11.  12,  U,  10,  IH,  28,  24,  25,  n,  27. 

MISCELLANEOUS. 

Aiiff.  K. -A  windstorm  fit  Lniiisvillo  caiiticd  damiiKo  to  IjtilldlnRS  ottlmatod  at 
l|<,000. 

Rlvrrn.—Voo\  stnKcs,  with  only  slight  (liiotiiatlons,  prevailed  In  the  rivers  of  the 
State  during  the  montli. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo  Ill 

Cincinnati  Ohio 

Kvansville. Ind 

Louisville   K,v 


29.93 
30.  Cil 
29.98 
29.99 


29.76 
29.75 
29.75 


COMPARATIVE    DATA  FOR  AUGUST. 


Frecipitatioi 


PRECIPITATION. 

Precipitation  for  the  State  averaged  about  SO  per  cent  of  t! 
normal  amount  for  this  month.     Considerable  areas  in  the  ."--outl 


1890. 
1891. 
1892. 
1893- 
1894. 
1895. 
1896. 
1897. 
1898. 
1899. 
1900. 
1901. 
1902. 
1903. 
1904. 
1905 . 
1906. 
1907. 
1908. 
1909. 
1910. 
1911. 
1912. 
1913. 
191!. 
1915. 
19J6. 
1917. 
1918. 
1919. 
1920. 
19-21 . 
1922. 
1923. 
1 92  J. 
1925. 
192C. 
1927. 
1928. 
1929. 
1930. 
1931 . 
1932. 
1'«3. 
l93J. 


1.23 
6.16 
5.82 
3.13 
1.72 
3.02 
2.15 
2.83 
2.33 
3.83 


3.27 
2.64 
3.82 
4.37 
4  27 
2.79 
2.60 
2.72 
4.03 
4.71 
2.81 
5.94 
6.29 
4.25 
3.49 
3.18 
3.49 
5.80 
5.28 
2.43 
6.03 
3.00 
1.47 
7.51 
2.88 


4.45 
3.' 57 


Number  of  days 


r5.3  year  avtrafies. 


y^^^^^xz^  History  Li^- 
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CUmatological  Data  foi  August,   1941. 


iperaUire.  in  degrees  Fahr. 


Precipitation  in  inches  Number  of  days 


Western  Diiision. 

Beaver  Dam 

Callioun 

Karlinffton 

Kords  Ferry,  Dam  50  . . 

Gilbertsville 

Greenville   

Hartford  (near; 

Henderson 

Hopkinsville 

Lovelaceville 

Mayfield 

Murray 

Owensboro 

Owensboro,  Dam  45... 

Paducati 

Princeton 

Rums'-'V,  Loi-k  2  i 

Russellville 

UniontOAvu.  Dura  49.., 

Central  Dirisioa. 

Addison,  Dam  45 

Ancfiorage , 

Bowling  Green , 

Brownsville,  Lock  6t., 

Burnside 

CarroUton,Lock  1 

Clermont   

Cold  Spring,  Dam  86.  ■ 

Danville 

Dix  Dam,  Burgin , 

Eadsville 

Eubank  

Frankfort,  Lock  4 

Gest.Lock  3 

Glasgow   

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7. 

Irvington 

LaGrange 

Lancast'i  

Leitchlield   

Lexinsrton 

Littlellickmiin, Locks' 

Lockport,  Lock  2 

LnmsviLLE , 

Do.  Bowman  Field.. 

Mammoth  Cave 

Monticello 

Munfordville 

St.  Jonn 

Salvisa,  Lock  61    

Shelby  ville 

Smith's  Grove 

St«;.rii^ 

Taylor>vilIe 


VVilliamstown 

Woodbury,  l^ock  4  t-  . 
Eastern  Division. 

Annvillo 

Ashland   

Berea 

Col)egeUill,L.,ckll   . 

Cynthlana 

Calmouth 

Farmers   

Flemingsbnrc   

Ford,  Lock  101 

Grayson   

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14  . . , 

Jackson  

Jenkins 


Ohio.-.. 

McLean 

Hopkins 

Crittenden  . . 
Marshall  ... 
Muhleiiburg. 

Ohio 

Henderson . . 

Christian 

Ballard 

Graves 

Calloway — 

Daviess 

Daviess 

McCracken  . 
Caldwell  .... 
>lcl,p;iu 


Breckinridge 

Jefferson 

Warren 

Edmonson  .  .. 

Pulaski 

Ciirroll 

Bullitt 

Campbell    — 

Boyle   

Mercer 

Wayne 

Pulaski 

Franklin 

Henry 

Barren 

Boone 

Green  

.Tessamine 

Breckinridge 

Oldham 

Garrard 

Uraypon 

Fayette 

Jessamine   ... 

Henry 

Jefferson 

Jefferson 


Wayne  . . . 

Hart 

Hardin 

Mercer  . . . 
Shelby  ... 
Warren . . . , 
McCreary 
Spencer  . . 
Anderson. 

Grant  

Bntler 


Jackson  . . . 

Boyd 

I  .M.idison... 
iMadisou. . . 
HarriHon  .  . 
Pendleton. 

IJowan 

Flemiuf;   .. 


Lynch  [near] 

Maysville,  Dam  33  ... 


Mount  Sterling 

Oneida   

Oneonta,  Dam  351 

Paintsville 

Pikevillo 

Pippapass 

Quicksand 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9. . . 
Vancebnrjr ,  Dam  32 ... . 

Williamsburg 

Willow.  Lock  13. .. 

Winchester  

%'&fp  avHrages  and  ex 
All  .r,nn..r,.t„n 


Carter    

Greenup 

Perry   

Lee   

Breathitt 

Letcher 

Lawrence 

Harlan 

Mason 

Bell 

Montgomery  . 

Clay , 

Campbell 

Johnson 

Pike 

Knott 

Breathitt 

Eetill   

Madison 

Madison 

Lewis 

Whitley 

Clark   


1.4 

79.2+  2.0 
7d.h!+  2.6 


77.5+  1.4    100 


. . . .  102 
0.8      99 

....I  104 
3.2  102 
2  4l  101 
2.S;   100 


+  1.5 
+  1.2 

+  'o!2 


+  2.4|     89 
+1.3    '9S' 


36 
.2  +  0.4     95 

.2+  0.7|     98 


9- If) 

41 

77.  ii+  I.e. 

95 

hT\ 

W 

,^25 

24 

1 

9:i9 

44 

76.7:+  0.6 

94 

filfi 

91 

964 

4 

76.8 

76.9+  1.0 

99 

in.i 

-1.24 
+0.10 
+  1.33 
+2.85 


+  0.  07 
-0.22, 

-oiel 

0.0(1 


+0.18 
+  1.64 
-0.53 


+0.17 
-0.17 
-2.70 


-2.09 
-0.36 
+0.52 
-0.01 

-o'st 

-1.22 
-1.  55 

-1.66 
+1.:(S 
-1.5f- 


0.61 

i  l-4f, 

0.181  1.44 

1.07 


-  +  66    ft  60 
-2.17    0.68 


-2  05  0  85 

-1.29  0.67 

■2.ini  0.74 

-1.48]  MS 

-l-ii!  2.  i:-i 

-0.861  n.a5 

-O.SlI  1.98 

-O.Sni  0  98 

-0.15;  1.12 


■1.87'  0  hi 

...  \  2. on 

1,051   1.09 


'fTi'^tering  thermonK-t 
•A  precipitation  are 
tlinm  .■ 
'■  table  indicate  n:n; 
:;;le  to  bc  inchidpd  ill 
niperature  record  \>y 


•'■\x  for  such  static; 

.,    :nij  Woodbury 

!  ::s:;irig:  for  exar 

.  -;iininaries  'V 

at  Paducah  No.  2. 


17    r> 

14  I  17 


Eldred  G.  Young. 

K.  C.  Bennett. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W   R.  Carscm.  Sr. 

Frank  T.  Street,  Jr 

W.  K.   Morris. 

Blaine  Ma'one. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Henry  S.  Berry. 

I.ockmaster. 

Joe  Lagore.* 

S   J.  Lowry. 

Lockmaster. 

Wm.  Shclton. 

Lockmaster. 

Lockmaster. 
t;.  E.  Barret. 
Mrs.  Lillie  G.  C.ausey. 
Lockmaster. 
Sarah  E.  Lewis. 
Lockmaster. 
R.  P.  Amos. 
Lockma,';ter. 
R.  P.  Coldiron. 
Kentucky  Utilities  Co. 
Joe  Norfleet. 
Mr.s.  Katie  Payne. 
Lockmaster. 
Lockmaster. 
Iv.  E.  Turner. 
Lockmaster. 

Mrs.  Settle  K.  H.  Alcorn. 
Lockmaster. 
L.  O,  Stiles. 
J.  C.  ogg. 

Kentucky  Utilities  Co. 
11.  l.em  ITughes. 
n.  S.  Weather  Bureau. 
Lockmaster. 
Lockmaster. 
U.S.  Weather Etireau 
U    S.  Weather  Bureau- 
Ivan  J.  Ellsworth. 
K    O    Cooper 
Chester  Williams. 
Si.-ters  of  Loratto. 
Lockmaster. 
Willa  S,  Ratla, 
W.  f.uernsey. 


Ai 


Stat 


Thad.  Cheatham,  Sr. 

Lockmaster. 

Miss  Nellie  B.    Simpson. 

Lockmaster 

W.  A.  Worihington. 

Lockmaster. 

n,  H.  Center. 

Lockmnster. 

S    M  Hill. 

.lossie  Oldham. 

Mrs.  ('orda  C.  Stamper. 

C.  A.  Glascock 

Lockmaster. 

Mrs    Ruby  A.  Burton. 

Lockniiister. 

H.  A.  Baily. 

Lockmaster. 

.ifiS.T   Goff. 

K,  J    Howard, 

Zeb  Ileston. 

.Inme.-^  S.Allen. 

Lockmaster. 

r»!attl;ew  Woodson 

W.  K    MelCee. 

Garret  Combs . 

I.ockmaster. 

E.  C  Frplev. 

r.  S  Weather  Bnresn. 

(Y'liev  Run  Com.  Cen. 

!v.    W.  .lones. 

lockmaster. 


I 


more  years  of  record,  but 

I'w'o  days,  etc. 

l.'ss  than  0.01  inch  rain  or  melted  snow 


AUOUST,    lS)-il 
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Watern  DM»lpn 

ioavor  Daiii 

Jnllioim 

Kurliiitrion    '  — 

lM.nl-.  IVrry  Urtm  60' 

;llllH-iUville' 

:iv..,uiIlo 


Ill,  Dam  46  » O 


U'uinsrv,  LorkNo.2« 

l(u<^,.Mvi!lo  ' 

iiiioiitowu.  D.im  -19'... — 

Central  Dirisiirn 

\(l<lisoii.  Dam  45.  ' 

\iiohoias:e 

'.  -1  '-'.yx  Green   ' 

'  '    '    ■ :  i!reen  No.  2' —  ... 
Mil.',  Lock  No.  62.... 

r.i...;itou    Lock  No.  1^...  .. 

leruiont — 

>>ld  Spring,  Dam  ye- 

:>anvills" 

Mx  Dam,  Biirgiu 

iafJsviile  ' 

Subank 

''raiikfort,  Ivock  No .  4- 

".est,  Lock  No.  3' 

\'>unii^. '.'.'.'.'.'.'.'.'.'.'.'.. 

'•nrg  1 

;ri.lse,Lock  No.  7'.. . 


lanuiKith  Cave- 

loiiticello  - 

luufordville  ' 

t.    loliii^ 

;ilvis:i.  Lock  No  6 'i). 

liflKyville  2 

'luith's  C-Jrove 


rajiorsville 

Py rone, Lock  No.  5  't... 

^'illiarastown  ^ 

Voodliury.Lock  No.  4*. 


nni.  Lock  No.  112 


No.  ion 

lain    30^.'!.'.'.'.. 
.'LockNoVii'^. 


Dally  Precipitation  for  Aueruat,  1841. 
Day  of  month 


4   6   8   7   8   9  10  11  lU  18  14  18  IR  17  \H     19  20  21  22 


Except  a.';  otl!«r->visc  iii.licin'd  ob?..r\-iirinns  nrp  ecu 
iFirst-orrler  WVath^-r  Bnrejin  station;  pi-pripitation 

— 

.<■ 

amount  then  rerordf..!  is  for  thp  pn-ceiiiiw  "t  lionr^ 

T.   !  r;-..'e   cir  precipitation  l"-'^  tinn  o.oi  incli. 

f 

Wk  10.   H,.,i. ,.,..„    |.,v   :   '-,„pr,„tn.fa.'if.irnia.  I■:^ 

28 

26 

.17 

.88 

.VI 

■  4( 

.M 

.«F 

.2( 

.'2(, 

.7( 

.48 

.2J 

.M 

ftf 

.0.5 

,K 

.09 

■;ii 

.06 

1(1 

.02 

.21 

\.M 

15 

.21 

.74 

.21 

.31 

.10 

.44 

..V, 

■  K 

.f)2 

01 

."iS 

•i;i 

.IS 

,0,S 

.16 

T, 

■?.■/ 

,;):t 

T. 

.10 

.73 

.(16 

.03 

..SS 

.as 

,01 

l.OH 

31 

.vn 

.10 

.38 

.■M 

'1' 

.16 

M 

.64 

f< 

.14 

.16 

07 

r,( 

.,^6 

X    4« 

.49 

a;- 

13 

.?f 

.13 

.61 

.4!) 

1.30 

66 

4« 

.SI 

.OH 

.1< 

38 

1.20 

T. 

1  «;- 

1.26 

.37 

08 

.30 

.22 

■.'56 

''ifi 

.01 

.Hf 

.13 

.'(6 

36 

.47 

.5? 

.1!) 

.():- 

1  i^ 

.39 

.01 

,M 

.3f> 

.23 

T. 

.3L' 

.45 

2.(,7 
tJ.»4 
i.lS 
8.24 
4.6» 
8.62 
».48 
».«B 
8.32 
8.42 
3.71 


2.U 
2.10 
6.82 
5.13 
4.42 
4.0.5 
1.12 
1  79 
2.43 
.3.91 
2.35 
2.79 
2.19 
3.34 
4.08 
4.42 
1.40 
3.67 
2.56 
1.95 
2.36 
2.4* 
S.IO 


3.77 
2,81 
2.18 
4.87 
3.17 
2.69 


2.69 
2.34 
3.H8 
3  20 
2.71 
4.08 
3.51 
3.77 
4.04 
3.24 
2.2^ 
3.73 
2.85 
2.  ."^3 
1.53 


3.34 
2.49 
2.24 
3. 02 
2.26 
2.57 


an'l  precipitation  recordfiri  i^ 
nnles.s  otherwise  in.iicater!. 

linir  S'^R-e.  *Iiicli;rir-ri 


for -24  honrs  ending  at  time  of  observation. 

^Prc-cipitatior!  measured  in  the  mornirig: 
in  the  iie7<t  followirg  measnrement 
Vroanies.   Kv.  :  Lock  8.  Nichol:;8ville  Ky.  : 
follows-  (B)  Big  RnndT     (I.)  Licking:  (K) 
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D 

ally  Temperatures  for  August 

1941. 

stations. 

1   2 



4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

~^ 

18 

19 

20 

21 

22 

23 

24 

26 

27 

28 

29 

30 

31 

Mean 

Western 

Division. 

BefcverDam  .... 

i  Maximtim... 

96 

96 

92 

93 

96 

96 

97 

98 

102 

98 

102 

100 

86 

94 

91 

90 

90 

95 

87 

85 

87 

89 

86 

86 

90 

90 

82 

87 

87 

90 

98 

92.0 

■■■■  (Minimum.... 

71 

65 

66 

60 

59 

62 

63 

68 

69 

68 

78 

64 

60 

68 

62 

67 

01 

65 

56 

52 

56 

67 

03 

69 

69 

64 

65 

63 

68 

63 

63.7 

Calhoun  

(  Maximum  ... 

100 

100 

99 

96 

98 

98 

100 

99 

103 

99 

100 

101 

89 

94 

92 

92 

■■ 

96 

98 

86 

87 

89 

89 

87 

89 

89 

84 

89 

87 

92 

'93.7 

•  •  •  •  (  Minimum .... 

7S 

66 

67 

63 

62 

65 

67 

69 

70 

70 

71 

74 

64 

56 

71 

62 

6U 

57 

57 

54 

58 

67 

64 

57 

66 

65 

64 

64 

69 

65 

•64.6 

Earlington 

)  .Maximum  ... 

99 

97 

94 

93 

98 

96 

100 

100 

104 

105 

105 

102 

86 

96 

91 

91 

90 

97 

84 

83 

87 

89 

88 

87 

89 

91 

86 

86 

88 

90 

93 

93.1 

•••■  (Minimum.... 

75 

67 

66 

59 

66 

64 

70 

70 

71 

71 

70 

66 

6(J 

72 

64 

60 

65 

55 

64 

68 

69 

64 

69 

76 

67 

66 

66 

71 

69 

66.5 

lireenville 

j  Maximum  . . . 

94 

94 

92 

91 

95 

95 

96 

95 

100 

99 

100 

98 

85 

94 

90 

90 

89 

95 

85 

82 

85 

88 

84 

86 

88 

90 

82 

86 

89 

88 

91 

90.9 

••••  1  Minimum.... 

72 

65 

65 

62 

58 

62 

66 

67 

68 

69 

68 

70 

6) 

55 

69 

62 

60 

60 

65 

56 

53 

57 

62 

62 

69 

72 

05 

64 

64 

70 

65 

64.1 

n  enaerson . . . .  • 

1  Maximum  . . . 

f. 

97 

65 

90 

66 

95 
B9 

97 
66 

95 

98 
«6 

^l 

102 
71 

102 
70 

102 
72 

98 
74 

86 
59 

93 
56 

91 
59 

92 
60 

90 
67 

93 
63 

81 
61 

86 
56 

88 
53 

87 
60 

92 
65 

87 
65 

88 
69 

90 
66 

83 
66 

86 
67 

89 
62 

i 

91 
68 

91.9 

"  ■  ■  1  Minimum .... 

64.5 

Hopkinsville  ... 

j  .Maximum  . . . 

94 

92 

91 

90 

96 

95 

94 

93 

97 

99 

97 

99 

85 

94 

92 

87 

68 

94 

80 

85 

84 

88 

84 

86 

88 

91 

80 

84 

87 

90  2 

■  •  ■  •  (  Minimum .... 

74 

■67 

67 

64 

62 

65 

70 

70 

69 

70 

70 

72 

6S 

69 

65 

68 

62 

65 

58 

57 

58 

65 

66 

65 

70 

67 

67 

68 

69 

65 

66.1 

r^ovelaccville.... 

;  Maximum  . . . 

100 

*)9 

98 

94 

101 

99 

100 

99 

102 

104 

104 

102 

90 

96 

96 

95 

97 

98 

90 

86 

90 

88 

90 

91 

92 

86 

85 

88 

94 

94.7 

■•••  (Minimum.... 

71 

68 

66 

62 

62 

68 

70 

72 

70 

70 

71 

75 

66 

64 

71 

72 

69 

71 

66 

60 

65 

60 

69 

73 

71 

72 

03 

69 

67 

72 

73 

68.0 

May  field 

(  JIaximum  . . . 

98 

97 

96 

f. 

97 

fl 

97 

101 

102 

102 

101 

90 

95 

93 

94 

95 

97 

90 

83 

Tt 

86 

87 

88 

91 

93 

84 

86 

85 

90 

91 

93.0 

1  Minimum 

72 

08 

68 

60 

66 

65 

71 

72 

78 

75 

67 

66 

71 

65 

65 

68 

66 

59 

58 

62 

70 

72 

76 

7C 

70 

69 

72 

69 

Murray  

)  Maximum  . . . 

94 

,93 

94 

90 

96 

95 

96 

96 

100 

100 

101 

100 

85 

93 

92 

90 

91 

95 

89 

81 

87 

82 

86 

86 

91 

83 

87 

80 

90 

90'.  5 

■■•■  '  Minimum.... 

7S 

70 

66 

67 

67 

72 

72 

74 

74 

74 

76 

07 

66 

72 

67 

67 

69 

66 

60 

65 

60 

70 

69 

73 

76 

70 

70 

70 

68 

74 

69.5 

()wenB>)oro 

)  Maximum  .'.. 

96 

96 

92 

95 

97 

96 

96 

96 

99 

98 

100 

97 

86 

93 

91 

87 

88 

92 

86 

86 

85 

89 

85 

88 

86 

86 

86 

87 

88 

90 

91.1 

•■■•  »  Minimum.... 

73 

65 

69 

65 

63 

67 

68 

68 

68 

71 

70 

73 

63 

57 

70 

62 

62 

61 

64 

69 

56 

58 

66 

61 

68 

68 

67 

63 

65 

65 

65.4 

Paducah(near). 

S  Maximum  .  . 

95 

98 

95 

93 

97 

96 

96 

95 

100 

99 

102 

100 

90 

9.i 

92 

93 

93 

96 

87 

84 

86 

87 

86 

88 

90 

90 

86 

87 

88 

90 

92 

92.4 

■■••  i  Minimum.... 

75 

70 

73 

70 

68 

71 

74 

73 

74 

72 

73 

78 

68 

73 

67 

68 

69 

67 

62 

60 

63 

72 

70 

72 

70 

72 

70 

70.1 

• 

J  Maximum  .  . . 

95 

95 

93 

92 

97 

95 

93 

97 

102 

100 

102 

100 

88 

93 

93 

90 

90 

95 

86 

88 

88 

84 

86 

89 

90 

84 

86 

83 

87 

90 

91.4 

Princeton 

■■■•  1  Minimum.... 

72 

68 

67 

64 

es 

65 

71 

71 

70 

74 

72 

74 

67 

64 

71 

64 

64 

66 

66 

58 

57 

60 

71 

66 

69 

74 

70 

67 

69 

71 

69 

67.6 

R.issellviUeSS... 

j  Maximum... 

95 

94 

92 

92 

96 

96 

99 

98 

100 

102 

103 

98 

82 

93 

90 

88 

89 

95 

80 

84 

86 

93 

80 

87 

90 

94 

80 

82 

87 

90 

94 

91.5 

•••■  /  Minimum.... 

71 

64 

65 

62 

59 

65 

68 

68 

70 

70 

70 

72 

65 

60 

65 

64 

60 

63 

66 

65 

53 

68 

65 

05 

67 

70 

65 

65 

66 

66 

66 

64.7 

Central  Divifin'ii 

)  .\taximum  ... 

90 

90 

84 

89 

92 

91 

91 

95 

92 

94 

97 

90 

78 

88 

87 

86 

81 

92 

82 

80 

81 

85 

86 

85 

88 

82 

78 

81 

S7 

86 

69 

87.0 

Ancnoraire 

■•■•  (Minimum.... 

70 

64 

63 

60 

65 

64 

63 

64 

68 

68 

70 

74 

57 

49 

72 

59 

56 

65 

66 

53 

52 

54 

63 

64 

68 

70 

65 

69 

62 

68 

69 

63.0 

Bowling  Green. 

\  >!axinnlm  . . . 

91 

94 

93 

93 

96 

95 

92 

90 

98 

90 

94 

90 

83 

83 

87 

89 

89 

90 

87 

85 

87 

79 

84 

89 

S'O 

81 

8(5 

87 

97 

93 

89.2 

(  >iiui'iiun!. ! . . 

75 

69 

70 

68 

66 

70 

72 

72 

71 

75 

73 

73 

65 

59 

71 

68 

64 

64 

71 

61 

6C 

63 

63 

69 

71 

73 

69 

C'H 

69 

70 

68 

68.4 

Clermont 

'"     1  Miniiiuim  ... 

91 

98 

96 

94 

96 

99 

96 

99 

96 

99 

98 

96 

92 

84 

89 

87 

90 

85 

94 

92 

86 

87 

88 

88 

'' 

90 

82 

84 

88 

91 

91 

91.3 

Danville 

S  .Maxiuiuni  ... 

9.S 

92 

90 

91 

95 

93 

94 

96 

96 

9S 

97 

92 

79 

88 

85 

88 

85 

90 

83 

81 

83 

87 

86 

85 

89 

89 

80 

83 

87 

88 

91 

"88'7 

••■"  '  Minimum.... 

6S 

61 

60 

59 

59 

60 

69 

6'' 

66 

66 

67 

75 

57 

46 

71 

02 

66 

62 

60 

55 

52 

59 

63 

64 

68 

67 

61 

61 

60 

65 

62 

61.7 

Dix  Dam 

■OMaximr.m  ... 
••■■I  Minimum.... 

97 

93 

93 

93 

98 

95 

96 

97 

97 

96 

99 

96 

84 

SO 

88 

88 

86 

93 

89 

83 

85 

89 

89 

87 

88 

88 

88 

8S 

89 

93 

91.0 

71 

64 

64 

61 

63 

69 

61 

65 

69 

70 

72 

77 

60 

49 

74 

66 

67 

67 

69 

57 

54 

60 

67 

72 

70 

66 

69 

69 

60 

65.2 

Kubank  

\  Maximum  . . . 

92 

90 

89 

92 

95 

91 

93 

9' 

96 

96 

96 

92 

83 

82 

90 

80 

80 

80 

86 

83 

86 

89 

91 

84 

86 

86 

91 

90 

88.2 

■••■  (Minimum.... 

67 

03 

64 

58 

60 

65 

58 

62 

68 

61 

68 

72 

60 

48 

68 

63 

65 

61 

57 

52 

56 

65 

67 

70 

02 

62 

66 

63 

62 

63 

62.6 

_    vfnrt 

H  ranKiori 

\  Maximum  . . . 

94 
69 

92 
64 

88 
60 

92 

59 

96 
62 

91 
68 

94 

59 

99 
62 

96 

68 

96 

68 

69 

96 
75 

80 

93 
47 

73 

90 

86 
65 

92 
64 

86 

84 
55 

86 
52 

89 
53 

88 
62 

88 
64 

91 
68 

86 
71 

81 
65 

83 

60 

69 

92 
63 

90.0 

■•••  1  Minimum.... 

62.8 

(  Maximum  ... 

95 
57 

97 
64 

96 
65 

94 
67 

95 

69 

96 
71 

90 
71 

91 
75 

81 
64 

87 
53 

87 
72 

88 
66 

90 
60 

89 
62 

68 

83 

60 

84 

52 

87 
56 

86 
67 

85 
67 

88 

91 
70 

82 
66 

87 

66 

88 
69 

91 

66 

"89.2 

Glasgow  

■  ■  ■  ■  /  Minimum .... 

^86.1 

Greensburg 

Maximum... 

89 

94 

9i 

92 

93 

92 

92 

81 

9fi 

91 

88 

86 

81 

89 

84 

87 

87 

8( 

^2 

81 

84 

84 

87 

88 

86 

78 

82 

86 

87 

92 

87.6 

•••■  (  Minimum.... 

68 

62 

62 

59 

56 

63 

61 

65 

68 

67 

67 

71 

59 

47 

70 

61 

60 

56 

67 

68 

60 

54 

66 

64 

68 

67 

65 

OS 

63 

64 

62 

62.5 

Irvingtou 

t  Maxiiinira  . . . 

95 

9r 

80 

93 

99 

95 

96 

9R 

99 

99 

)0( 

90 

81 

94 

90 

89 

86 

92 

82 

86 

87 

89 

90 

89 

87 

80 

93 

93 

94 

90.8 

••••  (Minimum.... 

70 

65 

60 

6f 

61 

67 

63 

66 

67 

68 

69 

72 

58 

49 

67 

00 

57 

6,3 

65 

67 

64 

55 

65 

64 

69 

69 

65 

59 

00 

67 

64 

63.3 

Leitci.  field 

\  Maximum  . . . 

95 

97 

93 

94 

97 

94 

97 

96 

98 

95 

9; 

95 

82 

88 

85 

87 

8' 

84 

?? 

83 

87 

88 

84 

88 

89 

83 

86 

87 

90 

89.6 

•••■  (Minimum.... 

72 

67 

65 

6S 

64 

61 

63 

67 

69 

69 

70 

72 

0.2 

62 

67 

61 

68 

0.2 

67 

56 

69 

68 

66 

69 

69 

65 

63 

64 

63 

64 

64.5 

Lexington  

(Maximum... 

93 

92 

90 

92 

96 

92 

97 

99 

96 

96 

98 

94 

80 

91 

85 

89 

87 

«1 

80 

84 

87 

89 

91 

87 

86 

82 

86 

89 

89 

92 

P9.9 

"■■■  (  Minimum.... 

70 

65 

64 

63 

64 

68 

63 

67 

69 

72 

65 

56 

B2 

08 

62 

58 

66 

61 

58 

64 

61 

64 

67 

71 

60 

65 

59 

61 

67 

67 

63.9 

Louisville 

j  Maximum  . . . 

92 

92 

88 

92 

9S 

90 

94 

95 

94 

92 

9.8 

90 

80 

89 

87 

87 

81 

91 

80 

81 

84 

86 

86 

86 

89 

81 

80 

84 

87 

80 

91 

)  .Minimum 

7fi 

73 

68 

66 

71 

72 

69 

73 

73 

72 

76 

69 

68 

59 

73 

67 

62 

65 

61 

62 

62 

71 

70 

72 
89 

72 

67 

61 

66 

73 

72 

68  in 

Do.  Bowman  J 

i„i^  :Maximum  ... 

9c 

98 

90 

9J 

94 

93 

95 

95 

94 

95 

98 

91 

81 

90 

89 

88 

83 

92 

81 

82 

89 

87 

88 

86 

84 

80 

84 

88 

88 

91 

89.2 

Minimum.... 

73 

C.8 

66 

64 

67 

"0 

66 

67 

71 

70 

73 

67 

60 

62 

71 

63 

58 

67 

64 

68 

66 

58 

66 

67 

71 

69 

66 

00 

62 

09 

68 

65.4 

Mammoth  Cave 

(.Maximum  ... 

92 

91 

89 

«C 

93 

92 

98 

94 

95 

94 

97 

94 

79 

85 

83 

8- 

85 

90 

80 

82 

84 

84 

79 

86 

^7 

82 

80 

84 

84 

88 

90 

87.5 

■■■•  /  .Minimum.  ... 

67 

62 

61 

59 

55 

61 

62 

65 

67 

67 

67 

72 

61 

47 

60 

63 

57 

59 

68 

51 

51 

65 

61 

64 

70 

71 

63 

66 

03 

68 

63 

02.1 

.>t,.  .John 

)  .Maximum  .  .. 

95 

94 

91 

92 

97 

9? 

95 

9^ 

99 

93 

96 

93 

81 

80 

89 

86 

94 

89 

82 

8S 

87 

87 

83 

89 

.88 

fr 

86 

86 

87 

91 

89,6 

•■"■  (  .Minimum.... 

69 

61 

61 

61 

60 

61 

63 

64 

67 

60 

68 

71 

59 

50 

69 

61 

56 

60 

RS 

56 

67 

63 

66 

62 

68 

71 

60 

62 

67 

60 

62.7 

S^telbyville  .... 

)  Maximum  . . . 

91 

91 

88 

92 

97 

92 

95 

99 

loo 

97 

loo 

95 

8? 

93 

89 

94 

87 

83 

86 

9r' 

or 

86 

90 

86 

80 

83 

87 

88 

91 

90.1 

■■■■  (  Minimum.... 

67 

61 

58 

f8 

60 

63 

68 

60 

65 

67 

67 

71 

52 

44 

68 

58 

6^ 

62 

64 

51 

60 

6f 

00 

61 

67 

67 

01 

66 

57 

6- 

62 

00. 2 

Sf))ith's  Grove  •■ 

'Maximum... 

97 

94 

92 

eo 

95 

94 

98 

98 

96 

97 

9? 

96 

80 

89 

85 

89 

86 

93 

82 

86 

87 

89 

87 

80 

89 

9? 

88 

88 

89 

91 

•90.6 

'  ^'  (  Minimum 

68 

C« 

60 

64 

61 

60 

69 

69 

67 

07 

71 

07 

67 

OR 

68 

68 

"66  5 

Stearns ...  ■■■■■ 

:  Maximum  . . . 

8(1 

89 

k'. 

89 

92 

93 

91 

95 

97 

92 

98 

97 

78 

83 

80 

85 

86 

91 

80 

86 

86 

90 

80 

ro 

86 

83 

82 

86 

89 

87.7 

■•■■  :  Minimum.... 

67 

67 

64 

65 

64 

67 

64 

6'3 

68 

66 

68 

68 

57 

53 

69 

66 

61 

58 

62 

58 

56 

60 

64 

67 

67 

66 

66 

66 

66 

64 

63 

64.0 

Taylorsville  ■•• 

: Maximum  ... 
■■■■  :Minimum.... 

:; 

vvilliamBtown  . . 

i  Maximum  ... 

90 

90 

88 

90 

94 

89 

91 

96 

91 

94 

99 

93 

83 

SO 

86 

8S 

80 

SO 

90 

Sii 

82 

90 

90 

91 

90 

88 

ih 

fin 

89 

90 

92 

"89.0 

E<ielei-i 

/  Minimum.... 

Divhion. 

7f 

68 

63 

66 

67 

64 

67 

69 

69 

69 

75 

55 

52 

72 

Of 

60 

68 

58 

57 

58 

66 

67 

68 

73 

03 

56 

57 

67 

68 

64.5 

Annville 

.Maximum  . . . 
"■'  :. Minimum.... 

91 

90 

89 

91 

94 

91 

92 

96 

95 

93 

95 

96 

82 

85 

80 

87 

91 

88 

86 

85 

89 

88 

8S 

88 

90 

86 

81 

88 

86 

86 

90 

88.9 

S  Maximum  . . . 

92 
70 

90 
66 

87 
61 

8' 
60 

92 

6H 

89 
60 

94 

60 

92 
69 

92 
66 

9F 
6! 

88 

76 

66 

90 

48 

86 
73 

85 
09 

82 
51 

77 
61 

77 
67 

80 
60 

85 
62 

87 
59 

90 
62 

86 
64 

90 
71 

71 

82 
6' 

81 

00 

87 
68 

90 

07 

91 
65 

"87;i 

' 

"  '  1  Minimum.... 

63.3 

Rerea 

)  Maximum  . . . 

94 

93 

90 

93 

9^ 

94 

94 

9f 

96 

96 

98 

92 

79 

87 

85 

90 

87 

90 

87 

82 

84 

87 

86 

84 

89 

91 

81 

86 

88 

89 

91 



■■■■  (  Minimum.... 

68 

82 

60 

CO 

69 

65 

59 

62 

64 

65 

70 

71 

57 

49 

57 

6^ 

51 

53 

64 

66 

51 

no 

64 

6) 

69 

66 

61 

61 

fO 

61 

66 

610 

Farmers 

1  Maximum  ... 

82 

87 

85 

88 

89 

8R 

87 

96 

94 

92 

8< 

81 

73 

88 

84 

fr- 

80 

83 

79 

84 

86 

81 

8.^ 

88 

84 

87 

9^ 

80 

88 

91 

85.5 

1  Minimum 

70 

63 

59 

6r 

61 

64 

66 

67 

66 

66 

02 

73 

53 

44 

69 

66 

01 

00 

07 

58 

69 

66 

61 

64 

70 

67 

65 

57 

02 

61 

62.5 

Heidelberg 

1  .Maximum  . . . 

92 

SO 

90 

9( 

95 

92 

93 

97 

0.1 

94 

96 

89 

79 

86 

88 

87 

86 

89 

80 

82 

85 

88 

86 

87 

9' 

90 

81 

8.6 

88 

90 

91 

88.8 

■■■•  1  Minimum.... 

70 

65 

62 

61 

59 

57 

59 

67 

68 

65 

71 

56 

48 

68 

69 

57 

63 

06 

59 

64 

61 

63 

68 

70 

C'f^ 

(^4 

66 

60 

03 

62 

63.1 

Lynch  [near]  . 

j  Maximum  . . . 

77 

74 

75 

76 

78 

78 

78 

79 

79 

80 

79 

78 

75 

74 

72 

75 

72 

71 

72 

73 

72 

78 

76 

76 

75 

76 

74 

76 

76.6 

■■■■  1  Minimum.... 

67 

56 

59 

62 

60 

62 

60 

61 

65 

61 

63 

59 

49 

50 

59 

51 

5? 

66 

52 

65 

5S 

58 

60 

69 

60 

60 

01 

60 

66 

69 

68.0 

Maysville 

j  Maximum . . . 

91 

8P 

86 

91 

93 

89 

90 

95 

93 

9' 

97 

87 

78 

88 

81 

86 

81 

8? 

t-2 

82 

88 

87 

80 

SO 

87 

80 

89 

><!< 

9? 

97.0 

■■■■  (  Minimum.... 

71 

65 

60 

61 

66 

62 

60 

62 

70 

68 

60 

74 

56 

52 

71 

63 

54 

61 

56 

64 

55 

61 

66 

71 

70 

64 

fif 

66 

(SO 

OR 

63.2 

Middlesboro 

!  Maximum  ... 

92 

92 

92 

91 

89 

97 

94 

9' 

90 

96 

90 

90 

85 

no 

92 

89 

83 

80 

8f 

84 

87 

87 

81 

8S 

85 

84 

86 

86 

90 

•.83.6 

■■"  (  Miniminn..., 

72 

6H 

62 

67 

67 

65 

64 

68 

69 

69 

60 

64 

54 

70 

70 

61 

61 

69 

61 

67 

ef~ 

69 

or 

60 

d"; 

68 

64 

"65.7 

Mount  Sterling 

:  Maximum  . . . 

95 

92 

an 

92 

95 

9! 

94 

96 

9^ 

97 

93 

7! 

90 

86 

87 

on 

81 

87 

90 

91 

88 

80 

86 

82 

81 

89 

92 

89.7 

:  Minimum.... 

70 

69 

62 

60 

63 

63 

k 

70 

60 

70 

74 

66 

49 

71 

66 

68 

66 

69 

59 

63 

62 

61 

f8 

70 

66 

60 

61 

67 

69 

64.5 

Pikeville 

j  Maximum. .. 

91 

93 

94 

9i 

96 

95 

97 

98 

97 

98 

90 

96 

83 

91 

88 

91 

89 

89 

81 

84 

90 

92 

f^ 

93 

89 

94 

PJ 

87 

09 

91 

95 

91.6 

■■■■  (  Minimum.... 

68 

05 

66 

61 

61 

70 

6( 

61 

65 

01 

61 

66 

52 

63 

66 

50 

56 

6" 

61 

5^ 

66 

63 

63 

CP 

67 

66 

62 

6? 

6.'' 

65 

61.9 

Pippapass  

j  Maximum  ... 

93 

96 

95 

91 

9? 

96 

97 

97 

9P 

97 

98 

94 

'2 

8.3 

90 

78 

92 

90 

96 

83 

90 

89 

89 

04 

PO 

91 

Of 

86 

00 

90 

0] 

91.7 

(  Minimum 

70 

79 

78 

71 

67 

6P 

51 

55 

66 

61 

B" 

70 

65 

46 

6fi 

63 

65 

0.9 

54 

62 

71 

66 

64 

60 

65 

64 

61 

61 

62 

63.3 

Quicksand 

: Maximum.  •• 

93 

90 

91 

90 

95 

92 

94 

97 

9^ 

96 

96 

9? 

78 

88 

82 

88 

8- 

91 

78 

82 

88 

80 

80 

89 

80 

91 

82 

86 

00 

91 

92 

89.4 

■■■■  :Minimum.... 

72 

6S 

62 

62 

59 

64 

58 

^If 

65 

67 

61 

64 

50 

66 

00 

57 

02 

64 

57 

5.^ 

61 

63 

f<r. 

70 

i=." 

66 

P-t 

60 

6'' 

65 

62.7 

Kichmond  —  . . 

:  Maximum... 

91 

90 

90 

9' 

92 

91 

92 

9? 

95 

0? 

96 

94 

86 

83 

86 

83 

77 

«0 

86 

88 

80 

87 

80 

80 

H2 

87 

fP 

90 

86.9 

■■■  r.Minimura... 

72 

68 

07 

65 

66 

70 

68 

68 

72 

72 

72 

76 

60 

65 

70 

68 

60 

57 

70 

fo 

00 

65 

68 

70 

70 

-2 

07 

64 

66 

70 

70 

67.  S 

WilHamshurg  .. 

: Maximum. .. 
■■■■  :Minimum.... 

90 

89 

90 

9" 

93 

92 

94 

94 

93 

94 

92 

79 

81 

81 

85 

86 

Sfl 

86 

F6 

87 

90 

86 

m 

C6 

80 

86 

87 

89 

88.1 

7] 

69 

62 

66 

6f 

65 

66 

64 

62 

68 

70 

70 

63 

54 

68 

71 

60 

6? 

69 

62 

57 

63 

61 

68 

00 

71 

60 

0.3 

00 

06 

06 

66  3 

Winchester  ... 

j  Maximum  .. 
'Minimum.... 

9fi 

91 

91 

9^ 

96 

94 

95 

99 

97 

94 

95 

92 

77 

88 

83 

80 

86 

90 

85' 

BR 

86 

87 

88 

87 

87 

87 

8r 

8" 

87 

S8 

01   80.1 

69 

65 

62 

62 

64 

67 

63 

64 

7( 

71 

72 

57 

51 

71 

65 

68 

66 

68 

69 

56 

61 

66 

67 

70 

69 

rn 

01 

fH 

f.7!  fi,|  4 

•".hargrfl  to  the  prowdini?  dav. 


W   B  O  I^iiisvillp.  9-27  41   1100 


\\\.  w.v, 


U.  S.  DIPARTMENT  OF  COMMERCr:.  VVKATHIIR  BURKAIJ 

CLIMATOLOGICAL    DATA 


•  "'^ARY  OF  [HE 
im  1     1941 


13 


KENT  U  C  K  Y    S  EC  T I  (^  N  . 

J.  L.  KENDALL. 

Vol.  XLVI       Louisville,  Ky.,  Septembeh,  1941  No.  9 

GENEKAL   SUMMARY. 

lleuvy  rains  ooourrcd  in  si'vcral  (>xtrrnio  nortlipin  oouiilics 
luul  niOLlerate  rains  in  central  liistricts  in  tlio  first  week.  Jn  the 
soutliorn  half  of  the  State,  the  rainfall  was  light,  scattered,  and 
usually  of  little  consoquenec  throughout  the  month.  Moisture 
received  in  northern  districts,  and  remaining  from  preceding 
rains,  was  sullieient  to  maintain  the  growth  of  late  crops.  In 
the  southern  counties  the  soil  became  too  dry  by  the  middle  of 
the  month,  after  which  crops  in  that  section  suffered  from 
diminishing  growth  and  premature  ripening.  Pastures  held  up 
fairly  well  in  the  extreme  north  until  near  the  end,  but  dete- 
riorated steadily  in  central  and  southern  areas.  The  adverse 
eliects  of  the  dry  weather  were  accentuated  by  prevailing  high 
temperature  and  much  more  than  the  average  sunshine. 

Late  corn  matured  rapidly  and  cutting  of  this  part  of  the 
crop  was  far  advanced  by  the  end  of  the  month.  The  dry 
weather  reduced  the  size  of  ears  and  prevented  complete  filling, 
especially  on  the  uplands  and  hills.  IMuch  early  corn  in  shock 
or  standing  becaine  dry  enough  to  be  cribbed.  After  the  show- 
ers of  the  first  week,  the  weather  interfered  very  little  with  to- 
bacco cutting.  Except  for  a  few  humid  days  with  high  temp- 
erature early  in  the  month,  curing  in  barns  advanced  with 
unusual  rapidity.  The  dry  weather  reduced  the  size  of  late 
tobacco,  but  resulted  in  more  general  and  speedy  ripening,  with 
improvement  in  quality. 

By  the  last  week  the  growth  of  late  potatoes  had  practically 
ceased.  The  drought  also  reduced  decidedly  tlie  development 
of  late  soybeans,  lespedeza,  alfalfa,  and  other  late  hay;  but  the 
thorough  curing  produced  hay  of  fine  quality.  The  weather 
favored  the  gathering  of  fruit  and  picking  of  cotton. 

Preparation  for  fall  seeding  and  the  sowing  of  grains  for 
pasture  were  increasingly  hindered  in  the  last  two  weeks.  In- 
complete germination  occurred  in  fields  sown  in  central  and 
southern  districts  near  the  middle  of  the  month.  Toward  the 
end  the  soil  became  generally  too  dry  to  sprout  the  grain  or  to 
maintain  growth.  In  the  drier  central  and  western  districts 
some  sprouted  grain  died  because  of  moisture  deficiency  and  the 
mid-summer  heat.  Serious  water  shortage  in  the  uplands  be- 
gan to  threaten  the  supplies  of  some  towns.  Farmers  were 
hauling  water  for  several  miles  for  the  use  of  livestock.  Light 
frost  on  the  morning  of  the  '27th  caused  little  damage. 

TEmPERATtmE. 

Temperature  averaged  considerably  above  normal  in  the  first 
nine  days  and  from  the  Mth  to  24th.  IMaximum  temperatures 
in  the  90's  were  registered  quite  frequently  throughout  the 
month.  As  a  rule  the  8th  and  yth  were  the  warmest  days,  with 
mean  teniporaturv'S  10^  to  12'^  above  noi'mal  and  maxima  of  95'^ 
or  highi-r.  Subnormal  temperatures  prevailed  in  the  periods 
10-] 2th  and  2.")-27th.  Teni|)(>rafures  in  the  8()'s  were  registered 
at  several  sf-itions  on  the  J7th.  l-^xtrenies  for  the  State  were 
99'^  on  th.-  1st  at  Russellville  and  84^  on  the  27th  at  Beaver  Dam. 


PRECIPITATION 

Piecipitation    a\cnjjcd    about    40    pei    cent    of    the   noimal 

iMint  tni  tbi"- month       It  \^  ^-,  di  h(  k  n^  m  ill  di-tiir ts        Vi    i^ 


^(.••leni  di>.tij(t«  tlie  rainfall  ningccl  fnr 
fation  varied  between  i  f   ,rc  at  )•  irhng  i 


fell  In  tlio  ptM'lod  2(l-8tli.  Loral KlioworH  that  went  Ilelit  to  nioflerato  ornirrftd  dnlly 
In. Ill  lliii  7tli  to  lltli.  'I'horu  \v(>ru  llitlit  and  widely  scatftrnd  BhouorH  In  tlio  jM,rUii\  17. 
IMli,  •24-26111.  and  '2K.30tli.  A  fi-w  HtiiUons  roportod  1.0  liicli  or  more  on  tlie  M  and  M. 
Hays  with  tluiiiderjituriiis  wcru;  1.  2,  !i,  1,  ft,  C,  7,  H, !),  17.30. 


MISCELLANEOUS. 

tiu^''i\  l>y  tim  iin-sslnpr  of  th«  rornnant  of  tlio  'iViXtis  liurrl- 

I  iM,    li'.,iu  J.oiilsiVllld  and  vldnlly,    In  I  lie  apple 

'•  i     'ii  per  cent  of  the  fruit  rcinalnlnir  on  tlio 

.      I     I.  ,     >.l  1,1     INK. 

i;    I   M  all  MKjftni.s.of  the  State,  while  the  smaller  head- 


PRESSURE,  WIND.  HUMIDITY  AND  SUNSHINE. 


CinriniiaU Ohic 

Evaiisville. Ind 

Louisville   Ky 


30.04 
30.  09 
30.0.5 
30.07 


2"  So 

•«  o  a-s 


COMPARATIVE   DATA  FOR  SEPTEMBER. 


Temperature. 


72.1 

101 

67.0 

95 

69.5 

97 

6ti.  5 

93 

69.6 

99 

71.7 

9H 

73.4 

101 

08.6 

100 

10,5 

73.4 

103 

68.7 

10,") 

74.6 

102 

68.1 

9H 

67.3 

97 

69.1 

100 

71.1 

99 

70.2 

95 

65.5 
69.5 
72.6 
75.1 


69.2 
68.3 
74.4 


Prooipitatioii        Number  of  days 


2.25 
3.57 
4.01 
0.91 
2.  58 
2.61 
6.15 
3.00 
1.03 
2.51 
4.41 


3.48 
2.56 
2.94 


2.87 
4.49 
2.83 

2^87 
0.81 
4.69 
2.46 
2.74 
3.66 
5.03 
4.82 
2.75 


13 

7 

21 

6 

15 

7 

16 

6 

11 

7 

17 

5 

i-i./l    .i/i 
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CLlMATULOliiCAL  DATA:  KENTUCKY  «ECT1UN 


September,  1941 


_01iniatolo8:ical  Data  foi  September,   1941. 

Temperature,  in  degrees  Fahr. 


Prtcipilation  in  inches 


Number  of  days 


Western  Division. 

Beaver  Dam 

Calhoun 

Karllufton 

Fords  Ferry.  Dam  50 

Gilbertsville 

Greenville   

Hartford  (near) 

Henderson 

Hopkinsville 

Lovelaceville 

Mayfield 

Murray 

Owensboro 

Owensboro.  Dam  46. 

Paducah  

Princeton 

Rnmsey.Lock  2  t 

Russell  ville 

Uniontown.  Dam  49. 

Central  Divigioii.. 

Addison.  Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Lock  6i 

Burnside 

'Jarrollton,  Lock  1. .. 

Clermont   

Cold  Sprinj;,Dam  36. 

Danville 

Dix  Dam.  Burgin.... 

Eadsville 

Eubank  

Frankfort,  Lock  4. .. 

Gest.Lock  8 

Glasgow   

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock?.. 

frvington  , 

LaGrange 

Lancaster 

Leitchfield 


LittleHickman.LockSI 

r.ockport.Lock  2 

Louisville 

Do.  Bowman  Field. , 

Mammoth  Cave 

Monticello 

Munf  ordville 

St.  Jonn 

Salvisa,  Lock  61    

Shelbyville 

Smith's  Grove 

Stearns   

Taylorsville 

Tyrone,  Lock  51    

Williamstown 

VVoodbury,  Lock  4  t.  .. 
Eastern  Division. 

Annville 

Ashland   

Borea 

College  Hill,  Lock  u.  ,. 

Cynthiana 

Falmouth 

Farmers    

FlemiDggbarg   

Ford,  Lock  loi 

Grayson   

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14  . . . 

Jackson  

Jenkins  — 

f.ouisa 

Lynch  [near] 

Maysville,  Dam  33  ... 

Middlesboro 

Mount  Sterling 

Oneida    

Oneonta,  Dam  351 

P.iintsville 

Pikeville 

Pippapass 

Qnickgand 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9. . . 
V'anceburg,  Dam  32  . . 

Williamsbnrg 

Willow,  Lock  13. .. 

VVinche.';fcr  

'<'«'<■  gypragps  and  ex 


Ohio 

McLean  .  — 

Hopkins 

Crittenden  . . 
Marshall  ... 
Mulilenburg. 

Ohio 

Henderson  . . 

Christian 

Ballard 

Graves 

Calloway  — 

Daviess 

Daviess 

McCracken  . 
Caldwell  .... 

McLean 

Logan   

Union 


Breckinridge 

Jeiferson 

Warren 

EdruouMOn  .  .  • 
Pulaski 


Mercer 

Wayne  ■ . . 
Pulaski.., 
Franklin  . 
Henry  


Boone 


Jessamine 

Breckinridge 

Oldham 

Garrard 

Grayson 

Fayette 

.Jessamine  . . . 

Henry 

Jefferson 

Jefferson 

Edmonson  — 

Wayne 

Hart 

Hardin 

Mercer 

Shelby 

Warren 

McCreary 

Spencer 

Anderson 

Grant 

Butler 


Jackson  ... 

Boyd 

Madison.. , 
Madison... 
Harrison  .  , 
PeiidlPton  . 
Rowan . . . . 


Carter    

Greenup 

Perry   

Lee    

Breathitt  .....' 

Letcher 

Lawrence 

Harlan 

Mason 

Bell 

Montgomery  . 

Clay 

Campbell 

Johnson..     .. 

Pike 

Knott 

Breathitt 

Estill   

Madison 

Madison 

Lewis 

Whitley 

Clark!!;!;.".'. 


+  2.1 
+  3.3 

+  2.7 


850 
1032 
G35 


72.0+  2  2 
72!;i  + 


3-1 


27 


-1.93  0.50 
-2.96  0.05 
-2.87      T. 


-  1.8S 
-2.18 
-3.09 
-2.90 


-2 

-2.60 
-2 


-2.01 


1  o:?|-2  a^i  0.  10 

1  61-1  on,'  n  5t 

40 

2   12,-1. -(0,  0  52 

0.95-2.11    0  .50 

40 

0.57    ...       n  41 

r,3 

1  1.16-1.721  1.80 

Eldred  G.  Young. 

K.  C.  Bennett. 

Brick  South  worth. 

Lockm  aster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 
George  Street. 
W.  K.  Morris. 
Blaine  Malone. 
Mrs.  Joe  Payne. 
Ralph  B.  Wear. 
Henry  S.  Berry. 
Lookraaster. 
JoeLagore.* 
S.  J.  Lowry. 
Lockmaster. 
Wm.  Shelton. 
Lockmaster. 

Lockmaster. 

G.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Jjockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfieet- 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

L.  0,  Stiles. 

J.  C.  ogg. 

Kentucky  Utilities  Co- 

D.  Lem  Hughes. 

D.  S.  Weather  Bureau 
Lockmaster. 
Lockmaster. 

U.S.  Weather  Rnrr-nu 
U    S.  Weather  Bureau. 
Ivan  J.  Ellsworth. 

E.  O    Cooper 
Chester  Williams. 
Sisters  of  Loretto. 
Lockmaster. 
WiUa  S   Ratta. 

C.  W    f.uernsey. 
Airway  Station. 
Thad.  Cheatham,  Sr. 
Lockmaster. 

Aliss  Nettie  B.   Simpson. 
Lockmaster 

Robert  Johnston. 
Lockmaster. 

D.  H.  Center. 
Lockmaster. 
S.  M  Hill. 
Jessie  Oldham. 

ilrs.  t'orda  C.  Stamper- 

C.  A.  Glascock 

Lockmaster. 

Mrs    Ruby  A  ■  Burton . 

Lockmaster. 

H.  A.  Baily. 

Lockma,ster. 

Jas  T    God. 

R.  J    Howard, 

Zeb  ITo.'-tou. 

James  S.  Allen. 

Lockma.ster. 

Miiltli.'W  Woodson 

W.  K    JIcKee. 

Garret  Combs  ■ 

Lockmaster. 

E.  0  Fraley. 

U.  3  Weather  Bureau. 
Cpnev  Run  I'om.  Cen. 
R.    \V.  Joiu'B. 
Lockmaster. 
J.  W.  ("rooke. 
Lockmaster. 
Lockmaster. 
Wadely  West, 
Lockmaster. 
Airway  Station. 


All  temperature  data  are  taken  frnr 
The  departures  from  normal  t>'m' 
used  in  determiningsection  ordivi  i 

Reference  lett'jrs,  ',  '■,  »,  api.i  u . , 
*■  Also  on  other  dates.  ++  liii ,  i . 
'Rainfall  record  by  U-  S.  Engim; 


armometers. 

tiou  are  computed  only  for  such  stations  as  have  ten  or 
tKiiiii'icy,  Brownsville  and  Woodbury  are  Locks  on  the 
cate  number  of  days  missing;  for  example,  b  represents 
■ludivl  in  means  and  suminarii^s  T    Precipitation  is 

'.cord  by  .Fop  Lagorc  at  Paducah  No.  2. 


more  years  of  record,  but  all  complete  reports  are 
Green  River;  other  Locks  are  on  the  Kentucky  River 
two  days.  etc. 
less  than  0.01  inch  rain  or  melted  snow 


iriKMUKU,    ll'll 


i-l,lMAT()LlH;i(  Al.   DATA:    KKNTl'CKY   SIOCTION 
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Dally  Preolpltation  for  September,  in4l 


Wetttm  mxHiion 

iivor  Dam 

lliouii 

rltiiKton   • 

rds  Kerry  DAm  60* 

Ibertsville' 

eiMiviUo 

irtford  

luJorsou 

ipkiiisville' 

volacovlUe 

lyileld    

iiTfty  « 

.onsboro   • 

.•oiisboro,  Diim  46  • 

diicali'. 

iiiMi'v,  Lock  No.  2  '.....!! 

SMMlville  » 

lioutowu.  Dam  49' 

CfiUral  Dii'ision 

(lison,  Dam  46. ' 

ehoruge 

wling  Green  » 

hiftOn 
awuHvilU- 

riiside"  

rroUton   Lock  No.  1'.. .  . 

Tniout 

la  Spring,  Uam  36* 

nville* 

cDam,  Burgin 

dsville* 

bank , 

inkfon,  Lock  No.  4' 

9t,  Lock  No.  3  * 

isgow  

lut,  Dam  33* 

jensburg  » 

fh  Bridge, Lock  No.  7*.. 

iiigton  

Grange 

acaster* 

tchfield  ' 

cinston  i 

:!<■  IIiclcin:in,  Lock  Xo.  8 
■kiiort,  Lock  No.  2- 


ufordvlUe  " 

.lolm  - 

visa.  Loci;  No  6  'M  . . . . 

■Ibvville  ■- 

itli's  Qrovf  ••.  ....  ... 

arns  " 

rlorsville ., 

•oae.Lock  No.  5  ^t... 

liamstown  ^ 

odbnry.Lock  No. 4'. 


Eastern  Division 


niLTS  ' 

d.Lock  No.  10  ^f ..'..'. , . 

yson'-'. 

eiitip.Dam    30'^.. 

surd  2 

dulberg,  Lock  No.  U'-*.. 


icli  [near]   

ysTille,  Dam  83* 

Idlppboro      . 

lint  Sterling 


l.iw.  L(.<k  No.  132. 


Day  ol  uiotiMi 


*       6      6      7       «       9     10     11     12     18     14     16     10     17     18     19     20     21     22     28     24     26     2B     27 


01 

34!   .88 
OS:  T 


1,0 

■  23 

:.. 

.'57 

.16 

07 

T 

T. 

.11 

IS 

29 

..Sfi 

.03 

.5fi 

.04 

.If. 

.09 

■  03 

m 

.32 

10 

.36 

..W 

.02^ 

.27 

.4S 

.01 

,6(1 

.11 

-10 

40 

06 

.as 

,02 

■  as 

<K 

36 

If 

.41 

xcept  a.s  otberu  i.'ie  im 

•'irst-order  WeiVtber  B 

nt  then 


ited  observations  are  gen 
an  station;  precipitation 
lirecedine-  -ii  hours 


t:::::::- 


049 

1.06 
0.09 


0.77 
1.07 
0.48 
1.14 
1.98 
1.64 
1.09 
0.26 
0.26 
0.79 
0.68 


2.19 
1.74 
2.40 
0.S.5 
0.43 
1.33 
1.56 
2  90 
1.28 
2.51 
2.39 
2.80 
2.50 
1.88 
1.31 


1.61 
1.85 
2.38 
2.35 
2  04 
1  28 
0.64 
l.OS 
1.64 
2.12 
0.95 
0.57 


y  made  late  in  the  afternoon,  near  snnsf...  and  prpninitatio 
r  the  24-honr  period,  midnight  to  raidniR-ht  nnloss  otherwise 


r:  TV^ce.'  or  preclpitat^^iriVsrtba  no.orinch    "'""'    tPost  olbcl^'ldT^^"""  Tf^"''^  with  recording  S^^^: 

ackio.  Rod  lTn„,e    Kv.  :   Oneonta.  Talifornia   Ky  R,>.fr   drT,-,'Li  f°"°^:s- -f:?«-k  s,  T.„un.,„-..bn 

entncky;     S.  Palf-  <  fl  '  Orecn-   C  rnmborland     'T)  Tcnne'-        m^  o?^     ^r^M  ,'"  ^^^"'''  '*''^'""  ''"  '"''»' 

•'.Airport  station.    Data  for  24  honrs  ending  atl2.30  a.  n...  9Mh  meridiar^in^e  ad  STo  day  thev  occnr 


1  recorded  is  for  24  hnnrs  tending  at  timt-  of  observation. 

indicated.        'Precipitation  measured  in  (he  morning: 

♦Included  in  thp  next   following  nipasnremoni 
T.  :    Lock  6.  Vprsaillps.    Kv   :  Locks.  NicholasviH*  Ky   : 
indicated  as  follows:  fB)Big  Kpiidy    (L)  Licking:  (K) 
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CLIMATO LOGICAL  DATA:  KEN'IUUKY  SECTION. 


Septimbeh.  1941 


Daily  Temperatures  foi 

Septembe 

r,   1941. 

stations. 

J^ 

« 

4 

8 

6 

7 

« 

« 

10 

11 

12 

13 

^ 

15 

. 

17 

^ 

19 

20 

22 

23 

24 

25 

26 

28 

29     30 

3. 

Mean 

Wcfleni 

IHiUion. 

~ 

~ 

~ 

~ 

~ 

Be^ve^Daln  •■■ 

!  Maximum  . . . 

96 

96 

92 

91 

2; 

86 

9(5 

9- 

97 

81 

76 

82 

83 

91 

91 

94 

93 

92!    90 

91 

89 

93 

94 

93 

S? 

_, 

8" 

93 

80 

95 

89.6 

■■■■  (Minimum.... 

68 

68 

70 

70 

71 

60 

69 

6- 

70 

43 

48 

48 

61 

55 

60 

67 

61 

651     48 

46 

5S 

47 

47 

.50 

o; 

43 

34 

63 

53 

63 

60.4 

Calhoun 

)  Maximum  ... 

95 

93 

90 

89 

8b 

85 

95 

9oi    96 

90 

83 

93 

94 

89 

92 

93 

94!     93 

91 

93 

90 

86 

95 

92 

.. 

'91  4 

•■•■  (  Minimum.... 

65 

6b 

70 

70 

,    72 

63 

69 

6- 

61 

6i 

50 

47 

48 

62 

«4 

59 

62 

65 

521     46 

50 

60 

60 

52 

. 

.. 

.. 

'58.9 

Earlington 

j  Maximum  ... 

96 

98 

92 

91 

90 

87 

95 

96 

96 

80 

87 

89 

90 

91 

96 

92 

92 

90 

93 

91 

91 

92 

92 

83 

80 

88 

91 

78 

96 

90  0 

(Minimum  — 

72 

72 

73 

73 

75 

73 

69 

70 

67 

48 

51 

53 

63 

68 

64 

64 

C5 

50 

46 

56 

50 

60 

50 

66 

42 

37 

54 

64 

54 

59,8 

Greenville 

j  Maximum  . . . 

93 

90 

90 

81 

87 

93 

93 

95 

88 

79 

80 

90 

90 

92 

92 

90 

90 

89 

94 

90 

90 

94 

85 

75 

86 

92 

82 

95 

"89.  2 

••••  (Minimum.... 

69 

69 

70 

71 

62 

70 

65 

61 

61 

49 

43 

51 

56 

63 

58 

62 

6! 

50 

44 

53 

48 

47 

49 

66 

42 

37 

53 

61 

50 

'56.6 

Flendersou 

1  Maximum  . . . 

95 

91 

87 

89 

7S 

93 

98 

9) 

86 

83 

84 

89 

89 

91 

94 

94  j    h: 

97 

S3 

96 

96 

91 

77 

85 

86 

77 

89      .. 

89.1 

•■••    1  Minimum.... 

71 

68 

71 

74 

6( 

69 

68 

68 

51 

47 

53 

00 

63 

61 

65 

62 

B] 

47 

57 

60 

62 

64 

60 

41 

86 

56 

,57 

54t     . 

58.8 

Ho;)kiusville   .. 

)  Maximum  ... 

93 

92 

92 

89 

88 

94 

96 

95 

87 

78 

83 

88 

90 

91 

92 

89 

90 

90i    92 

88 

92 

91 

92 

80 

74 

88 

91 

941     ., 

88,8 

■■■•  (  Minimum.... 

63 

69 

70 

70 

71 

61 

69 

6- 

66 

67 

54 

64 

64 

5f 

60 

59 

64 

Of 

86 

50 

53 

50 

53 

57 

68 

43 

S8 

67 

51 

66 

59,3 

Lovolacuville 

s  Maximum  . . . 

95 

95 

89 

90 

90 

89 

93 

95 

95 

88 

84 

92 

93 

94 

92 

92 

93 

96 
60 

92 

92 

94 

92 

81 

77!    86 

91 

78 

93 

90.1 

(  Minimum.... 

70 

70 

72 

71 

70 

651     73 

68 

68 

61 

52 

57 

72 

64 

66 

62 

65 

66 

68 

66 

50 

53 

54 

64 

39 

87 

53 

59 

61.7 

May  field 

S  Maximujn  ... 

9^ 

91 

89 

89 

87 

90 

a;^ 

93 

94 

87 

81 

86 

89 

92 

91 

89 

92 

93 

94 

90 

92 

94 

91 

84 

75 

86 

92 

79 

96 

89.5 

••■•  (  Minimum.... 

71 

71 

71 

70 

70 

65 

68 

82 

62 

53 

60 

63 

65 

65 

64 

69 

59 

57 

60 

6f 

f.6 

59 

64 

4^ 

41 

60 

54 

63 

61,8 

,. 

S  Maximum  . . . 

93 
70 

67 
73 

87 
72 

88 
72 

86 
76 

S5 
GO 

92 
73 

92 
70 

92 
71 

69 

79 
53 

82 
67 

87 
63 

86 
63 

88 
65 

87 
63 

92 
66 

81 
69 

91 
70 

91 

61 

86 
61 

89 
66 

90 
55 

90 
60 

83 
55 

46 

84 
42 

90 
67 

85 
54 

94 
G8 

87,0 

Murray   

(  Minimum.... 

63.6 

Oweusboro 

J  Maximum  ... 

91 

67 

90 
68 

87 
70 

87 
70 

86 

70 

82 
61 

91 
68 

91 
67 

93 
66 

76 
65 

78 
54 

79 
52 

86 
58 

87 
69 

88 
62 

90 
61 

87 
63 

65 

67 

89 
66 

89 

55 

60 

11 

i; 

7f 
65 

71 
41 

83 
37 

76 
62 

74      94 
EO      62 

85.5 

'  Minimum.... 

59,1 

Paducah  

jMa.Yimum.   . 

95 

80 

87 

89 

88 

85 

92 

92 

93 

85 

80 

83 

89 

88 

90 

91 

91 

90 

9C 

91 

88 

90 

91 

90 

83 

75 

84 

88 

771     91 

87.9 

••••  (  Mimmum.... 

73 

73 

73 

71 

73 

66 

73 

71 

71 

62 

67 

68 

62 

64 

67 

66 

70 

63 

56 

a 

5'^ 

fiS 

67 

65 

47 

42 

59 

52!     60 

63,1 

Princeton 

1  Maximum... 

94 

90 

88 

88 

87 

85 

91 

93 

93 

75 

79 

82 

87 

87 

89 

92 

91 

90 

90 

89 

91 

90 

65 

76 

85 

91 

76!    95 

S7,8 

■•••  (Minimum.... 

72 

70 

73 

72 

74 

65 

72 

70 

70 

63 

51 

52 

57 

63 

67 

64 

66 

67 

54 

,c(- 

CI 

55 

67 

65 

42 

39 

59 

54 

63 

61,3 

Russellville§§... 

Cenir 

AnolioragH 

J  Maximum  . . . 

99 

94 

91 

62 

91 

93 

98 

93 

98 

74 

89 

82 

89 

89 

90 

94 

88 

90 

89 

.S5 

r,2 

94 

92 

89 

94 

77 

96 

"90,4 

1  Minimum 

6S 

70 

70 

71 

71 

62 

67 

67 

68 

67 

51 

49 

55 

57 

56 

61 

60 

66 

62 

47 

48 

61 

63 

60 

57 

66 

60 

■■ 

57 

54 

',59.6 

j  Mftximum  ... 

90 

88 

86 

86 

86 

82 

90 

92 

94 

£2 

75 

76 

86 

87 

87 

90 

88 

86 

85 

87 

88 

90 
49 

90 

9'i 

78 

69 

82 

72 

87 

93 

85,4 

(  Minimum 

69 

69 

69 

70 

71 

64 

66 

64 

69 

58 

53 

47 

51 

54 

69 

54 

62 

61 

54 

54 

66 

49 

51 

62 

38 

62 

54 1     60 

57,6 

Bowling  Green. 

)  Ma-imum  . . . 

94 

89 

90 

90 

89 

88 

95 

96 

95 

84 

80 

82 

89 

90 

8S 

90 

89 

91 

89 

87 

86 

89 

89 

85 

78 

86 

92 

81 '     92 

'  Niiuimr.iii  — 

7) 

73 

72 

73 

74 

6f 

72 

7' 

72 

69 

56 

65 

57 

69 

ni 

60 

68 

70 

58 

56 

58 

66 

56 

56 

69 

[2 

J6 

68 

55 

58 

62.' 6 

Clermont 

1  nf.^n!rin  '  " 

94 

94 

93 

91 

90 

91 

86 

94 

96 

93 

82 

72 

84 

9i 

92 

94 

94 

89 

62 

92 

94 

92 

94 

06 

95 

79 

76 

86 

92 

76 

88.5 

Danville 

\  .Maxinmm  . . . 

91 

85 

89 

90 

88 

92 

96 

95 

85 

76 

77 

85 

■.. 

H^ 

c'f 

91 

89 

86 

87 

87 

89 

89 

,S0 

72 

86 

91 

76 

94 

■■87;2 

"  ■  ■  '  Minimum .... 

67 

66 

67 

69 

71 

65 

65 

6fi 

67 

64 

53 

47 

49 

52 

S^• 

54 

61 

62 

60 

88 

51 

64 

49 

47 

60 

66 

49 

40 

53 

54 

52 

57.2 



i  Maximum  . . . 
■■•■  I  Minimum.... 

95 

93 

88 

87 

90 

87 

93 

95 

85 

90 

77 

86 

90 

91 

92 

89 

89 

66 

88 

90 

90 

92 

89 

85 

91 

77 

94 

88.3 

71 

70 

70 

71 

72 

65 

66 

72 

68 

54 

61 

5! 

55 

e.(^ 

57 

62 

64 

52 

55 

61 

60 

62 

71 

.52 

43 

6r 

57 

64 

59.9 

Eubank  

\  Maximum  ... 

94 

91 

91 

86 

SO 

86 

91 

93 

94 

86 

78 

80 

87 

90 

90 

91 

8f 

88 

88 

90 

»F 

88 

88 

91 

90 

82 

85 

91 

78 

92 

88.1 

(  ;-  :  iiiliiUi  1 

66 

6f 

66 

67 

70 

65 

64 

65 

67 

63 

66 

50 

60 

48 

54 

5C 

61 

60 

47 

50 

46 

45 

47 

49 

54 

62 

47 

47 

55 

51 

56,6 

Frankfort 

94 

93 

90 

8!^ 

9( 

89 

9S 

95 

96 

89 

76 

75 

87 

89 

91 

94 

88 

88 

88 

90 

89 

91 

90 

94 

86 

76 

84 

80 

75 

95 

88-0 

68 

69 

0^ 

71 

74 

62 

63 

65 

67 

65 

60 

48 

45 

63 

56 

5? 

60 

58 

48 

51 

50 

49 

47 

49 

66 

47 

39 

44 

52 

60 

56,2 

Glasgow   

'  : '  ■  t  ■■:  n :  1 : 1 1 1 1  ... 

94 

93 

91 

91 

88 

87 

83 

94 

95 

90 

81 

81 

87 

86 

89 

93 

92 

92 

91 

89 

92 

90 

90 

90 

85 

91 

89 

93 

89.3 

■■■■  1  ;.l;inmum.... 

69 

70 

69 

74 

7 

63 

69 

70 

72 

67 

55 

51 

58 

58 

68 

63 

69 

86 

51 

51 

61 

48 

46 

50 

7C 

41 

38 

61 

57 

58 

59,5 

Greeusburg 

*  Maximum  . . . 

92 

91 

86 

85 

83 

84 

87 

9( 

9(1 

88 

74 

76 

81 

87 

,84 

87 

87 

84 

83 

82 

81 

87 

87 

77 

88 

82 

79 

88 

84,6 

■  ■  ■  ■  (  Minimum .... 

71 

72 

71 

70 

78 

64 

68 

69 

72 

72 

55 

65 

55 

55 

61 

68 

65 

70 

5! 

52 

.•^2 

50 

49 

51 

52 

61 

41 

45 

59 

63 

59.4 

*                   

)  Maximum  . . . 

94 

91 

92 

8P 

87 

86 

91 

94 

96 

84 

78 

79 

91 

92 

91 

90 

88 

89 

91 

91 

90 

92 

95 

79 

87 

90 

72 

94 

88,0 

(  Minimnni.... 

6!i 

69 

68 

69 

70 

60 

66 

66 

68 

59 

48 

46 

50 

56 

61 

58 

02 

60 

5? 

50 

55 

49 

49 

53 

60 

41 

36 

54 

51 

61 

66,9 

Leiichfield 

*  >i.).Ainn:iri  . . . 

92 

92 

89 

8! 

88 

86 

92 

94 

95 

88 

78 

86 

88 

88 

92 

8S 

89 

87 

88 

87 

89 

90 

93 

82 

75 

84 

91 

77 

94 

87.7 

(  .'■liiiiini.iii 

67 

70 

69 

69 

71 

64 

6S 

67 

68 

66 

49 

50 

54 

56 

60 

68 

64 

64 

52 

53 

64 

52 

53 

65 

67 

44 

42 

51 

54 

65 

58,9 

L'ixlugioii   

)  Maximuiu  . . . 

93 

96 

91 

87 

90 

90 

92 

95 

96 

80 

77 

77 

86 

88 

91 

93 

93 

89 

99 

90 

9' 

92 

92 

74 

84 

91 

77 

94 

88.3 

(  MiniiiViii.i 

71 

70 

70 

70 

68 

64 

66 

7C 

72 

56 

51 

47 

51 

56 

60 

69 

66 

59 

54 

59 

58 

50 

63 

56 

5! 

47 

45 

55 

52 

56 

58,9 

Louisville 

_     _  )  Mi.ximum  ... 

90 

9C 

8S 

?' 

86 

85 

91 

94 

95 

73 

76 

76 

86 

87 

88 

90 

84 

87 

86 

90 

89 

89 

90 

81 

71 

82 

86 

70 

92 

85,6 

'  .>liniiniiiii 

74 

73 

71 

71 

68 

71 

73 

73 

59 

57 

55 

68 

64 

67 

65 

70 

64 

58 

60 

61 

ro 

60 

61 

66 

62 

48 

58 

52 

66 

62-9 

Do.  Bowman  Field    ^i^^.iiiiuia  ... 

9i 

91 

89 

87 

8) 

84 

91 

93 

95 

73 

79 

77 

88 

89 

90 

90 

87 

87 

86 

90 

90 

90 

90 

93 

81 

72 

83 

86 

71 

94 

86,4 

.Minimrini 

72 

71 

70 

71 

70 

64 

68 

69 

71 

53 

53 

48 

51 

60 

64 

60 

65 

54 

64 

55 

62 

61 

54 

64 

46 

41 

55 

51 

46 

58,4 

Mammoth  Cave 

;  Maximum  ... 

92 

91 

86 

87 

88 

84 

03 

93 

86 

79 

78 

86 

86 

Sti 

90 

88 

88 

8.^ 

87 

85 

86 

88 

84 

75 

73 

84 

91 

93 

83,1 

■  ■  ■  ■  1  Minimum 

68 

68 

67 

72 

71 

62 

67 

66 

69 

62 

51 

49 

5! 

01 

54 

62 

6' 

50 

49 

89 

51 

47 

45 

48 

Of 

44 

36 

51 

54 

51 

57,2 

ol.  JoiUI • 

. . . ,  )  Maximum  .  . . 

96 

92 

87 

8« 

88 

8(. 

95 

95 

93 

91 

70 

86 

8** 

89 

94 

90 

8" 

8  A 

90 

91 

92 

89 

74 

84 

92 

79 

89 

88  2 

(  Minimum.... 

68 

67 

67 

72 

72 

58 

63 

62 

en 

63 

50 

47 

5] 

55 

59 

62 

Fjj 

62 

53 

60 

en 

47 

46 

61 

66 

39 

35 

44 

62 

60 

55,8 

Shelby ville  .... 

^  Maximum  . . . 

93 

92 

88 

88 

88 

86 

92 

95 

91 

88 

77 

76 

87 

88 

90 

93 

90 

88 

86 

90 

89 

90 

93 

85 

73 

83 

RQ 

76 

94 

87.8 

'  Miiiirnuiii 

6r. 

66 

66 

68 

67 

58 

62 

6X 

67 

62 

46 

43 

44 

52 

68 

52 

61 

65 

50 

51 

49 

48 

,50 

6P 

41 

37 

47 

48 

49 

54,7 

Smith's  Grove  .■ 

..  __    .  Maximum  .  . . 

91 

91 

90 

91 

90 

89 

95 

95 

96 

78 

81 

83 

89 

fO 

91 

9? 

92 

90 

ro 

89 

80 

90 

91 

■■ 

78 

75 

84 

92 

76 

93 

"88,3 

i  Miiiiiiiurn 

69 

69 

69 

72 

68 

64 

68 

66 

70 

55 

54 

54 

60 

57 

59 

61 

7n 

5:' 

55 

55 

52 

51 

46 

40 

50 

56 

57 

'69.6 

Stearns ...   

■  f-''"-'  '■"'"'  ■  •  ■ 

92 

91 

89 

87 

88 

8P 

89 

92 

92 

90 

74 

76 

82 

81 

84 

87 

86 

85 

84 

82 

80 

8  J 

85 

90 

H-'i 

83 

71      91 

84  9 

67 

68 

66 

6r 

6.S 

63 

65 

66 

69 

62 

55 

49 

54 

re 

66 

57 

6? 

CO 

52 

57 

54 

49 

61 

52 

61 

52 

43 

61 

66 

58,1 

Taylorsville   -•. 

••■■   '^"  "'.;■„'.',:;; 

■' 

;; 

Ailliamstown.. 

^  :..■,:■.. '.'.[il'.u'.'.'. 

ra 

R9 

90 

85 

92 

87 

86 

90 

94 

90 

72 

71 

84 

85 

88 

"1 

87 

8? 

82 

P5 

85 

SF 

"^7 

91 

ffi 

74 

80 

89 

78 

m 

"ih'.7 

Ende^i 

■/^vk!- ;"""'"■ - 

72 

69 

70 

72 

64 

65 

68 

72 

66 

51 

47 

« 

•56 

62 

60 

r,6 

57 

54 

66 

54 

66 

CI 

5,-, 

7P 

46 

4'. 

58 

49 

54 

69.8 

Aunville 

.-Maximum  ... 
:Mi;)inniiii.... 

.. 

. 

8" 
6P 

R9 
06 

^? 

85 
42 

87 
42 

f9 
41 

I'l 

85 
60 

50 

83 
36 

91 
4! 

83 

68 

92 

48 

Asliland    

j  Maximum  ... 

93 

89 

90 

88 

91 

88 

85 

91 

iih 

89 

74 

72 

80 

84 

88 

90 

89 

83 

83 

81 

83 

85 

89 

91 

8- 

75 

82 

fO 

7S 

9." 

"ny's 

(  Minimum.... 

68 

70 

71 

68 

66 

63 

61 

6S 

69 

B4 

50 

48 

4' 

65 

54 

67 

61 

60 

49 

46 

.50 

fO 

5? 

hf 

45 

49 

54 

5f' 

57 , 1 

Kerea 

J  Maximum  . . . 

9.'5 

93 

90 

85 

87 

86 

90 

92 

94 

90 

78 

77 

85 

86 

88 

89 

88 

88 

(■6 

86 

88 

% 

9? 

87 

80 

83 

90 

87 

'14 

87.7 

■■■'  (  Minimum.... 

70 

66 

73 

70 

68 

62 

66 

70 

72 

66 

50 

46 

,■•0 

57 

m 

67 

64 

63 

48 

62 

48 

54 

67 
87 
66 

51 

5F 

.51 

,59.2 

Farmers 

j  Maximum  . . . 

86 
64 

87 
69 

88 
67 

B6 
66 

8n 
69 

87 
59 

84 
59 

88 
63 

91 
65 

82 
65 

72 
47 

71 
45 

?. 

82 

^; 

60 
61 

86 
6J 

81 

66 

81 
53 

80 
59 

81 

55 

84 
S3 

84 

87 
55 

82 
5? 

h 

82 

85 

8' 
48 

83  6 

■ '  ■  ■  1  Minimum .... 

57.2 

Heidelberg 

....  1  Maximum  ... 

94 

89 

92 

88 

90 

88 

92 

95 

95 

87 

75 

76 

86 

88 

89 

90 

90 

86 

88 

87 

88 

87 

89 

01 

81 

76 

86 

91 

,81 

91 

87. 7 

1  Minimum 

64 

67 

68 

67 

70 

61 

6.1 

64 

66 

58 

48 

48 

50 

51 

52 

57 

64 

45 

49 

46 

4.1 

44 

58 

5C 

40 

43 

rc 

40 

65.  3 

l^vnth  [near]  • 

j  Maximum  . . . 

78 

80 

79 

77 

73 

75 

78 

SO 

.' 

7H 

77 

74 

■a 

72 

70 

69 

78 

7C 

74 

7P 

7f 

''72.4 

■■'■  1  Minimum.... 

62 

64 

61 

64 

68 

Rm 

6j 

01 

r.  1 

48 

45 

4^ 

'•'f, 

50 

n 

^1 

,5'^ 

46 

41 

1.1 

',= 

61 

5P 

4-1 

52 

55 

.i;r 

•'52,7 

.Maysville 

S  Maximum.  .. 

92 

88 

90 

87 

88 

87 

Ht 

II :! 

S? 

71 

Fl 

M- 

9" 

S-i 

80 

8:5 

85 

84 

85 

'0 

71 

PI 

8" 

76 

9? 

81.5 

■■"  (  iMiiiiraum.... 

69 

69 

69 

68 

68 

r,n 

(I'i 

l]1 

70 

I"  8 

■19 

45 

,M 

S6 

f.6 

60 

5-; 

4^ 

51 

49 

F2 

50 

5  = 

6' 

!8 

4S 

.•■I 

c) 

56,  5 

•Middlesboro.... 

....  (Maximum... 

89 

90 

90 

85 

85 

85 

90 

89 

ii(i 

87 

81 

82 

7<4 

81 

?■?, 

86 

88 

"S 

81 

82 

9c. 

«4 

79 

PJ 

8' 

u< 

«R<  8 

(  Minimum.... 

66 

69 

66 

^i 

71 

65 

63 

67 

67 

66 

62 

48 

■^3 

43 

49 

51 

Sfi 

63 

,-0 

49 

51 

^n 

^1 

jp 

47 

Mount  Sterling 

.Maximum  ... 
■■■   :Minimum.... 

fo 

9.S 

90 

91 

89 

88 

94 

95 

91 

77 

78 

8.5 

89 

91 

91 

88 

f>^ 

85 

87 

Cfl 

81 

(!■' 

K'' 

7r, 

p-i 

■JV      q-' 

87  8 

70 

P9 

69 

70 

64 

66 

68 

70 

67 

51 

49 

51 

65 

59 

57 

62 

on 

5? 

66 

61 

48 

48 

ro 

(■,7 

4'' 

r,^i  M   ; 

,58.9 

I'ikeville 

j  Maximum. .. 

97 

97 

93 

RS 

91 

90 

90 

07 

98 

93 

79 

88 

89 

90 

94 

90 

94 

8r, 

87 

90 

90 

f,f. 

,8  = 

7C 

SI! 

"1 

89.  5 

■■■■  1  Minimum.... 
Maximum  . . . 

65 

og 

67 

67 

65 

62 

62 

69 

66 

57 

50 

5fl 

4'< 

51 

-.0 

FO 

4P 

4f, 

4» 

48 

59 

r,l 

47 

47 

.Fsl       'r.1          ■■          ,SV7 

Pippapa-ss   

94 

96 

95 

83 

81 

80 

94 

96 

<.l 

7r, 

7'', 

84 

87 

89 

90 

00 

fe. 

87 

8.^ 

8'^ 

87 

87 

9F 

8=, 

70 

84 

Ri 

«i|    pn     ..j    fi7,r, 

■■■■  (  Minimum.... 

64 

66 

68 

68 

61 

61 

67 

64 

64 

54 

45 

48 

,',0 

M 

ro 

4  5 

47 

42 

44 

44 

41 

.).=, 

F^l       rl!        .1       .^4    ., 

Q"i'ksand 

..  rMaximura... 

9.5 

94 

95 

91 

88 

90 

97 

91 

77 

H'- 

95 

91 

9,^ 

8= 

91 

pn 

90 

92 

95 

84 

78 

8F 

90 

,'•2,     94I     .   1     80.7 

IMinimum 

64 

68 

69 

70 

65 

62 

65 

66 

rr, 

r,3 

47 

,11.: 

4"* 

!s: 

.52 

.-6 

51 

45 

49 

46 

45 

45 

45 

56 

69 

41 

4," 

58i     49      ..      55  4 

Kichinond...... 

..     :Maximum... 

92 

86 

sn 

8,5 

90 

86 

9" 

92 

94 

Kl 

78 

Kfl 

K'' 

;n 

rip 

90 

m 

Ra 

87 

80 

88 

88 

87 

91 

80 

72 

8,F 

80      op      ..      pf.  «, 

IMiniraum 

72 

72 

70 

72 

73 

65 

70 

72 

74 

,51 

",'"i 

64 

"0 

7n 

5,"; 

fO 

60 

S7 

71 

M 

4° 

RO 

6P      ,57       .         61.1 

Williamsburg.. 

:Maximuin.  .. 
;Minimum.... 

92 

92 

90 

87 

89 

87 

91 

92 

9?; 

PH 

7r, 

79 

87 

84 

fS 

87 

K8 

8^ 

81 

83 

"1 

i 

89 

84 

80 

87 

R-      01        ,.|      Rfi   3 

68 

74 

68 

69 

71 

63 

65 

56 

,58 

56 

59 

48 

M 

51 

54 

f,fi 

49 

57 

51 

48 

.9 

65 

60 

47 

40 

69|     .50      .1     58  0 

Winchester    .... 

)  Maximum  .. 

9.5 

92 

91 

87 

91 

88 

91 

94 

94 

85 

77 

77| 

8fi 

87 

no 

91 

88 

88 

88 

87 

90 

92 

80 

-6 

PH 

P» 

771     93      . .  1     87  6 

'  Minimum 

_7il 

69 

69 

69 

7(1 

64 

67 

69 

681 

_67 

50 

47' 

52 

57 

59 

59 

61 

59 

51 

JiL 

_.W 

49 

M 

57 

_51_ 

44 

54'     ,53'     ..1     59. 3 

S§  Instruments  are  read  ii 
'.">  «  etc.  indicate  rfiroc 
H  n  Louisville.  10  27  11   HOP 


<C1 


1V.\ 


\  ■\-.^. 
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J.  L.  KKNDAIiL.  

LouisviLLB,  Ky.,  October,  1941 


No.  10 


GENERAL    SUMMARY. 

iMoilorate  to  lioavy  rains  in  the  nortlicrn  cimntics  during  tlic 
iirst  \V(H>k  woro  timely  and  d<>ciil('dly  bcnoiicial  in  connection 
with  wheat  sowin};,  and  also  for  presorvinti  young  grains  and 
grasses  tiiat  hati  been  dying  from  lh(!  elVects  of  dry  weatiier  late 
in  the  preceding  month.  Additional  niodor'.ito  precipitation  in 
the  second  week  aided  in  restoring  surface  moisture.  As  a  rule 
the  rainfall  of  the  (irst  two  weeks,,  which  ranged  from  1.0  to  2.0 
inches,  was  sullicient  to  insure  germination  and  preliminary 
growth  of  fall  grains  and  grasses.  These  rains  fell  in  the  form 
of  showers  that  were  readily  absorbed  by  the  thirsty  soil,  and 
produced  little  run-off  that  would  affect  ponds,  streams,  or 
other  sources  of  water  for  livestock.  Therefore  replenishment 
of  water  supplies  was  temporary,  and  some  hauling  of  water 
for  this  purpose  continued  in  the  drier  upland  districts  until 
late  in  the  month.  Rainfall  ranging  from  1.0  to  2.0  inches  in 
the  third  week  in  the  northern  counties,  and  again  at  the  end 
of  the  month  in  all  except  the  southeastern  section,  furnished 
ample  moisture  for  fall  vegetation  and  started  small  streams  in 
about  three-fourths  of  the  area  of  the  State. 

Temperatures  above  normal,  with  the  gradually  increasing 
supply  of  moisture,  caused  more  rapid  growth  Ihan  usual  in 
this  month.  These  conditions  favored  the  development  of  wheat 
to  near  normal  size,  the  restoration  of  pastures,  and  strong  late 
growth  of  the  winter  forage  crops.  Krost  that  was  killing  in 
some  northeastern  districts  and  heavy  in  most  northern  .sections 
occurred  on  the  2yth.  Minimum  temperatures  in  the  last  week 
were  low  enough  to  somewhat  retard  growth,  but  maxima  on 
nearly  every  day  were  suflieiently  high  to  favor  it.  Corn  gath- 
ering became  general  early  in  t];e  month  and  progressed  rapid- 
ly after  the  10th.  Rainy  weather  at  the  end  delayed  the  work 
and  caused  some  molding,  especially  of  corn  blown  down  by 
the  hurricane  winds  of  September  2oth.  Increased  atmos- 
pheric moisture  favored  tobacco  stripping,  which  commenced 
rather  generally  toward  the  closs.  Showery  conditions  inter- 
fered seriously  in  considerable  periods  with  the  threshing  of 
soybeans. 


(•(luntlcB  rocelvoil  from  4.0  tofl.Olnchi'H,  whilitHovcral  uxtrcimo  wctiturn  HtatloiiN  rop<(rU;d 
from  8.0  to  7.0  liiclios.  Precipitation  for  thoHta(<!  varltd  Ijotwoi-n  1.81  liictioHiilHuilth'H 
Orov.'  niid  7.  IM  liwlit'S  at,  Miiyllulil.  RliowiTH  foil  Inr'ftlly  In  very  Irrcifiiliir  ttiiiountii  In 
fi  -  i>,  ti.  ;:  1  t  5ili,H-iutli,  li-isili.  ttnil  27-2Hlh.  .Modomlci  to  liijBvy  ruluK  vlHltod  all 
'!    I:  1  I  ilic  soiillioiistciii  ((iiiiitlrti,  on  tlio  !)lst.    'I  licTd  wiTo  Konio  tu'avy  lofal 

' .i  ;nul  iiu'^tnrndcctloiihiiii  tlielXl.  and  111  nioht  arcnn  oil  thu  10th.     Light 

'  '1    ■■•  .1  I,-- ocfurriid  from  Iho  21.st  to  '.Mtli.     Datuit  with  tliuudOTKtonnH  v/uru:  I, 


TEMPERATXTSE. 

The  temperature  for  the  month  averaged  more  than  5.0"  above 
normal,  in  the  first  week,  the  d<'cade  following  the  13th,  and 
at  the  end  most  days  show  departures  of  5-'  to  IS'^  in  excess  of 
the  seasonal  average.  Maxima  of  90°  or  above  were  registered 
at  most  stations  from  the  6th  to  8th.  Weather  somewhat 
cooler  th.<in  the  average  oe.mrred  hrielly  in  the  periods  10-121 
24-25th,  and  2S-2'.)lh.  'J'he  coldest  (tay  was  the  29th,  v/hen 
minimum  tempcraturv'.-  of  freezing  or  slightly  below  were  re- 
ported from  most  northca.^orn  stations  and  near  freezing  from 
other  parts  of  the  Stale.  K\tre;nes  for  the  'State  were  98  '  at 
Russellville  on  the  Gth  and  2?-  at  several  stations  on  the  2oth 
or  29th. 

PRECIPITATICIT. 

The  average  precipitation  for  the  Stao 
cent  greater  than  norsnal  for  this  montii 
and  some  souih-central  districts,  also  in  tlie 
north  into  the  southern  edge  of  the  bluegras 
rainfall  ranged  from  2.0  to  r,.0  inches  and  w 
the  average  at    n:)any   station?.      ?.{o.^t    nort 


pe 


v,a,-:  more  t) 

In  the  soutiieasfi 
lie  section  extend^ 
region,  the   total 
somewhat  below 
ill    and    western 


■'■'•■■     '    ■'■ 

MISCELLANEOUS. 

/iVm-«.— The  ruins  had  little  oUect  on  Htroaiiis.  which  roinalned  low 

the  mouth. 

PRESStTKE,  WIND,  HUMIDITT  AND  SUNSBINE. 

AtnioBphorlc   pressure 

Rolatlvo 

(reduced  to  sea-lovel.) 

humidity 

Stnlioiis. 

^ 

1 

1 

1 

3 

i 

1 

a 

"S 

ill 

1  Is 

Cairo 111.    30.07 

30.38 

29 

29. ."17 

27 

7.fi 

«2 

8W. 

31 

8fi 

62 

67 

Cincinnati Ohio  30.12 

30.51 

29 

29. 5£ 

27 

7.f 

24 

7 

RR 

66 

6' 

49 

Evansville Ind.   30.0* 

30.41 

29 

29.54 

JI 

7.6 

2fi 

S. 

SI 

89 

60 

TJ 

47 

Louisville   Ky.    30. C9 

30.43 

29 

29.62 

n 

S.3 

31 

sw. 

31 

88 

62 

if 

54 

1 

COMPARATIVE   DATA  FOR  OCTOB-PR. 

Temperature. 

Precipitation 

Number  of  days 

Year. 

si 

c3 

■  s 

£ 

f 
1 

1 

1 
•< 

1' 

1 

5 

1889 

52.0 

89 

23 

2.40 

1890 

55.7 

87 

23 

2.94 

Igqi 

^i 

92 
97 

19 

0.78 
0.51 

1893 

56.4 

90 

19 

4.00 

58.  G 
52.2 

92 
89 

25 
14 

1.36 
1.24 

5 

4 

21 

■5 

1895 

5 

1896 

55.8 

90 

25 

1.71 

5 

18 

6 

1897 

63.2 

96 

26 

1.10 

O.C 

4 

25 

3 

3 

1898 

57.1 

21 

4.19 

10 

U 

9 

61.3 
64.5 

93 

94 

26 
29 

2.42 
2.29 

0.0 
0.0 

5 

5 

18 
16 

6 

8 

1900 

■r 

58.1 
60.1 

93 
91 

25 
25 

1.57 
2.34 

r 

4 
5 

22 
18 

6 

7 

1902   

6 

1903   

57.7 
57.2 

86 
93 

19 
20 

2.22 
0.52 

T. 
0.0 

5 
2 

19 
21 

6 
6 

g 

1904 

4 

1905 

.57.0 

90 

25 

4.95 

O.C 

9 

14 

5 

12 

lq06          

56.9 
55.5 

91 
93 

20 
20 

1.51 
2.97 

T. 
T. 

6 

lb 
18 

5 
5 

1907 

8 

67.1 
55.2 

92 
94 

20 

18 

0.71 
2.11 

0.0 
T. 

3 

6 

20 
19 

6 
5 

1909 

7 

1910 

61.4 

96 

4.45 

0.1 

6 

20 

4 

7 

1911.... 

59.9 

94 

27 

3.71 

O.C 

10 

13 

C 

12 

1912   

.59.5 

92 

25 

1.42 

4 

18 

7 

0 

56.9 

97 

3.55 

T. 

14 

5 

12 

;  1 1 1 1 

.59.7 

91 

22 

5.10 

O.C 

9 

13 

8 

10 

1915 

60.6 

90 

27 

3.40 

O.C 

6 

18 

7 

6 

iiyii; 

57.6 

97 

24 

2.59 

6 

20 

5 

6 

1  I'll?      

51.1 

90 

20 

3.18 

0.1 

7 

14 

8 

9 

1918 

62.3 

91 

32 

3.81 

0.0 

10 

13 

7 

U 

1919 

65.6 

98 

35 

7.99 

n.c 

15 

8 

7 

16 

1  1  '«0 

61.0 

93 

24 

1.64 

0.0 

4 

21 

5 

5 

!  U.21 

57.1 

90 

24 

2.31 

0.0 

6 

20 

6 

5 

1  l'.«2   

60.2 

96 

25 

2.28 

O.C 

6 

211 

4 

7 

V.flS 

56.6 

89 

19 

1.C8 

0.2 

5 

18 

5 

8 

1924 ... 

1     61.1 

91 

24 

0.27 

O.C 

1 

23 

5 

3 

1926 

\     .52.9 

88 

13 

7.09 

3.21     11     1      6 

7 

18 

1926 

59.3 

94 

25 

5.96 

T.        11          12 

8 

1927 

60.7 

92 

27 

2.61 

0.0       4     1     20 

6 

5 

1928 

;     61.6 

95 

21 

3.93 

O.Ol       8          17 

7 

1929 

.56.4 

85 

25 

3.65 

T.  j       8     i     14 

5 

12 

1930 

55.8 

94 

16 

1.33 

T.         6    1     16 

7 

8 

1931 

93 

28 

3.01 

0.0       »     1     17 

,       6 

1932 

5fi.  0 

85 

21 

3.31 

0.0       7     1     17 

5 

9 

j  1 933   ..... 

57.4 

88 

23 

2.05 

0.0       6     1     19 

5 

7 

1  ]9:u 

.59.5 

88 

22 

0.88 

0.0       4         21 

5 

5 

]  il3o 

1     59.5 

91 

22 

2.51 

0.0       8    !     15 

7 

9 

58.5 

2-1 

3.47 

0.0       9     ,     10 

9 

12 

1937........ 

55  7 

9.3 

17 

4.27 

T.       12    1     13 

6 

12 

ii;«8 

6ii  1 

95 

24 

0.48 

0.0       2     1    24 

1      * 

3 

1  l^w 

m.9 

95 

23 

2  11 

0.0       fi    1    20 

6 

5 

1  194:)  . 

fiO.4 

93 

25 

0.74 

0.01      4     j    20 

■7 

4 

1941 

61.0 

?7 

4.26 

0.01     11     1     12 

8 

11 

13 

8 

T53.year  averasje.'i. 


i^iiturai  Hisiory  Liurao 


CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION 


October,  1941 


Climatological  Data  foi  OctoTser,  1941. 


--£ 


Temperature,  in  degrees  Fahr. 


Precipitation  in  Inches 


Number  of  days' 


Western  Division. 

Beaver  Dam 

Calhoun 

KarUnrton 

Fords  Ferry.  Dam  60  . 

GilbertsvUle 

Greenville   

Hartford  (near; 

Henderson 

Hopkiusville 

Lovelaceville 

Mayiield 

Murray 

Owensboro 

Owensboro,  Dam  46. . 

Paducali  

Princeton 

Ramsey,  Lock  2  t 

Russellville 

Uniontown,  Dam  49. . 

Central  Diviswn. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brownsville.  Lock  6t. 

Burnside 

CarroUtoa.Lock  1 

Clermont   

Cold  Sprin.if.Dam  36.. 

Danville 

Dix  Dam,  Burgin 

Eadsville 

Eubank  

Frankfort,  Lock  4  — 

Gest.LockS 

Gla-sgow    

Grant.  Dam  38 

Greensburg 

High  Bridge,  Lock  7. 

trvingtoii  

LaGrange 

Lancastt'i 

Leitchfield 

Lexington ■■■■■■■ 

Littl("Hickm;m,Lock8Ti 

Lockport.Lock  2 

Lom.SVILLE 

Do.  Bowman  Field 

Mammoth  Cave 

Monticello 

Muniordville 

St.  Joan 

Salvisa,Lock6l    .•■• 

Shelby  ville 

Smith's  Grove 

Stearns 

Taylorsville 

Tyroue.Lock  5^    

Williamstown 

Woodbury,  Lock  4  J. 

Eastern  DiHrion. 

Annville 

Ashland   

Berea 

College  Hill.  Lock  11, 

Cynthiana 

Falmouth 

Farmers   

Flftniiifrt^lmrL'    

Ford,  Lock  lO' 

Grayson   

(ireenup.  Dam  30  — 

Hazard 

Heidelberg,  Lock  14  . 

Jackson  

.lenkins 

Louisa 


Maysville,  Dam  33  .. 

Middlesboro 

.Mount  Sterling 

Oneida    

Oneonta,  Dam  35^  ... 

Paintsville 

Pikoville 

Pippapass 

Quicksand 

Ravpnna.Lock  12 

Richmond 

Valley  View,  Lock  9. 
V'anceburg,  Dam  32 . . 

'■Villiamsburg 

Willow,  Lock  13.   ... 

Winchester  

Stat^  avpraees  and  ex 


Ohio.... 

McLean  . 

Hopkins 

Crittenden  .  ■ 
Marshall  — 
Muhlenburg. 

Ohio 

Henderson  . . 

Christian 

Ballard 

Graves  

Calloway  — 

Daviess 

Daviess 

McCracken  . 
Caldwell  — 

McLean 

Logan   

Union 


Breckinridge 

.Jefferson 

Warren 

Edraousou  .  .  ■ 

Pulaski 

Carroll 

Bullitt 

Campbell    — 

Boyle   

Mercer 

Wayne 

Pulaski 

Franklin 

Henry 

Barren 

Boone 

Green  

.lessamine 

Breckinridge 

Oldham 

Garrard 

Grayson 

Fayette 

.TeFsamiue   ... 

Henry 

.Tefferson 

Jefferson 

Edmonson.. .. 

Wayne 

Hart 

Hardin 

Mercer 

Shelby 

Wrirren 

McCreary 

Spencer  

Anderson 

Grant 

Butler 


Jackson  

Boyd  ...  

Madison 

Madison 

Harrison 

Pendleton 

Rowan 

Fleming  

Clark   

Carter   

Greenup 

Perry   

Lee 

Breathitt 

Letcher 

Lawrence 

Harlan 

Mason 

Bell 

Montgomery  . 

Clay 

Campbell 

Johnson 

Pike 

Knott 

Breathitt 

Estill   ........ 

Madison 

Madison 

Lewis 

Whitley 

Clark   

Temes 


+  5 

+  5.5 
+  6.6 


66.9+  6  4 
66.2;+  62 
62.8  +  4.1 


62.6  +  5.2! 
'64. 9i  F  7.6| 
63.  6  +  7  S 


63,2 

63.6    

63.6+  6.0 


66.2  +  7.2     92 


5.25- 

5.1 

6.56- 

5.32  • 

6. 

7.181  +  3. 

6.04  \-2. 

5.10+2. 


1.05 
0.55 
0.75 


All  temperature  data  are  taken  from  self-regisUTing  th 
The  departures  from  normal  temperature  and  precipitn 
used  in  determininesection  or  division  means. 

Reference  letters, ',  ••,  •,  appearing  in  the  table  indi 
+  Also  on  other  dates.    +t  Received  too  lat<>  to  be  in- 


27 

■rinometers. 

tioi!  are  computed  on 

fate  number  of  days  t 
•Inded 


Eldred  G.  Young. 

K.  C.  Bennett. 

Brick  Southworth . 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W   R.  Carson.  Sr. 

George  Street. 

W.   K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

RalKhB.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lagore.* 

S.  J.  Lowry. 

Lockmaster. 

Wm.  Shelton. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Liiiie  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis- 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet- 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Aleorji,. 

Lockmaster. 

L.  0,  Stiles. 

J.  C.  (igg. 

Kentucky  Utilities  Co. 

D.  l.em  Hughes. 

fi .  S .  Weather  Bureau . 

Lockmaster, 

Lockmaster. 

U.S.  Weather  Bureau 

U    S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O    Cooper 
Chester  Williams . 
Sisters  of  Loretto. 
Lockmaster. 
WillaSRatta. 

C.  W.  Guernsey. 
Airway  Station. 
J.  D.  Brown. 
Lockmaster. 

Miss  NettieB.    Simpsoa. 
Lockmaster 

Robert  Johnston. 
Lockmaster. 

D.  H.  Center. 
Lockmaster. 
S    M  Hill. 
,lessie  Oldham. 

Mrs.  Corda  C.  Stamper- 

C.  A.Glascock 
[  Lockmaster. 
j  Mrs    Ruby  A.  Burton. 
1  Lockmaster. 
I  H,   A.  Baily. 
!  Lockmaster. 

Jas  T   Goff. 
I  R,  J    Howard. 

Zeb  Heston. 

.himes  S.Allen. 

Lockmaster. 

Matthew  Woodson 

W,  H    McKee. 

Garret  Combs. 

lockmaster. 

E.  c  Fraley. 

v.  S  Weather  Bureau. 
Cpnev  Run  Com.  Cen. 
K.    W.  .Tones. 
Lockmaster. 
I.  W.  Crooke. 
Lockmaster. 
Lockmaster. 
\\'adely  West, 
Lockma-ster. 
Airway  Station. 


ly  for  such  stations 
e  and  Woodl)iiry  an 
nissing;  for  examp 


ten  or  more  ye 


'presents  two  da; 


•Rainfall  record  by  U-  S.  Engineers;  temperature  ri'cord  liy  J<ie  Lagore  at  Padi 


,01  inch  rain  or  melted  snow 
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Dully  Precipitation  for  Oct 

ober,  1943 
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,11 
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.26 
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.40 

.02 

.2<' 

.40 

,01 

.21! 

,96 

1.74 
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If 
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T, 
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T. 
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T. 

.00 
10 

.47 
.4S 

.80 
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T. 

.09 
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1  116 
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.7« 

70 
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2.00 
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6. 26 
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.01 
.11 

.01 
T.' 
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.85 
23 

14 
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T. 
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T, 
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.24 

.67 
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.... 
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6.88 
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T. 

.62 

.04 
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T. 

1.14 

.65 

.15 

.02 

1.8J 

... 

.74 

.It 

2.15 

7,18 

Murray  » ..  T. 

.Si 

01 

01 

1  91 

4^ 

.98 

.81 

1.6< 

6.04 
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.0? 

T. 
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09 
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.02 

.26 
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.56 

T. 
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6.80 
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.HJ 

T. 

.79 
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6.99 
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■r. 

'I'. 

.97 

S5 
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6.84 

'ininsi'y.  Lock  No.  2  » G. 
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T. 

.1!) 

47 

.48 

.12 

.65 

.76 

.02 

.,50 

T, 

.06 

.66 
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1.67 

6.56 
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.01 
.26 

.16 
.63 

.'48 

t" 
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1.80 

.20 

... 
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.14 

.01 

.09 

.28 

".'61 

'.'io 

'f ' 

.56 

'.'os 

.67 

3.28 
6.40 

Tuioutown,  D;vm  49' 0. 

Ceiilml  Division 

.52 

.24 

\ 

Addison,  DauH5.  ^... ....0. 

.07 

.!;■ 

80 

.60 

.•?.s 

41 

.Sf 

.05 

65 

05 

.42 

I] 

1.6* 

6.70 

\ 

Anchonigro 0. 

.S< 

.2!) 

1.0:i 

.13 

•  04 

.24 

38 

.Ifl 

l.OC 

IS 

.;17 

.03 

.84 

.21 

1.74 

6.48 

Bowling  Green  « Q- 

•  oa 

.Of 

.27 

T, 

.80 

T. 

.8.1 

.35 

.8C 

2.61 

BowliiUfOreen  No.  2" G. 

T 

.0? 

.17 

T. 

05 

.71 

.... 

.09 

.30 

.09 

,38 

.75 

2.87 

.26 

.03 
.03 
.07 

.23 
.05 
.18 

.09 

.92 

.80 
.64 

.16 

'.'64 

.10 
.01 

.20 
27 

■.'67 
.06 

1.24 
45 

3.63 
2.29 
5.14 

Burnside"   C. 

Ciirrollton   Lock  No.  1« K. 

.31 

.64 

.20 

.06 

.16 

.10 

07 

,03 

T 

1.09 

.08 

.»2 

1.81 

Clorniont S. 

68 

H( 

21 

.  40 

.96 

.Of 

,45 

11 

T. 

.06 



.14 

2.71 

Cold  Spring, Dam  36' 0. 

.54 

.10 

.93 

T. 

.06 

.49 

89 

T. 

.49 

.12 

.Of 

.02 

.IC 

.05 

.89 

3.79 

"u 

.2V 

.05 

.17 

,02 

.55 

■r. 

.07 

.37 

.49 

.02 

'.'l5 

.24 
.05 

.03 

'!ro 

.60 

83 

2.88 
4.43 

Dix  Dam,  Burgin K. 

Eadsville  - ':■ 

.02 
.01 

.03 
.24 

.75 

1.26 

,17 

.41 

.08 

T 

.46 

T. 

.63 
.26 
1.23 

322 
4.' 90 

• 

T.' 

:^? 

■40 

tV 

..: 

Frankfort.  Lock  No.  4= K. 

1.45 

.03 

T, 

.45 

,03 

T. 

T. 

.09 

I 

Gcst.  Lock  No.  3  2 K. 
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.45 

96 

T, 

■r. 

.66 

.96 

■r. 

'IV 

46 

.05 

.11 

1.8C 

8.45 
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16 

.34 

,07 

.01 

.87 
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.08 

.15 
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07 

.81 

.77 

2. 56 
4.52 
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.73 
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T. 

.. 
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12 
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Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  ^nn^et   and  precipitation  recorded  is  f"r  -M  hours  endingat  time  of  observation. 

*irst-nrrier  \\  eatherBnreau  station ;  precipitation  is  tor  the  24-honr  period,  midnight  to  midnight  unless  otherwise  indicated.        'Precipitation  measured  in  the  morning: 

, 

Lock  in    K..fi  ltn„s,,    Ksr.  :   Oneonta.  California.  Kv.                    River    drainage   ;irea    in  which  station  i=  located  is  indicated  as  follows:  (B)  Big  S«nd-y     (L)  Licking:  (K> 

kentnc!<v:  '  ,s  >  S:Uf-  i  r;  •  Green:     *"•>  Tumberland:    'Tl  Tenne««e-  ^O'Ohin-  '  ^r  ^  Mic-.i^sinTii 

••Airport  statton.    Data  for  24  he 
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Daily  Temperatures  for  October,  1941. 
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)  Maximum 


■ihelbyvjlle   

Smith's  Grove  .  • 
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(  Maximum  . 
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Vol.  XLVI      Louisville,  Ky.,  November,  1941 


No.  11 


OENERAl,    SUMMARY. 

T<>iiiprr;Uuros  on  about  ten  days  woro  low  enough  to  cheek  or 
ahnost  titop  growth  of  lull  vegetation,  but  the  weather  remained 
auffioiently  warm  during  approximately  two-thirds  of  the  montli 
for  slow  growth  to  continue,  (irains,  fall  pastures,  and  winter 
forage  crops  improved  at  times  and  were  growing  slowly  as  the 
month  closed.  Showery  weather,  in  the  first  week,  with  mod- 
erate temi)eratures  and  very  little  sunshine,  delayed  corn  gather- 
ing and  prolonged  the  conditions  favorable  for  molding  in  shocks 
and  on  fallen  stalks.  After  the  lOth  more  than  the  average 
sunshine  occurred,  while  temperatures  in  periods  of  considerable 
length  remained  far  above  normal.  Under  these  conditions 
wheat,  grains  sown  for  pasture,  and  bluegrass  made  fairly  strong 
growth  at  times.  In  the  southern  counties  where  considerable 
seeding  occurred  late,  and  grains  were  often  undersized,  decided 
improvement  occurred,  and  wheat  attained  a  fair  size  for  en- 
trance into  winter.  The  winter  grains  in  central  and  northern 
districts  that  were  sown  at  the  usual  time  became  rather  large, 
and  capable  of  furnishing  good  pasturage. 

Precipitation  near  the  normal  was  reported  from  several 
stations,  but  the  average  for  the  State  was  below  the  seasonal 
amount.  ^Moisture  in  the  upper  layers  of  the  soil  to  a  depth 
below  the  plowing  base  was  ample  throughout  the  month. 
Most  of  the  rainfall  was  stored  in  the  soil,  hence  there  was  little 
run-off.  In  the  southeastern  counties,  where  the  rains  were 
relatively  light  in  October,  streams  were  not  fully  replenished, 
but  the  rains  were  suflicient  to  meet  current  needs  for  water 
supply.  The  damp  weather  of  the  first  decade  favored  tobacco 
stripping,  which  began  generally  at  that  time  and  continued  with 
some  interruption  by  dry  spells  later  in  the  month.  Fair 
weather  in  the  second  decade  and  again  in  the  last  week  enabled 
farmers  to  complete  corn  gathering.  This  weather  also  greatly 
improved  the  condition  of  corn  that  had  been  cribbed  while  too 
damp.  More  available  pasturage  than  usual  reduced  the  feeding 
requirements  of  livestock.  Killing  frost  occurred  in  the  north- 
eastern counties  on  the  2d,  but  most  other  districts  escaped 
until  the  general  freeze  of  the  12th.  Considerable  plowing  was 
done  during  the  month. 

TEMPEKATTTKE. 

There  were  marked  periodic  variations  in  temperature,  but 
the  monthly  average  was  not  far  from  normal.  Day  tempera- 
tures were  relatively  high,  due  in  part  to  the  large  amount  of 
sunshine  in  the  last  two  decades.  Prevailing  high  pressure, 
with  clear  skies,  during  the  same  period  favored  radiation] 
which  depressed  minima  to  freezing  or  slightly  below  on  many 
nights.  The  periods  !4-20th  and  27-30th  were  quite  warm, 
with  daily  temperatures  in  excess  of  the  normal  mean  by  5°  to 
20".  In  the  relatively  cold  intervals,  7-12th  and  22d-25th, 
daily  means  were  deficient  by  5°  to  15"^.  The  coldest  weather 
occurred  about  the  Kt-llth  and  24-25th.  Extremes  for  the 
States  were  85°  at  Quicksand  on  the  17th  and  9^^  at  Lvnch  on 
the  11th. 


PRECIPITATION. 

Average  precipitation  for  the  State  was  about  two-thirds  of  the 

normal  amcmT;t.     some  stations  in  the  extreme  western  and  eastern  counties  reported 
less  than  two  mohes.     A  broad  belt  from  the  Fouth-central  count!»'^  „.^rth»oct  t^  th^  I 


heiwoon  1  M  Inches  Rt  I'lkovlllo  biuI  ■)  00  Inchen  at  HunKolIvIll".  Mo'luraUj  to  hnuvy 
iMliiMii  iiiiTcil  Kiileiivlly  (III  the  Ist,  Showers  I  hut  wiii«  iiKiiolly  lllfht  to  iiioilurutt,  but 
iM  ( ii>ioimliy  hciivy  fell  diillv  In  the  perloils  <  Kilh  iiiid  l!»th-V.I<l.  Soino  otntral  iiUitionH 
reiH)rte<l2l  hour  fulls  of  1.0  to  1.6  Indies  on  llie  ^Oth,  .i2(l,  nnd  2;)d.  and  Honm  oaHerii 
Ntntlonson  thn^Sd.  A  tliiindurKtonii  vl.slled  soino  ccntrul  Klatloiih  un  tho  (tli.  Know 
occurred  dally  from  Uie  7th  to  10th.  hut  in  luost  iiliiccs  11  molted  on  It  foil. 

MISCELLANEOUS. 

Stream.'i  wore  but  littlo  alTected  by  the  rains,  thisrcforc  pool  stnireH  prevailed  In  the 
Olilo  and  Its  tributaries  within  the  State  durin?  tho  moutli. 


PRESSURE.  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 
(reduced  to  sea-level.) 

Wind. 

Relative 
humidity. 

Stations. 

1 

i 

1 

i 

is 
1" 

0 

a 
1 

a 

6. 

a 

A 

II 

Is 
1" 

Cairo            Ill 

30.12 
30.10 
30.10 
30.10 

30.60  '^-1 

29.89 
29.43 
29.44 
29.46 

6 
6 
6 
6 

69 
79 
70 

83 

2.6 
2.6 

2.« 
3.0 

8W. 

1 

1 
1 
1 

83 
85 
86 
84 

62 
55 
69 
68 

'ee' 

73 
68 

62 

Cincinnati Ohio 

Evans  villa Ind, 

Louisville Ky. 

30.63 
30.57 
30.54 

24 
24 
21 

48 
65 
53 

COMPARATIVE   DATA  FOE  NOVEMBER. 


upper  Ohio  received  from  30  to  4.0  inches.     In  other  v, 
districts  monthly  amounts  ranged  from  20  to  S.Oinehes 


northeast  to 
northern  and  western 
The  range  for  the  State  was 


Temperature. 


43.1 
48.6 
43.5 

42.8 
44.3 


53.4 
42.5 
44.7 


41.6 
45.2 
50.5 
46. 9 
49-8 
47.8 
44.3 
46.1 
47.4 
44.7 
49.8 
48.3 
46.4 
47.7 
44.9 
42.9 
51.3 


55.0 
43  8 
45.5 
60.5 
47.3 
42.9 
43.2 
47.9 
43.6 


6.04 

4.87 
6.04 
3-85 
3.12 


4.42 
3.01 
0.89 
3.. 55 


7.31 
2.21 
7.9fi 
1.93 
3.65 
1.82 
5.13 
3.40 
5. 01 
3.93 
4.03 


2.85 
3.86 
3.50 


Number  of  days. 


6 

5 

6 

7 

7 

6 

6 

5 

S 

11 

6 

6 

6 

5 

6 

5 

6 

14 

8 

t52  Year  average. 
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Climatolo^ical  Data  foi 

November,  1941. 

Counties. 

i 

a 
r 

1 

3 

Temperature,  In  degrees  Fahr. 

Precipitation  in  inches 

Number  of  days. 

So 
*  a 

(Stations 

c9 
1 

^ 

3a 
a 

5 

1 

1 
3 

1 

0 

1 

il 

a 

5 

0 

|g 

1 

■2 
1 

i 

Observers 

WESTERN   DIVISION 

Ohio  • 

McLean  

Hopkins 

441 
437 
420 
35B 
431 
519 
640 
382 
524 
479 
364 
412 
420 
404 
341 
529 
384 
590 
357 

S52 

700 
500 
410 
705 
480 
474 
489 
955 
770 
6T1 

U77 
504 
490 
760 
506 
581 
544 
646 
850 

1032 
635 
989 
560 
485 
459 
558 
800 
910 
600 
777 
520 
825 
607 

1400 
489 
524 
943 
604 

29 
37 

47 
12 

2 
24 

2 
19 
45 
12 
32 
15 
44 
13 
21 
34 
24 
28 
13 

13 
41 
45 
24 
50 
42 

3 
16 
17 
17 

1 
46 
45 
31 
14 
16 
48 

43 
1 

15 
45 
57 
31 
31 
68 
3 

12 

45 
26 
48 

5 
35 
23 
38 
24 

10 
24 
3x 
HI 
23 
52 
34 
16 
25 
U 

17 
6 
17 
15 
38 

43 

42 
48 
4 
19 
7 
5 

15 
22 
44 
28 
24 
44 

45.5 
•46.7 
48.0 

-  1.4 

-  1.6 
0  0 

i' 

17 
17 
17 

20 
24« 
22 

25 
25 
25 

42 

45 

2.58 
2.97 
2.^6 
3.13 
2.38 
2.55 
2.42 

1.94 
2.47 
2.25 
2.33 

2: 29 
2.79 
2.85 
4  00 
3.33 

3.02 

-0.60 
-0.67 
-1.16 
-0.04 

-6:99 

-1:70 
-1.32 
-1.42 
-1.41 

-1.16 
-0.99 
+0.06 
-1.54 
-0.50 
-0.67 
+0.72 
+0.57 

+  0.22 

0.93 
1.21 

0.63 

0  71 
0.72 
0.75 
0.77 
0.61 
0.90 
0.62 
0.70 
0.81 
0.81 
0.79 
0.64 
0.77 
0.72 
1.35 

0.97 
1.28 
1.48 
1.46 
1.50 
0.52 
0.74 
1.30 
1.43 

1:35 
1.54 
1.27 
0.74 
1.62 
1.03 
1.51 
1.52 
1.02 
0.80 

1  35 
1.70 
1.31 
1.50 

0  8fi 
0.63 
0.81 
1.61 
1.S5 
1.68 
0.79 
1.41 

1  08 
1.61 
0.98 
1.43 
1.55 
0.63 
1.20 

T. 
T 
T. 

1.0 
T. 

V 

T. 

T. 

I: 

T. 
T. 

T. 

T. 
T. 
00 
T. 

'I 

T. 

T. 

T. 

T. 
0.0 

T. 
0.5 

V. 

T. 

T. 

T. 

'1'. 
0.0 

T. 
0.3 
0.0 

T. 

T. 

T. 

T. 
0.0 

V 

T. 

T. 
T. 

0.'2 
00 
T. 

9 

11 

6 
7 

10 
9 
5 
5 

? 

8 
10 

6 
11 
10 

10 
7 
7 
8 
9 
7 

9 
9 
6 

8 

8 
10 

8 

9 

10 
7 
6 
7 

1! 

8 
7 

10 
6 
9 

11 
8 
9 
5 
7 
4 

10 

7 

15 

17 
15 

* 

4 

11 
11 
11 

sw. 
w. 

Eldred  G.  Young. 

Brick  Southworth. 

yorde°Ferry,Dam56. 

Crittenden 

Tennessee  Valley  Authority. 

Muhlenburg  

g^L&n:.:::::: 

M6.4 



-  1.4 

76" 

17 

20' 

25 

44' 

13 
15 
16 

1^ 
14 
7 
20 

H 
5 
4 

10 

6 
13 

10 

10 
5 
11 

u 

10 

7 

s. 
w. 

8. 
9. 

s. 
"e. 

Hartford,  [near] 

Henderson 

W.  R.  Carson,  Sr. 

Georere  Street. 

■47.0 
48.1 
47.2 
48.2 
47.8 
*4.7 

-  2.4 

-  0.3 

-  0.9 

-  0.8 
-2.3 

78 
75 
75 

17 
17 
16 
16i 
17 
17 

22' 
21 
21 
23 
24 
21 

25 
lit 

25 

25 

87' 
40 
44 
34 

38 
36 

Mayfleld      

Graves             

Ralph  B    Wear 

Henry  S.  Berry. 

Owensboro,  Dam  46-.. 

Mccracken   

Caldwell        

48.0 
47.5 

-  1.1 

+  0.2 

77 
75 

17 
17 

23 

23 

35 
25 

40 

38 

13 
16 

3 

9 
U 



B. 

S.  J.  Lowry. 

Ramsey.  Lock   2i.-.-. 

McLean           

Lockmaster. 

•43.8 

-  3.2 

n- 

It 

20« 

25 

40« 

tJniontown,  Dam  49... 
CENTRAL  DIVISION. 

Breckinridge..... 

19 
11 

2 

io' 

17 

.^^.'. 

44.8 
47.0 

0.0 
-  0.9 

76 
73 

17 
17 

20 

24 

25 
25 

39 
34 

2.31-0.93 
3  el  —0.03 

Bowling  Green 

Brownsville,  Locke  t- 

W'lrren 

Mrs.  Liiiie  G.  Causer. 

Edmonson 

3.33 
2.31 
2.0s 
2.33 
2.84 
3.01 
2.62 
2.80 
3. 60 

2  97 
2.96 
3.50 
2.63 

3  90 
S.52 
2.70 
2.31 
2  61 
2. 99 

3:18 
1.84 
2.75 
3.48 
3.37 
3.4( 
2.86 
3.79 

-0.53 
-1.15 
-0.85 

-0:40 

0  OU 

-0.51 

+6:21 
-0.02 
-0.28 
-0.75 
-0.14 
+0.35 
+0.84 
-0  65 

-6:65 
-0.95 
-0.17 
+0.13 
+0.44 
-1.77 

+6:74 
-0.69 
+  0.49 
-0.23 

-6:74 
+0.76 
-0.66 
-0.47 

Carroll 

Bullitt 

Campbell  

Boyle  

13 

"6 

'ii' 

SW." 

"44.2 

79" 

17 

IS" 

13 

44» 

R.  P.  Amos. 

Cold  Spring,  Dam  86  .. 
Danville 

47.0 
46.7 

-  0.9 

77 

77 

17 
17 

19 

22 

25 

26 

42 

16 
13 

1 
7 

IS 

10 

SW, 

R.  P.  Coldiron. 

Dix  Dam.Burgin 

Kentucky  Utilities  Co., 
Joe  Norfleet. 

Wavnp 

plfil^ki.  •.•.::::  ::;■ 

45.6 
45  2 

0.0 
-  1.4 

73 

78 

18 

17 

19 

20 

25 
26 

44 

45 

14 
16 

8 

2 

13 

12 

s. 
w. 

Frankfort,  Lock  4 

M6.3 

-  2.2 

78' 

17 

21' 

12 

43' 

12 

8 

10 

SW. 

L.  E.  Turner. 

Grant,  Dam  38 

5               

Lockmaster. 

45.1 

-0.6 

80 

19 

iO 

12 

44 

13' 
15 

is' 

12 

2 

6 

2 

"6 

4 

20 

11 
13 

14 

s. 
s. 

SW. 
SW. 

High  Bridge,  Lock  7... 

Jessamine  

Breckinridge 

Oldham 

Lockmaster. 

45.1 

-  1.9 

78 

17 

19 

25 

45 

L.  0.  Stiles. 

,'^^P  ° 

J.    C    Ogff. 

Lancaster                  

Garrard  

Kentucky  Utilities  Co. 

Grayson   

47.3 
45.7 

+  0.6 

+  0.9 

79 
79 

17 
17 

20 
20 

25 
25 

41 
35 

Little  Hickman,  Lock  8 
Lockport,Lock2 

Jessamine  

Lockmaster. 

i2' 

'5' 

12 

SW. 

Lockmater. 

47. b 
46.2 
44.4 

+  0.9 

75 
75 

78 

17 
17 
17 

26 
23 
IS 

25 
25 
25 

31 
33 
43 

34 

US.  Weather  Bureau. 

Do    Bowman  Field. 
Mammoth  Cave...... 

Tefferson 

U.S.  Weather  Bureau. 

Edm..nsoQ 

Wavne           

13 

15 

'15' 

2 
4 

4 

15 
11 

SW. 

Ivan  J.  Ellsworth. 
E.  0.  Cooper. 

Munfordville 

Chester  Williams. 

43.8 

-  2.0 

76 

17 

12 

25 

Salvlsa,Lock6 

Shplbvville 

.Smith's  Grove 

Lockmaster. 

Shi'lby 

14.4 
46.0 
46.0 
46.2 

4«:6 

-  0.4 
+  1:1 

+'i:4 

72 
76 
77 
75 

■■74" 

18 
17t 
17 
15 

"is" 

19 

21 
20 
19 

'  22" 

28 
24t 
12 
25 

"25" 

38 
37 
36 
38 

"34" 

3.02 
2.48 
2.  SO 
2.62 
3.75 
2.26 
2.97 

15 
9 
13 
20 

0 
9 
3 
0 

15 
12 
14 
10 

SW. 

WillaS  A    Ratta 

McCreary  

Spencer 

Anderson. 

Taylorsville    ■■■ 

Tyrone,  Lock  5 

Williametowu 

J,  D.Brown. 

19 

1 

10 

"9 
11 

w. 

SW. 
8. 

Miss  Nettie  B.  Simpson. 

Woodbnry  Lock  4i 

Butler 

Lockmaster. 

E. STERN    DIVISION. 

534 

1070 
GU 
684 
600 
663 
870 
593 
689 
540 
869 
663 
776 

1566 
S84 

4000 
524 

1128 
930 
800 
497 
620 
636 

1038 
7112 
631 
926 
571 
525 
939 
646 
964 

46.9 
46.1 

- 1.2 
- 1.4 

77 
76 

18 
17 

21 
16 

25 
25 

43 
38 

2.66 
2.77 
2.79 
3.27 
2.71 
3.13 
3.  3-" 
3.62 
2.95 
3.01 
2.06 
2.53 
2. OH 
1.67 
2.64 
2.25 
2. 92 
2.73 
2.93 

2:46 
1  51 
1.99 
1   94 

-0.24 
-0.57 
-0.11 
+0  24 
-0.24 
+0.14 
-0.06 
+0.76 
+0.32 
-0.01 
— 0.9i< 

-2.05 
-0.06 

-0:12 
-0  79 
-O.60 

+  0.12 

-i:45 

_  1    QS 

0.96 
1.40 
1.45 

0:95 
1.30 
1.31 
1.56 
1.23 
1  29 
0.99 
1.39 
1.80 
0-50 
0.94 
0.70 
1.61 
104 
1.30 

'i:,55 

1.08 
0.57 
0.69 
1.20 
1.22 
l.fiO 
l.,57 
1.87 
1.16 
1.34 
1,57 
1.84 

T. 

T. 

T. 

T. 

T. 
07 
0.0 
0  0 

0^0 
0.0 

0.0 
0.0 
1,5 
T. 
0.0 
00 

•  ■  -,][.■  •  • 

T. 
0  n 
T. 
T. 
T. 

n  0 
0.5 

T. 
0.0 

T 
0.0 

T. 

6 

12 

10 

11 
8 

16 
12 

5 

7 

Berea 

Madison".'.::" 

D.  H.  Center. 

College  Hill,  Lock  11  .. 

Hiirrison 

14 

1 

12' 

'E 

S.  M.  Hill. 

Pendleton  

45.9 

+  0.4 

80 

17 

16 

25 

46 

::::: 

C.  A.  Gl-'sscock. 

Ford  Lock  10 

Clark   

Lockmaster. 

Gravsoii    ....    

Greenup,  Dam  30 

1     . 

Mrs.  Ruby  A.  Burton. 

i:::::- 

Perry 

13 

4 

'13' 

SW. 

:::::: 

H.  A.  Baily. 

Heidelberg,  Lock  14.... 

Lee      

45.5 

46:2 
45.7 
46.0 
45.4 

-  0.3 
+ 1.2 



80 



■78- 
77 
74 
75 

17 

"15" 
17 
17 
17 

18 

..... 

19 
19 
19 

25 

ii" 

26 
12 
25 

45 

■«•■ 

45 

40 
35 

Lockmaster . 

Jas.  T.  Goff. 

.Jenkins  

R.  J.  Howard. 

Lawrence  ........ 

Zeb  Heston. 

14 
13 
U 
14 

14 
14 

14 

16 

9 
14 

6 
16 
6 

'3 
4 

11 

'6 

'i.3 

5 

15 
11 
i 
10 

is' 
12 

"5' 

"9 

"s" 
11 

n. 
w. 

MavsviUe  Dam  33 

Lockmaster. 

Bell 

Matthew  Woodson, 

Monnt  Sterling 

Montgomery 

W.  R.  McKee. 

Palnt-fvllle 

Johnson 

E.  C  Fraley. 

46.2 

80 
81 
85 

"75" 

17 

17 
17 

17t 

22 
20 
20 

"22" 

26 

12t 
13 

■25; 

41 
5! 
51 

"28" 

qu'i^kS':::: 

Breathitt    

46.7-  0.3 

R.  W.  Jones. 

Ravenna,  Lock  12 

Richmond 

Estill  ...: 

Madison 

2.S2  -6.40 
2.67,-0.  f,2 

Lockmaster. 
.1.  W.  Crooke. 

Vallev  View  Lock  9  . 

Madison     

.... 



Lockma.'^ter. 

Vancebnrg.Dam  32.... 

Lpwis  

3  4  1 

^v^^ 

Lockmaster. 

46.3 

'45:4 
46.0 

- 1.0 
-  0:4 

78 

"74" 
86 

17 

"17 
17 

20 

"ig" 

9 

12 
"25" 

n 

43 

"31 
51 

Wadely  West. 

Willow  Lock  13    

Lee              

2  .^1-0.80 

3  02' 

Lockmaster. 

Clark 

Airway  Station. 

State  averag.'s  and  ex 

treraes  

2.80 

-0.59 

.\11  temperature  data  are  taken  from  .self-registerinK  thermometers. 

The  departures  from  normal  temperature  and  procipitiition  are  computnd  only  for  such  <■ 

u=ed  in  determininfrsection  or  division  means.  tRiunscy,  BrowriHvilh!  and  Wood 

Reference  letter.-^,  ',  ''.  °,  appearing  in  the  table  indicate  number  of  days  missing;  for 

♦  Also  on  other  dates.    +t  Received  t<io  late  to  be  inchiilt.d  in  means  and  summaries 

•Rainfall  record  by  V ■  S.  Engineer.^;  temperature  record  l)y  .loe  Lajfore  at  Padn'>ali  N 


stations  as  have  ten  or  more  years  of  record,  but  i 
bury  arc  Locks  on  the  Gi'ffn  River;   other  Locl<s 
ample,  b  represents  two  days,  ere. 
T    Precipitation  is  less  than  0.01  inch  rain  or  melted  snow 


\,.\  ;mi!Ki;,   IMll                                         CM  M  .\'1'()1  A)(i  l(:.\  L    D.XTA:    KK.\"ril('KV    SKC'l'ION                                                                     ;  ; 

Dally  Prncipltiitioii  for  Nov  iiibor,    11)41. 

liny  ul  month 

s 

& 

2.88 
2.97 
2.48 
8.18 
2.88 
3.6ft 
2. 42 
2.09 
2.70 
1.94 
2.47 
2.25 
2.38 
2.87 
2.29 
2.79 
2.8S 
4.00 
3.33 

3.02 
2.31 
3.61 
3.51 

lit 

2.08 

2.33 

2.84 

3.01 

2.62 

2.80 

3,00 

2.97 

2.96 

3.50 

2.63 

8.90 

3.52 

2.70                                   ' 

2.31 

2.61 

2.99 

3.17 

3.27 

3.18 

1.84 

2.76 

3.48 

3.37 

3.40 

2.86 

3.79 

3.02 

2.48 

2.50 

2.62 

3.75 

2.26 

2.97 

1 

3 

8 

4 

' 

e 

7 

8 

9 

10 

11 

12 

18 

14 

16 

10 

17 

IB 

19 

20 

21 

22 

28 

24 

26 

28 

27 

28 

39 

80 

SI 

IVettem  DivMon 
BoftvorUam Q. 

.40 

■.'88 
.71 
.44 
.27 
.27 
.10 
.11 

'.82 
.28 
.82 
.79 
.29 
.14 
.48 
.81 
.9S 

.97 
.34 
.40 
.32 
.45 
.15 
.62 

i'so 

'.37 
.61 

1.27 
.56 
.51 

LOS 
.60 
.88 
.11 
.30 

"ii 

.28 
.59 
..S6 
.07 

.33 
.22 
.62 
.33 

1.17 
.22 
T. 
.10 
.27 

L55 
.50 
.52 

'.'96 
.22 
.56 
1.37 
.95 
1.13 
1.31 
1.03 
1.10 
1.28 
.36 
.32 

."27 
84 

L61 

.34 

l.'5.i 
.60 

.01 
.46 
.16 
.80 
17 
.10 
.11 
.16 

.» 

.•2 
.02 
02 

tV 
.01 

.77 
1.21 
.33 

.52 
.35 
.59 
.53 
.61 
.69 
.60 
.70 
.81 

.61 
.60 
.77 
.72 
1.09 
.40 

.36 
.48 
.05 
.71 
.68 
.32 
.45 
.61 
.31 
.73 
.10 
.78 
.81 
.38 
.73 
.50 
.72 
.95 
.16 
.60 
..54 
.04 
.63 
LOO 
.91 
.41 
.4i 
.68 
.64 

'.'S8 
.51 
.53 
.62 
.09 
.70 
.50 
.42 
.40 
.64 

.01 
.08 
.84 
.49 
.26 
.09 
.06 

".'oi 

.01 
.03 
.27 
.84 

.on 

.26 
.34 
.41 

.46 
.03 
.90 
.12 
.15 
.06 
.12 
.08 
.24 
.Ob 

'.'02 

.'05 
.13 
.10 
.OS 
.03 
.08 
.05 
.12 
.04 
.17 
.96 
.10 
.13 
T. 
T. 

'.\0 

.07 
.05 
.18 
.06 
T. 
.02 

■.■69 

.10 
.16 

.03 

.02 

'.'oi 

■  0/2 

.04 
.Oi 
.02 
^OH 

T. 

.06 
.03 

.98 
.85 
.68 
.46 
.72 

"oi 
.02 

■'76 
'.'47 

'.'Ofl 

'.'io 

.25 
.01 

.22 

.88 
.88 

''so 

.22 
.85 

'.'50 
.29 
.04 
.20 

'.'26 

Otillioim G. 

Karlliiiclon    ».... G. 

Kortl8  Forry  Dam  60« 0. 

UUbortsvlUo' T. 

(iiwnville «. 

Hartford T. 

Homiorson 0. 

llopkinsville*   C 

LovolaoevlUe M. 

MayrteUl M. 

Murray  ' T. 

>  »\vensboro  • O. 

Owfiisboro,  Diim46'' 0. 

I'udiiortb' 0. 

rrincoton O. 

>{umB.>y.  Lock  No.  2  « G. 

K.isst^llvillo  s G. 

I'liiontowu    Dam  49*       O 

.08 
T. 

.... 

.68 
.44 

.46 
.88 
.83 
.90 

'.'20 

:::: 

l^g 

T. 

I 

T. 

T. 

.77 
.46 

:". 

'.'•is 

a?' 

.04 
T. 
.01 
.01 

'.'6i 

.08 
.06 

".<y2 

.07 
.04 

'.'02 
.02 
.65 
.02 

■f.' 
.06 
.02 
.01 

'.09 
.03 
.90 

'.'03 

'.'65 
.38 
.10 
.95 
.05 
.07 

'.'06 
.43 
.02 

'.'02 
T. 

T. 
T. 

T. 
,03 
T. 
.01 

.01 

.01 

■r 

T. 
T. 
.03 

•r. 

T 

.02 

.05 
.08 

.01 

T. 
.01 
.02 
.02 
T 

.52 
.70 
.58 
.50 
.37 
.64 
.72 
.70 
.56 
.69 

.45 

T. 

.17 
.11 

il 

.10 
.07 

.27 

.04 

T. 

.14 
T. 
.08 
.02 
.03 
.01 

.05 
.09 

tv 

T. 
.01 

.02 

t'.' 

T. 

.44 
.45 
.27 
.44 
1.35 
.60 

.01 

.... 

.... 

.01 

T. 
T. 

"tv 

Cnitral  Dirigion 

.Ad(li8ou,Dam45.» 0. 

..^lU'liorago O. 

Bowlinjr  Oreeu'  G- 

■:62 

T.' 

.03 
.05 
.05 

't.' 

T.' 

.04 
T. 

'.'02 

■^05 
T. 
.06 

T.' 
T. 

.01 

tV 

.05 
'."03 

.70 

T. 

.30 

.24 

'.'43 

71 
.30 
19 

'.20 
.01 

48 
.40 
.20 
.46 
.08 
1.02 
.80 
.22 

.37 
.23 
.15 
.10 

J9 

"'V 

'.21 
.26 
.06 

'iig 

'.'74 

1.43 
1.60 

1.48 
1.50 
.41 
.17 
.40 

i.'35 
1..54 
.53 

't.' 

T.' 

Buruside"   C 

Cirrolltou  Lock  No.  1" K. 

Olorniout S. 

C..ld  Spring, Dam  36» 0- 

Danville'' K. 

Dix  Dam,  Burgin K. 

T. 
T. 

.07 

t"^ 

T. 

.02 

T. 
.05 

.06 
.05 
.08 

.03 
T. 

■.'05 

T. 

.07 
T^.« 

T. 

T.' 
T. 

T. 
T 

.03 
.08 

.08 

!•  raniclort,  Lock  No.  4* K . 

Gest,  Lock  No.  3» K. 

Glasgow  .....-.• G- 

T. 
T. 

T. 

'.'28 
■.■49 

liss 

L62 
.46 
1..51 
1.62 
.19 
.44 

Hreeusburg  " G. 

Hish  Bridge,  Lock  No.  7^ K . 

(rvington  0. 

'.'oe 

Leitchtield  " G. 

Lexington  t K. 

Little  Hickman    Lock  No.  8 't K. 

T. 

^03 

'.'63 
.01 

.01 

.05 

;o4 

.01 

T 

T. 

'"05 
.08 

.04 

.05 

.03 
.02 

1.70 
.08 

1.50 
.78 

t"^ 

1.61 
1.55 
1.68 

.78 
1.41 

.80 

T. 

.31 
1.43 
1.38 

.53 
1.20 

.04 

.32 

.06 
.62 
.63 
.81 
.41 

.11 

.27 

'.'is 

1.26 

'.'.58 

.74 

'.'20 

'.'16 

'.'65 
1.61 
.98 

'i?'.' 

T. 
T. 

Lockport,  Lock  No.  2» K. 

Louisvii.lk'  t 0. 

Do.  Bowman  Field 0. 

.'05 

t" 
T. 
.02 

T. 

Monticello  - C 

Munfordville  ^ G. 

at    John                 ..             S 

M 
T 

T. 
T. 
T. 
T. 
.02 
T. 

.05 

t" 

"t. 

.18 
.79 
.08 
1.08 
.32 
.37 
.42 
.06 
.63 
.24 

.82 
'.'28 

'.'26 

.le 

■:62 

Salvisa,  Lock  No  6  =  t K . 

Shelbyville S. 

■r 

't" 

T. 

:::: 

.... 
:::: 

't. 

t" 

.02 
.05 

Tyroae.LockNo.5n..... K. 

VVilliamstown  L. 

.Voortbu^y,LockNo.4^ G. 

'.'6i 

Eastern  Dim.sion 

.^sh.laud^ O. 

Rerea,                                                             K 

't. 

.'37 
T 

T.' 
T.' 

t'.' 

:  ■.'.'. 

'6i 

.34 

.68 
.62 
.46 
.27 
.34 

'!57 
.50 
.08 
.38 
.64 
.55 
.49 
.60 
.70 
.29 

'.■73 

".'22 
.48 
..37 
.40 
.36 
.,50 

46 
.80 
.40 
.68 

.06 
.12 
.23 
.04 
.10 
.11 

.04 
.05 
.08 
T. 
.01 
.06 
.03 
.08 

■'irV 

T. 
.01 
T. 

T. 

T 
T. 
T. 

.05 

".(H 
T. 
T. 

T. 

't.' 

T. 

■.'06 

.... 

'.'.'.'. 

.... 

:::: 

t 

.33 
.02 

.07 

.04 
'^05 

.12 
'.'26 

.80 
.Id 
.19 
.18 
.12 

'.'25 
.09 
.18 

'.'69 

L40 
1.45 
1.00 

.06 
1.30 
1.26 
1.56 
1,23 
1.10 

.99 
1.39 
1.30 

.50 
94 

01 

2.66 
2.77 
2.79 
8.27 
2.71 
3.13 
3.32 
3.62 
2.95 
3.01 
2.06 
2.53 
2.08 
1.67 
2.64 
2.25 
2.92 
2.73 
2.93 

Collef^ellill,  Lock  No.  11^ K. 

Cynthian.'i  = .L. 

't. 

.02 
'.'01 

Farmers^  L. 

FlemingsbnriJ^  L. 

Ford  Lock  No.  10  =t K. 

Grayson- 0. 

:::. 

.... 

.... 

::.. 

creenup  Dam    30'^ O. 

Ha7ard- .  ..K. 

.47 
.05 
^03 

i^ 

.05 
.12 
.45 
.06 

.02 

.'02 
.04 
T. 
.01 

'."0.3 
.05 

.01 

.08 

Heidelberg.  Lock  No.  H^. K. 

.02 

.... 

.10 

[,OMisa=            .   B. 

'ios 

.01 
T 

.11 
'.'15 

Lynch  [near]    C. 

Maysville,  Dam  3:r^ 0 

".'63 

.35 

.26 
.46 

.48 

';.36 

.06 

"74 
1.04 
1.30 

.05 
T. 

Mount  Sterling  ..          .      .                L 

"t" 

T 

OneontaDam  35- O 

T°.^ 
T 

T. 

'.'01 
T. 
T. 
T. 
.02 

T 

T. 

T. 

.01 

.16 

T. 

.04 

T.' 
'1. 
.02 

T. 

.42 

.22 

.20 

'/21 
.22 
.13 
.12 
.18 
.19 
.32 
.20 

.'57 
.27 

l"67 

.38 
1.08 
.14 

.69 
1.20 
L22 
1.60 
1.57 
1.03 
1.16 
1.H4 

.05 

T. 

3.03 
2.46 
1.51 
1.99 
1.94 
2.32                                  i 

S:70 

3.44 

2.63 

2.58                                    1 

3.02                                 1 

Paintsville  " .B 

Ml      nr. 

.... 

'."62 
'.'01 
.'61 

t" 

T. 

't. 

.01 
.04 

.07 
.07 

T. 

.10 
.12 
.17 
.04 

■'nr 

.01 
.02 

.09 
.05 
.14 

•;o5 

.01 

.15 
.09 

''06 
.10 
.06 

'!07 

T. 

.03 

.17j.... 

Qnicksiind^ K. 

i-.iveniia.    Lock  No.  12^ K 

.28 
20 

.m 

1.87 
■.'87 

... 

;::■ 

."ie 

.05 

'.'02 
.03 

T. 

Ricbmonds K 

VmU.'V  ViHW.  Lock  No.  9 K. 

X-.uw'huv!:    D;i!ii  No.  32  2.                     0 

'tV 

Willow,  Lock  No.  13--.    K. 

■ 
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"'First-order  Weacher  Bureau  static 
amount  then  recorded  is  for  the  pr 
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CLIMATOLOGICAI.  DATA:  KENIUCKY   SECTlOxN. 


November.  1941 


Daily  Temperatures  for  November,  1941. 


Stations. 

1  j     2  j     3 

4 

5 

6 

7 

9 

10 

11 

1 

^ 

14 

|l6 

16 

JL 

18 

19 

20 

21 

. 

23 

24 

26 

» 

27 

^ 

29 

30 

31 

Mean 

n'estem  Dii 

ision. 

Beaver  Dftm  

)  Maximum  . . . 

5i 

63 

65 

65 

60 

56 

43 

39 

36 

37i     44 

56 

64 

68 

67 

71 

76 

74 

73 

68!     52 

42 

46 

45 

56 

66 

67 

70 

69 

57.7 

1  Minimum.... 

44 

85 

35 

46 

48 

37 

84 

31 

28 

29 

8C 

21 

26 

27 

28!     82 

40 

4b 

59 

42 

25 

26 

35 

27 

20 

26 

29 

30 

28 

83 

33  3 

Calhoun 

j  Maximum... 

70 

63 

61 

62 

68 

42 

38 

3b 

36 

45 

66 

63 

67 

67 

71 

77 

75 

09 

56 

45 

.. 

42 

43 

58 

65 

e57,4 

)  Minimum .... 

3b 

89 

49 

51 

40 

37 

34 

31 

82 

81 

25 

28 

29 

33 

83 

40 

51 

61 

47 

30 

29 

28 

"< 

32 

30 

Earlington 

J  Ma.ximum  ... 

70 

60 

65 

61 

62 

60 

42 

49 

38 

87 

61 

61 

68 

70 

71 

75 

80 

77 

76 

68 

57 

47 

43 

41 

43 

68 

71 

73 

72 

eole 

(Minimum.... 

45 

36 

89 

48 

51 

40 

36 

83 

80 

31 

32 

23 

27 

30 

30 

li4 

38 

68 

62 

4b 

26 

28 

3h 

29 

22 

30 

32 

30 

28 

34 

35. 3 

Greenville 

j  Maximum  . . . 

70 

65 

S'^ 

60 

61 

58 

41 

39 

36 

36 

45 

5b 

62 

67 

70 

75 

76 

74 

73 

69 

45 

46 

40 

45 

61 

67 

72 

73 

1  Minimum.... 

43 

3b 

39 

46 

4S 

Sb 

34 

81 

28 

29 

26 

22 

25 

27 

31 

34 

38 

66 

53 

25 

27 

34 

26 

20 

30 

33 

3C 

29 

35 

'33^5 

Henderson 

1  Maximum  . . . 
1  Minimum .... 

70 
44 

66 
85 

63 
3« 

61 

48 

61 
49 

56 
89 

41 
36 

82 

It 

35 
29 

49 
29 

56 
26 

68 

64 
35 

67 
34 

72 
85 

7b 
44 

76 
49 

72 
59 

39 

65 
26 

43 

40 
33 

44 
24 

46 
22 

60 
35 

68 
8b 

35 

73 
37 

"68.3 

"35.8 

Hopkinsville   

)  Maximum  . . . 

53 

64 

64 

61 

64 

54 

45 

43 

38 

39 

43 

55 

62 

68 

68 

71 

76 

75 

71 

6( 

51 

4^ 

45 

3b 

4h 

64 

66 

68 

70 

71 

67.7 

i  Minimum.... 

44 

34 

38 

48 

49 

S9 

36 

32 

30 

28 

26 

21 

26 

31 

30 

37 

41 

48 

57 

46 

25 

35 

29 

22 

26 

80 

29 

30 

36 

34.5 

Lovelflceville  .....•• 

j  Maximum  . . . 

68 

68 

64 

63 

61 

55 

44 

40 

39 

38 

48 

57 

64 

65 

70 

78 

75 

75 

70 

54 

54 

45 

40 

40 

63 

68 

69 

72 

72 

59!5 

1  Minimum.... 

45 

36 

43 

51 

60 

88 

35 

33 

32 

32 

21 

22 

28 

80 

30 

34 

42 

50 

57 

47 

26 

36 

29 

21 

26 

27 

29 

30 

35 

34.8 

Mayfield 

(  Maximum  . . . 

70 

67 

64 

63 

60 

58 

42 

40 

39 

45 

61 

63 

68 

75 

74 

70 

55 

48 

43 

40 

37 

62 

66 

67 

70 

71 

58.7 

I  Minimum.... 

44 

40 

47 

61 

91 

37 

32 

31 

31 

23 

25 

33 

34 

43 

47 

60 

60 

47 

29 

S3 

36 

28 

24 

29 

87 

37 

41 

42 

37.7 

Murray  

\  Maximum  . . . 

69 

63 

62 

69 

69 

67 

42 

39 

87 

■38 

42 

66 

03 

65 

67 

67 

74 

7:j 

70 

49 

47 

44 

40 

53 

66 

69 

71 

58.1 

(Minimum.... 

45 

47 

48 

51 

54 

88 

35 

33 

82 

83 

25 

27 

32 

35 

3b 

39 

42 

50 

47 

31 

SO 

36 

27 

24 

81 

30 

32 

33 

3( 

37.  4 

Owensboro 

j  Maximum  . . . 

54 

61 

61 

62 

61 

51 

41 

40 

84 

34 

41 

64 

64 

6b 

66 

70 

76 

73 

70 

62 

61 

43 

49 

42 

43 

52 

65 

.68 

68 

67 

56.9 

1  Minimum.... 

43 

34 

37 

46 

50 

39 

35 

30 

28 

29 

29 

2) 

3n 

32 

35 

42 

46 

43 

42 

27 

28 

20 

■2i 

21 

26 

32 

82 

82 

36 

:: 

33.6 

Paducah  

\  Maximum  .   . 

64 

6f 

62 

63 

61 

58 

44 

89 

37 

46 

55 

62 

63 

68 

75 

75 

75 

70 

54 

41 

38 

67 

69 

72 

68 

58.3 

(  Minimum 

44 

40 
65 

46 

51 

52 

40 

38 

34 

33 

82 

26 

26 

32 

3j 

45 

38 

44 

50 

59 

47 

3C 

34 

36 

2? 

23 

40 

30 

83 

35 

37 

37.7 

Princeton • . . . 

J  Maximum  .  . . 

69 

61 

64 

59 

53 

40 

39 

37 

36 

5b 

62 

66 

70 

75 

74 

73 

70 

64 

49 

44 

89 

61 

66 

68 

72 

71 

68.3 

1  Minimum.... 

45 

39 

41 

50 

52 

38 

37 

32 

30 

31 

80 

24 

83 

34 

32 

Sb 

44 

60 

46 

31 

35 

28 

23 

31 

86 

34 

84 

40 

36.7 

RiiS3ellville§§ 

Central  D 
Anchorage 

(Maximum... 

73 

65 

63 

59 

61 

43 

40 

40 

84 

83 

41 

73 

70 

69 

48 

47 

42 

32 

66 

65 

64 

66 

69 

69 

'65.0 

/Minimum 

4S 

SO 

87 

42 

46 

39 

35 

31 

29 

29 

22 

21 

2b 

52 

51 

26 

26 

30 

27 

20 

26 

27 

31 

33 

32 

'32.7 

)  Maximum  . . . 

68 

60 

60 

69 

■    62 

54 

42 

38 

33 

84 

42 

52 

62 

63 

62 

69 

76 

74 

69 

64 

48 

44 

iS 

38 

40 

57 

65 

68 

67 

68 

56.5 

(Minimum 

45 

36 

34 

47 

50 

40 

85 

3S 

31 

31 

27 

24 

28 

29 

31 

34 

41 

40 

47 

40 

25 

25 

31 

23 

20 

26 

31 

2S 

31 

3S 

33.2 

Bowling  Green 

1  Maximum  . . . 

67 

63 

63 

59 

63 

52 

61 

40 

37 

39 

41 

52 

62 

64 

65 

6S 

73 

71 

68 

64 

46 

47 

46 

42 

47 

54 

64 

65 

67 

68 

56.9 

)  Minimum.... 

47 

45 

42 

49 

49 

40 

38 

35 

32 

32 

30 

2( 

38 

31 

34 

38 

41 

56 

50 

32 

30 

37 

S5 

32 

24 

80 

32 

34 

40'     .. 

Clermont 

S  Maximum .  . . 

70 

S9 

63 

65 

59 

62 

43 

38 

34 

36 

43 

62 

67 

66 

79 

71 

67 

60 

47 

41 

45 

69 

57 

69 

71 

70|     .. 

''5&.  2 

(Minimum.... 

45 

30 

26 

27 

44 

41 

31 

31 

30 

29 

27 

\[ 

18 

24 

26 

29 

31 

3< 

60 

33 

21 

38 

26 

23 

26 

23 
66 

20 

24 

29! 

''SO.  2 

Danville 

\  Maximum  . . . 

68 

66 

64 

61 

61 

43 

89 

39 

38 

37 

53 

64 

70 

70 

77 

76 

7  a 

70 

,64 

44 

54 

51 

59 

70 

70 

721     . . 

59.7 

(  Minimum.... 

44 

39 

34 

43 

48 

41 

35 

82 

26 

2b 

29 

23 

27 

32 

32 

35 

35 

46 

53 

46 

30 

25 

35 

27 

19 

83 

29 

33 

35 

88 

34.4 

DixDam 

(  Maximum  . . . 

69 

69 

63 

61 

67 

66 

45 

39 

40 

36 

37 

53 

61 

66 

68 

74 

69 

68 

49 

47 

46 

42 

40 

47 

64 

63 

68 

67      .. 

57.3 

t  Minimum .... 

47 

40 

36 

45 

51 

44 

85 

31 

32 

31 

25 

27 

3( 

32 

35 

88 

45 

55 

49 

32 

36 

40 

32 

30 

22 

34 

28 

31 

34!     .. 

36.1 

Eubank •. 

)  Maximum  . . . 

70 

64 

66 

69 

69 

62 

48 

46 

44 

42 

54 

54 

54 

66 

71 

67 

73 

68 

67 

51 

38 

60 

64 

69 

68 

72 

72j     .. 

68.6 

(Minimum.... 

44 

37 

34 

35 

43 

41 

34 

32 

SO 

28 

29 

20 

27 

27 

27 

32 

38 

48 

51 

4f 

24 

28 

32 

30 

19 

23 

30 

28 

28 

34' 

82.5 

Frankfort 

\  Maximum  ... 

65 

52 

53 

66 

66 

58 

42 

89 

37 

36 

27 

55 

52 

68 

65 

78 

70 

66 

60 

45 

42 

42 

45 

59 

66 

68 

69 

-' 

67.7 

(Minimum.... 

46 

38 

34 

42 

48 

42 

35 

;^2 

30 

30 

30 

26 

26 

27 

29 

81 

38 

36 

46 

48 

28 

24 

36 

20 

3! 

25 

28 

27 

30      .' '. 

32.8 

Glasgow   

j  Maximum  . . . 

71 

64 

64 

63 

66 

65 

42 

33 

38 

37 

42 

55 

57 

67 

73 

78 

71 

68 

51 

48 

45 

41 

61 

69 

66 

70 

70 

71:      .. 

«,58-.7 

/  Minimum.... 

46 

38 

37 

44 

44 

41 

36 

34 

31 

81 

31 

21 

24 

28 

28 

85 

56 

49 

27 

27 

32 

22 

3! 

27 

29 

SO 

36'     .. 

"33.9 

Greensburg 

\  Maximum  ... 

68 

58 

62 

«2 

63 

63 

42 

38 

37 

37 

37 

61 

5H 

64 

64 

64 

70 

70 

80 

68 

50 

43 

41 

41 

47 

51 

C4 

61 

71 

69'     . . 

56. 1 

(  Minimum.... 

46 

37 

36 

43 

45 

41 

37 

34 

30 

31 

31 

20 

22 

25 

27 

31 

40 

51 

61 

60 

26 

25 

37 

32 

22 

31 

25 

28 

27 

32'     . . 

84.1 

Irvington 

S  Maximum  . . . 

70 

63 

63 

59 

62 

55 

42 

38 

34 

84 

41 

52 

62 

61 

70 

78 

75 

70 

67 

43 

46 

39 

42 

58 

64 

68 

68 

68      .. 

66.8 

(Minimum.... 

4S 

35 

33 

46 

48 

37 

34 

31 

27 

28 

28 

23 

29 

32 

30 

33 

48 

56 

40 

27 

26 

33 

25 

19 

29 

31 

31 

32 

85;      . 

33.4 

Leitchfleld 

j  Maximum  . . . 

51 

64 

65 

58 

60 

58 

43 

40 

38 

36 

45 

57 

65 

70 

68 

74 

79 

76 

72 

67 

63 

65 

47 

41 

49 

69 

68 

71 

74 

73      .. 

59.5 

(  Minimum 

44 

37 

40 

47 

48 

37 

35 

32 

30 

29 

24 

29 

31 

31 

37 

39 

47 

55 

45 

27 

27 

35 

28 

20 

29 

32 

36 

33 

38      . 

36.1 

Lexington   

S  Maximum  ... 

68 

61 

65 

69 

67 

45 

40 

38 

89 

35 

88 

63 

62 

70 

65 

70 

79 

74 

68 

63 

49 

46 

38 

46 

67 

64 

68 

69 

09,     . . 

66.1 

(  Minimum.... 

42 

38 

37 

46 

50 

38 

35 

29 

28 

30 

24 

26 

SO 

35 

36 

37 

43 

49 

55 

32 

29 

35 

24 

20 

33 

33 

36 

40      .. 

35.3 

Louisville 

(Maximum... 

62 

59 

61 

59 

62 

58 

42 

37 

36 

3J 

43 

53 

61 

62 

60 

68 

75 

74 

70 

68 

49 

46 

45 

89 

42 

55 

64 

66 

68 

67      .. 

66.2 

(Minimum.... 

46 

41 

40 

51 

52 

40 

36 

33 

31 

31 

81 

31 

36 

40 

40 

43 

44 

63 

611 

40 

33 

34 

33 

28 

26 

86 

88 

40 

40 

42 

,39.1 

Do.  Bowman  Fielt 

iMaximum  ... 

67 

5:4 

61 

58 

62 

65 

42 

37 

34 

36 

43 

53 

63 

62 

60 

09 

74 

72 

6f 

48 

44 

46 

39 

41 

57 

65 

67 

67 

67      . 

56.3 

:Minimmn.... 

44 

39 

36 

50 

51 

40 

36 

S2 

31 

31 

29 

26 

33 

3 

34 

35 

^2 

49 

59 

37 

30 

29 

32 

26 

23 

31 

36 

34 

36 

35,     .. 

36.0 

Mammoth  Cave 

S  Maximum  ... 

50 

64 

65 

59 

62 

44 

44 

39 

35 

37 

41 

65 

63 

68 

67 

70 

72 

60 

60 

42 

40 

33 

49 

66 

67 

70 

69      .. 

56.2 

(  Minimum 

44 

35 

35 

41 

46 

42 

36 

32 

27 

29 

29 

20 

22 

25 

28 

S3 

35 

4.S 

66 

68 

24 

22 

29 

29 

16 

2fi 

27 

28 

28 

S3'      . . 

32.6 

^t.  .Tohn 

(Maximum... 

68 

52 

65 

61 

59 

65 

53 

38 

34 

?- 

43 

56 

61 

66 

66 

69 

76 

73 

69 

67 

51 

43 

46 

40 

43 

65 

64 

70 

67l     .. 

57.0 

(  Minimum.... 

43 

35 

32 

45 

48 

32 

34 

29 

28 

19 

22 

20 

26 

30 

85 

39 

54 

45 

19 

23 

33 

27 

12 

26 

27 

26 

30'      .. 

.30.6 

-helbyville  

1  Maximum... 

62 

61 

61 

59 

61 

,57 

41 

H7 

34 

34 

42 

54 

60 

64 

64 

69 

71 

72 

69 

65 

50 

43 

46 

40 

41 

57 

64 

67 

f« 

69l 

56.0 

(  Minimum.... 

43 

34 

43 

47 

37 

32 

29 

27 

27 

27 

22 

26 

29 

29 

31 

36 

45 

51 

46 

26 

26 

35 

28 

19 

28 

?Q 

3'' 

33 

34!     .. 

32.  7 

Smith's  Grove  - 

'  Maximum  . . . 

60 

65 

66 

61 

62 

52 

41 

34 

88 

41 

53 

63 

69 

67 

76 

73 

76 

66 

46 

48 

36 

49 

61 

f'? 

70 

70      .. 

57.8 

(  Minimum.... 

40 

36 

38 

4' 

51 

39 

36 

33 

31 

31 

26 

23 

27 

30 

31 

37 

41 

44 

54 

35 

27 

28 

3- 

21 

21 

31 

80 

83 

33 

40      .. 

,34.3 

Stearns 

:  Maximum  . . . 

69 

63 

55 

62 

70 

51 

46 

36 

36 

86 

36 

52 

66 

70 

68 

69 

72 

70 

6^ 

46 

55 

56 

36 

54 

66 

66 

69 

70 

64!      .. 

,57.7 

:  Minimum.... 

39 

36 

38 

45 

47 

39 

36 

32 

30 

30 

23 

20 

24 

34 

34 

36 

42 

43 

48 

37 

30 

28 

36 

28 

21 

32 

31 

33 

37 

89|      .. 

34 . 2 

Taylorsville   

:  Maximum  . .. 

69 

B7 

60 

65 

0.1 

r,fl 

41 

39 

38 

39 

40 

46 

62 

67 

62 

72 

70 

75 

73 

74 

60 

46 

47 

42 

44 

59 

60 

67 

70 

68:    .. 

67  7 

;  Minimum.... 

45 

35 

38 

38 

41 

39 

32 

30 

29 

31 

24 

26 

29 

32 

34 

36 

49 

48 

61 

36 

25 

36 

28 

19 

30 

SO 

32 

33 

3''i      .. 

34.6 

A'illiamstown 

J  Maximum... 

67 

58 

60 

63 

63 

60 

41 

40 

39 

35 

40 

49 

60 

fil 

62 

64 

73 

74 

70 

67 

50 

44 

46 

40 

s 

54 

63 

64 

66 

65 

,66  3 

1  Minimum.... 

45 

38 

37 

46 

49 

42 

37 

32 

30 

29 

29 

29 

33 

37 

38 

39 

39 

53 

56 

46 

29 

27 

34 

24 

31 

36 

38 

40 

41 

36,8 

Annville 

iMiniraum.... 

Ashland    

(  iiaximum  ... 

62 

68 

53 

55 

66 

65 

50 

43 

40 

38 

37 

62 

63 

65 

69 

67 

73 

__ 

74 

64 

60 

46 

60 

43 

49 

.68 

66 

67 

71 

63 

"n.9 

'  Minimum.... 

.■50 

42 

11 

39 

45 

50 

41 

3fi 

29 

31 

31 

31 

26 

28 

28 

S3 

31 

36 

43 

48 

30 

2S 

38 

32 

21 

31 

9^ 

29 

28 

30      .. 

83.9 

Berea 

j  Maximum  . . . 

68 

61 

62 

70 

66 

46 

39 

88 

36 

35 

60 

61 

66 

66 

67 

73 

69 

66 

51 

45 

61 

40 

47 

61 

62 

66 

68 

64      .. 

,57.5 

(  Minimum.... 

43 

38 

37 

42 

46 

42 

SI 

30 

S7 

27 

27 

21 

30 

35 

36 

37 

88 

49 

63 

46 

26 

34 

27 

16 

31 

80 

37 

42 

38      .. 

.34.7 

P 

i  Maximum  . .. 

70 

62 

66 

«5 

73 

67 

50 

46 

39 

38 

38 

53 

64 

70 

68 

69 

80 

79 

78 

69 

4" 

45 

£0 

'45 

49 

56 

66 

69 

68 

68      .. 

fO.2 

' 

1  Minimum.... 

47 

42 

31 

37 

45 

48 

37 

34 

27 

30 

31 

2? 

22 

24 

27 

29 

3! 

37 

44 

47 

25 

21 

37 

81 

16 

24 

22 

27 

26 

28      .. 

31.6 

Heidelberg 

1  Maximum  . . . 

73 

64 

67 

.57 

68 

62 

51 

39 

40 

38 

36 

57 

61 

69 

80 

74 

71 

64 

62 

40 

51 

51 

57 

66 

69 

71 

6.3!      .. 

.59.2 

1  Minimum.... 

48 

35 

32 

39 

44 

47 

37 

3fi 

32 

3? 

32 

20 

20 

24 

27 

.30 

31 

36 

39 

46 

27 

21 

3T 

32 

]9 

26 

21 

26 

26 

35}     . . 

31.8 

Lynch  [near] 

j  Maximum  . . . 

69 

65 

61 

60 

60 

69 

66 

58 

68 

56 

41 

68 

58 

61 

78 

66 

68 

66 

66 

68 

67 

(56 

66 

64 

64 

66 

66 

64 

631 

62.4 

/  Minimum 

45 

29 

3R 

41 

41 

80 

29 

23 

Ifi 

10 

9 

16 

36 

88 

41 

39 

36 

40 

43 

26 

21 

23 

21 

20 

14 

28 

33 

38 

37 

3«]      . 

29.9 

Maysville 

(  Maximum  .  . . 

68 

60 

62 

BO 

63 

58 

47 

39 

39 

37 

36 

62 

62 

66 

66 

67 

77 

74 

T2 

65 

48 

At 

49 

41 

47 

66 

63 

6.'^ 

68 

6^!      .. 

67.  ? 

(  Minimum.... 

48 

42 

34 

39 

49 

46 

89 

35 

31 

32 

31 

30 

30 

34 

32 

41 

47 

30 

24 

36 

28 

19 

29 

2- 

.^0 

30 

321     .. 

34.2 

Middlesboro 

\  Maximum  ... 
(  Minimum.... 

68 
65 

65 
35 

67 
34 

67 
41 

11 

65 

48 

65 
40 

49 
36 

48 
32 

41 
32 

42 
36 

Ho 

19 

62 
21 

66 
22 

67 
26 

69 
23 

74 
29 

,33 

69 
36 

69 
46 

64 

S 

56 

40 

60 

46 
21 

5.; 

?5 

64 
24 

64 
26 

69 
28 

60.1 

31.8 

Mount  Sterling  . 

: Maximum  ... 

70 

fin 

60 

60 

68 

49 

46 

37 

37 

36 

40 

62 

68 

67 

74 

70 

64 

46 

42 

41' 

S« 

44 

6! 

68 

67 

67 

64 

55.6 

t  Minimum.... 

50 

40 

38 

41 

48 

47 

36 

33 

27 

29 

29 

26 

33 

33 

32 

36 

40 

40 

61 

45 

30 

26 

36 

27 

^0 

32 

28 

3R 

3? 

37 

35.3 

F'ikeville 

t  Maximum.  .. 

74 

66 

69 

60 

74 

66 

46 

43 

42 

38 

37 

49 

64 

70 

■80 

77 

76 

65 

60 

62 

56 

40 

66 

6T 

6'= 

70 

64 

60.1 

1  Minimum.... 

44 

41 

35 

40 

41 

46 

87 

36 

31 

33 

28 

21 

23 

H!; 

28 

31 

32 

3f. 

36 

44 

28 

2- 

39 

27 

22 

2P 

9S 

28 

29 

29 

.32.4 

PiDDacass 

)  Maximum  ... 

73 

67 

70 

62 

73 

65 

51 

43 

39 

37 

36 

60 

68 

72 

72 

81 

7R 

7f; 

f-n 

62 

46 

66 

42 

55 

6P 

70 

P9 

67 

61.4 

(  Minimum.... 

55 

40 

33 

38 

49 

38 

34 

SI 

30 

29 

20 

20 

24 

31 

30 

3» 

''3 

37 

33 

■2(^ 

20 

22 

27 

97 

29 

31.6 

ynicksand 

:Maxiinuro. .. 

73 

65 

68 

61 

75 

62 

45 

39 

39 

37 

36 

63 

70 

74 

70 

73 

86 

79 

76 

(■^ 

,64 

44 

65 

42 

65 

69 

72 

72 

64      .. 

61.0 

:Minimum.... 

48 

53 

3^ 

38 

43 

35 

33 

3' 

31 

31 

20 

23 

25 

28 

42 

9" 

37 

4' 

22 

38 

o' 

20 

^4 

QO 

24 

43 

27|     .. 

32.4 

Kichrnond 

: Maximum  ... 

60 

60 

65 

63 

68 

55 

44 

40 

40 

38 

38 

60 

60 

68 

68 

68 

76 

75 

70 

rs 

46 

46 

43 

56 

63 

70 

68 

6r,|     . . 

.';7.1 

:Minimuni 

.•^0 

40 

43 

40 

42 

42 

30 

34 

30 

30 

SO 

26 

34 

40 

r. 

44 

44 

62 

66 

56 

"0 

30 

37 

31 

■'2 

33 

36 

43 

44 

43       .. 

,38.2 

Williamsburg 

:Maximum.  .. 

70 

63 

67 

63 

70 

65 

56 

43 

40 

39 

37 

51 

64 

68 

70 

76 

74 

68 

67 

Pf. 

44 

.^5 

46 

63 

64 

66 

67 

68 

66!      .. 

59.7 

:Minimum.... 

RO 

40 

36 

44 

43 

55 

40 

34 

33 

30 

30 

20 

23 

25 

27 

30 

36 

39 

47 

"R 

26 

39 

31 

2'' 

26 

26 

27 

27 

80j      .. 

33  6 

Winche.'iter .•  • 

.  )  Maximum... 

69 

60 

62 

59 

66 

61 

42 

37 

37 

34 

36 

52 

60 

56 

63 

69 

74 

71 

68 

65 

45 

41 

47 

38 

46 

6-1 

61 

66 

6^ 

67j      .  . 

.65.4 

■■  Minimmn   . . 

45 

39 

38 

44 

60 

40 

33 

33 

28 

28 

28 

25 

30 

38 

33 

10 

39 

60 

54 

42 

29 

27 

36 

26 

19 

S3 

30 

35 

,38l 

36.      .. 

35. S 

SS  Instalments  are  read  in  the  . 
*.''.''  etc.  indicate  refpectivpU 


to  the  preceding  day.  on  which  it  almost  always  occurs 


WHO  Lnui 


^\-^  v\.-.\.  \'..u  . 
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GENERAL    SUMMAKY. 

Abnorinally  high  tenipcniturr  (Uirint,'  the  lirst  live  days  and 
in  tln>  period  17-"2t)th,  witii  daily  nV('ra|,'(>s  rangintj  from  4")^  to 
bo^ ,  favored  eontimicd  slow  growth  of  wint''r  grains  and  pastures. 
iMuch  wheat  that  was  quite  soiall  at  the  beginning  of  the  month 
increased  considerably  in  size  and  developed  better  root  sj'S- 
tenis.  Barley  and  rye  continued  to  furnish  some  pasturage, 
while  bluegrass  pastures  remained  serviceable  for  more  than 
half  of  the  month.  The  prevalence  of  mild  temperature,  to- 
gether with  the  available  pasturage,  reduced  considerably  the 
feeding  usually  necessary  for  livestock  and  favorably  afi'ected 
milk  and  egg  production.  Growth  of  grass  and  grains  was 
greatest  on  the  limestone  uplands  and  warm  slopes.  Tempera- 
tures were  too  low  during  about  three-fourths  of  the  month  to 
evoke  much  response  from  vegetation  on  the  colder  and  heavier 
soils.  Some  freezing  and  thawing  unfavorable  for  grains  oc- 
curred on  a  few  days  in  the  first  half,  but  at  a  time  when  there 
was  little  or  no  excess  of  moisture  in  the  top  soil.  Grains 
suffered  no  apparent  injury  from  this  cause. 

Prior  to  heavy  rains  that  began  on  the  23d,  the  weather  was 
relatively  dry;  therefore  winter  plowing  advanced  at  a  rate 
better  than  usual  during  this  part  of  the  winter.  While  the 
aggregate  precipitation  in  the  first  three  weeks  was  much  less 
than  normal,  showers  and  moist  atmospheric  conditions  pre- 
vailed often  enough  to  condition  tobacco  for  stripping.  Through 
the  expedient  of  bulking  to  conserve  moisture,  tobacco  farmers 
were  able' to  strip  and  market  the  weed  without  interruption. 
The  mild  temperature  during  so  much  of  the  period  aided  in 
the  process  of  handling.  The  absence  of  snow  and  of  inclement 
weather  of  every  kind  favored  all  outdoor  work  and  care  of 
livestock.  Weather  conditions  during  the  first  three  weeks 
enabled  farmers  to  gather  corn  on  most  days,  and  this  work  was 
generally  completed.  The  prevailing  dryness  improved  the 
condition  of  corn  in  shock  and  crib.  Heavy  rainfall  late  in  the 
month  flushed  the  smaller  streams  and  caused  considerable  run- 
ofi.  Increase  of  water  in  wells  and  springs  following  these  rains 
showed  for  the  first  time  this  year  some  lifting  of  the  water 
table. 


TEMPEKATXJRE. 

The  average  temperature  for  the  State  was  4.6°  above 
norma!.  Daily  means  in  the  periods  lst-5th,  17-26th,  and  on 
the  last  day  were  10"^  to  20°  above  the  seasonal  average,  with 
maxima  above  60°  on  several  days.  Temperatures  that  were 
moderately  subnormal  occurred  in  the  periods  6-7th,  9-15th  and 
28-30th.  The  coldest  weather  centered  about  the  11th,  when 
minima  ranged  from  10°  to  15°  at  most  stations.  Extremes 
for  the  State  were  72°  at  Danville  on  the  23d  and  11°  at 
Farmers  on  the  11th. 


PRECIPITATION. 

Precipitation  for  the  State  averaged  somewhat  more  than  two- 
thirds  of  the  normal  amount.  In  a  north-south  belt  across  the 
central  part  of  the  State,  a  considerable  area  in  the  southeastern 
mountain  region,  and  at  a  few  extreme  western  stations  amounts 
ranged  from  3.0  to  4.5  inches.  Most  other  districts  received 
from  2.0  to  3.0  inches,  but  several  northeastern  counties  and 
the  region  about  the  lower  Tennessee  and  Tradewater  rivers  had 

less  than  2  0  inches .    For  the  State  amount.^  varied  between  1.  41  inches  at  Murray  and 


ri.iiH  iiiclms  at  Bowllnir  GroBii.  I.lifht  to  niO(lorat<i  Hhowcrn  ofciirriMl  K«nHnilly  In  tlm 
mitUkIs  l'(l-6th,  and  '.^.Id-Mth.  with  liuBvy  ralnn  in  Honio  loiiilltlrMi  on  the  M  ami  24tli. 
Moilcrato  to  iK'avy  rain  vlNltcl  all  partH  r>f  thn  Htatrt  from  tlio  inli  to  1  Itli.  Hnow  In 
nicftMinvlili'  anioimtn  ocinrri'd  in  a  lew  eastern  dlhtrlclK.  Imt  inot.t  dtatloMK  n-tiortud  no 
mi.ru  llian  Hurries.  I.l({lit  snow  foil  on  the  U'th.  18th,  and  dally  from  tho  2hlh  to'aidt. 
A  tlnindernloriii  uiih  reported  triini  the  western  part  uf  tho  State  ou  tho  2'iii  and  from 
fciilriil  and  i-a.storu  diytrlet.s  on  tho  2;td. 


UISOELLANEOX7S. 

Tho  Ohio  and  Its  tributaries  In  the  Statu  rose  slightly 
most  of  the  month  pool  stages  prevailed. 


the  last  week,  but  durlnic 


PRESSURE.  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 
(reduced  to  Bea-level.) 

>Vind. 

Relative 
humidity. 

Stations. 

1 

B 

S 

<! 

1 

I 

5i 

if 

a" 

s 

i 

B 

a 

3 

a 
1 

'73' 

76 
72 

"S 

■§2 

30.11 
30.12 

30.55 
80.68 

29 
U 
29 
29 

29.38 
29.37 
29.32 
29.33 

38 

23 
28 
23 

8.0   24 
8. 0;  26 

8W. 

nw. 

23 
5 
8 

23 

83 
83 
84 
83 

68 
66 
66 
66 

Cincinnati..   •• 

Ohio 
..Ind. 
..Ky. 

34 

Louisville 

80.10 

30.65 

8.7 

34 

36 

COMPARATIVE   DATA  FOR  DECEMBER. 


1889 

1890 .. 

1891 

1892 

1898 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905  

1906 ..  ... 

19  i7 

1908 

1909 

1910 

1911 

1912 •■■• 

1913 

1914 

1915.... 

1916.... 

1917,... 

1918 

1919 

1920 

1921 

1922 

1923.... 

1924 

1925 

1926 

1927 

1928 .. 

1929 

1930 

1931 

1932 

1933 

1934 

1935 

19.36 

1937 

1939;;!!;':;':;'-'-.. '' 

1910 

1941 

Period  .. 

t53  V'ear  average 


60.2 
37.8 
42. 4 
34.6 
39.0 
38.7 


38.6 
32.8 
36.7 
30.7 
36.4 
37.3 
39.0 

39.8 
29.9 
31.1 
41.6 
37.2 
39.5 


39.0 
35.4 
46.1 
37.9 
44.2 
37.0 
30  0 


1.67 
3.51 

4.10 
4.22 
2.69 
4.31 
4.43 
1.82 

2'.  74 
4.26 
2.  69 
4.90 
7.36 
2,88 
4,30 


7.56 
4.23 
2.01 
4.44 
4.93 
2.89 
4.40 
5,64 
6.60 
5.97 
0.89 
6.01 
3.37 
2.82 
2.72 
2.21 
5.48 


4.51 
2.94 
1.85 
2.32 
3.16 


1.6| 
9,0 
2.0 


Number  of  days. 


6 

15 

6 

15 

5 

17 

5 

^^ 

6 

12 

5 

18 

4 

13 

h 

4 

6 

16 

V 

14 

h 

19 

6 

Ifi 

7 

15 

46 


0LlMATOU>GiCAL  DATA:   KENTUCKY     6ECT10N 


December,  1941 


Climatoloslcai  Ihit 

a  for  December.  1941. 

Counties 

i 

1 

•P 

Temperature,  in  degrees  Pahr 

Precipitation  in  Inches  iNumber  dJ  days 

is 

A. 

SuUons 

It 

i 

1 

r 

1 

CO 

1 

1 

1 

ji 

1 

1^ 

'2'£ 

11 

V 

i 

g 
0 

•a 
1 

5 

Observers 

WESTERN    DIVISION 

Beaver  Dam   

^.:u :.:...:::. 

441 
437 

420 
356 
431 
519 
640 
382 
624 
479 
364 
41-2 
420 
404 
341 
529 
384 
590 
357 

352 

700 
500 
410 
705 
480 
474 
489 
955 
770 
6'22 

504 
490 
760 
506 
581 
544 
646 
850 
1032 
635 

560 
485 
4.59 
558 
800 
910 
600 
777 
520 
825 
607 
1400 
489 
524 
943 
504 

29 

37 
47 
12 

2 
24 

2 
19 
45 
12 
32 
15 
44 

la 

21 
34 

24 

13 

13 
41 
45 
24 
50 
42 
3 
lo 
17 
17 

4G 
49 
31 
U 
16 
48 
39 
43 
1 

15 
45 
57 
31 
31 
68 
3 
6 

12 

45 
26 
48 

5 
35 
23 
38 
24 

10 
24 

31 
23 
52 
34 
16 
25 
11 

17 
6 

15 
38 

1 
13 
42 
48 

4 
19 

7 

5 

15 
22 
44 

28 
24 
44 
21 
4 

42.3 
■■42.7 
43.4 

+  5.2 
+  3.7 

+  4.6 

67 
70i> 
69 

1 
1 
1 

18 
21 
18 

"t 
7t 
71 

37 

38 
89 

3.06 
2.33 
2.04 

l."7b 
2.71 
2.25 
2.88 
2.42 
3.71 
2.23 
1.41 
2.44 

-0.6S 
1  93 

1.45 

0.0 
0.0 
T. 
0.1 
0.0 

0.0 
0.0 
0.0 
0.0 

T. 

T. 

9 

11 

12 

5 
5 
2 

17 
IS 

17 

sw. 
sw. 

Eldred  G.  Young. 

R.  0.  Bennett. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blftin*  ^  alone. 

Mrs.  Joe  Payne- 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Earlington 

J'ord'e  Ferry,  Dam  50. 

-2.23|  0.89 
-1.24    0.82 

0.71 

-1.25    0.80 

0.90 

-1.76    1.30 
-2.46    0.84 
-0.40!  1.47 
-2.09!  0.65 
-3.28    0.62 
-1.30    1.19 

Crittenden 

Marshall. 

Muhlenburg   

Henderson.. 

'42.6 

+  'S.'4 

"67' 

"21" 

17 

"'7t' 

37 

12 
10 

11 

9 
14 

2 

9 

2 
5 

19 
6 

10 
6 
7 

10 
19 
16 

12 
12 
23 
It 

uw. 

s. 

». 

a. 

n. 

se. 

Hartford,  [near] 

41.6 
42.4 

43.2 
43.0 
43.1 
41.4 

'i-'^'.i 
+  4.0 
+  2.6 
+  3.9 
+  4.2 

71 
66 

68 
67 
67 
68 

1 
21 
21 
20 
20 

1 

18 
19 
19 
21 
22 
19 

7 
7 

29 
29 
7t 

87 
33 
87 
30 
36 
32 

Lovel»ceraie 

Ballard 

Mayfleld        .  .         .--. 

Paducah   

Mccracken   

Caldwell        

■43'.  4 

+  '4'7 

"eh' 

"20' 

'  '20' ' 

"29  " 

""as" 

2.73 
1.96 

1.9-1 
2.07 
2.77 

2.32 
3,84 
5.08 
3. 62 
3.55 

4^72 
3.20 
2.73 
2.61 
3.27 
2.96 
2.21 
2.43 
2.16 
2.78 
2. 60 
2.  86 
2.70 
3.25 
4.70 
4.05 
2  28 
2.88 
2.88 
3.41 
3.16 
3.00 
3.17 
2.60 
8.47 
2. 38 
3.1h 
2.82 
3.66 

-i.46    i.33 
-2.41    0.74 
-1  88    0.80 
-I.91I0.68 
-0.33!  1.46 

1 
-1.291  0.65 
-0.02   2.43 
+0.39   1.40 

0.0 
0.0 
0.0 
00 
T. 

V 

0.0 
0.0 
0.0 
0.0 
0  0 
T. 
0.0 
0.0 
0.0 
0.0 
0.0 
0  0 

V 
V. 

T. 

T. 
0.0 
T. 

T. 
0.0 
0.0 

T. 

T. 
00 
0.0 
0.0 
0  u 
0.0 
0.0 
0.0 

T. 
00 
0.0 
0.0 
0.0 

""t." 

0.0 
00 
0.0 
0.0 
00 
0.0 
0.0 
0.0 
0.0 
0.0 
0,0 
0.0 
00 
0.0 
1.0 
0.2 

11 

10 

Joe  Lagore.  * 
S.  J.  Lowry. 

7 

8 

16 

8. 

RagBelfville 

" 

Wm.  Shelton. 

un^ou::""::::;: 

CENTRAL  DIVISION. 

Ad<iiBOD.Daiii45 

Breckinridge..... 

7 
9 

"lo" 

8 

14 
14 

sw. 

Lockmaster. 
C    E    Barret 

40.5 
44.9 

+  5.6 
+  S.9 

65 

4 

15 
21 

15 

15 

37 
as 

Bowling  Green 

Brownsville,  Locke  i- 
Burnside                    

Warren 

Mrs.  Liiiie  G.  Causey. 
Lockmaster. 

Kdmonson 

Pulaski 

-1.20 
-025 

+0."37 
1  11 

i.io 

1.36 
1.49 
1.95 

Carroll 

Bullitt 

Campbell   

Boyle   

42.0 

44.7 

43.5 

+  '3.' 6 

'67' 

...... 

"12' 

"15  " 

"32' 

8 

14 

9 

sw. 

R    P.  Amos 

Cold  Spring,  Dam  86  . . 
Danvillf 

72 
65 

23 
It 

19 
19 

lit 

15 

40 
36 

g 

10 
5 

13 
17 

sw. 

R.  P.  Coldiron 

Dix  Dam.Burgin 

-i.oy  1.04 
1  1  35 

-1.201  1.30 
-1.59   0.75 
-1.361  1.12 

« 

Kentucky  Utilities  Co., 

Wairno 

PnlMki ::;■ 

42.5 
41.9 

44^4 

'43.6 

li'i 

+  5.5 
+  5.0 

+ '6.'2 

+  '6.'S 

67 
'76 

...... 

"•iit 

15 
16 

"19" 

17 

"io" 

15 

15 

"is" 

"iB  " 

'15' 

34 
40 

""37"' 

'25"' 

"'36  " 

9 

8 

9 
6 

13 

17 



w. 

Mrs.  Katie  Payne- 
Lockmaster. 

Frankfort,  Lock  4 

Gest  Lock  3 

^       ^ 

8 

17 

6 

se. 

+  0.18 
-1.92 
-1.67 
-1.23 

'-i-i'-'bi 
-0.69 

1.25 
1.65 

0.84 
1.28 
1.21 
1.28 

Greensburg  

High  Bridge,  Lock?... 

Green  

Jessamine  

Breckinridge 

Oldham 

3 

1 

27 

s. 

Mrs.  Bettie  K.  H.  Alcorn. 

9 
16 

8 
3 

14 

12 

sw. 

L   0  Stiles 

J.  C.  Ogg. 

Kentucky  Utilities  Go. 

D.  Lem  Hughes 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmater. 

Grayson   

44.0 

41.0 

42.0 
40.6 
10.4 

+  6.8 

+  5.2 

+  '4^4 

65 

"65" 
64 
67 

21 
3 

21 

It 

18 
18 

"21" 
:^0 

12 

15 
11 

...... 

15 
15 

36 
31 

"29" 
33 
41 

4 
9 

9 
8 

... 

18 
14 

sw. 

Little  Hickman,  Lock  8 
Lockport,  Lock  2 

Jessnmiue  

Henry 

-O.SOi  1.09 

-o.go!  1.33 

-0.33i  1.95 

I  l.ft6 

0.78 

1.30 

-0.481  0.88 
-1.051  1  20 
-2.02    1.P3 
-1.02!  1.28 

1.19 

1.07 

jetterson  . .. 

5 

's 

"5 

"e 
0 

7 

19 

6 

"'5 

7 

■9" 

12 
6 

7 

20 

is' 

16 

17 

"22 
19 

14 
5 

sw. 

sw. 
s. 

sw. 
e. 

Do    Bowman  Field. 

Mammoth  Cave 

"Monticello               

Edmr.nson 

Wayne          

Ivan  J.  Ellsworth. 
E.  0.  Cooper. 

41. C 

h  '5.' 2 

Hardin  :.•.■.■  :.■.■.■.■.■; 

66 

It 

13 

7 

44 

41  1 
43.6 
42.6 
40.6 

+  6.4 

65 

68 
70 

23 

21 

21 

15 
20 

18 
15 

15 
15 
15 
13 

84 

34 

29 
S5 

35 

Smith's  Grove 

C.W.  Gurnsey. 

McCreary  

Taylorsvllle  

Tyrone,  Lock  6 

Williiimstown 

J,  D.  Brown. 

2  25 

'{'.si 

3.04 

-l."8J    0.75 
-1.61    0.56 
-0.81    1.05 

-i'8o!"o.'67" 
-1.22    1.24 
-0.96    1.08 
-1.05    0.82 
-1.95    0.48 
-1.261  0.91 
-1.  26    0  75 
-0.88    1.00 
-0.41    0.77 
-0.46    1..30 
-1.6S:  1.48 
-0.24    1  24 
.    .    ..]  1.18 
-0.58'  1.71 
-0.99    0.76 
0.50 

41.4 

+  6.6 

65 

2 

16 

lit 

12 

5 

14 

e. 

Miss  Nettie  B.  Simpson. 

Woodbury  Lock  ^ J 

Butler 

EaBTERN    DIVISION. 

Annville 

Jackson 

il 

+■3.' 8 
+  4.5 

"eY' 

68 

"22" 
8 

17 
12 

"15' 
lit 

"34" 

32 

"i2 

5 

3 
7 

ifi 
19 



Robert  Johnson . 

\.Bhland       

Boyd  

534 

1070 
611 
684 
600 
668 
870 
593 
589 
540 
869 
663 
776 

1566 
.S84 

4000 
524 

1128 
930 
800 
497 
620 
636 

1036 
732 
631 
926 
.571 
52S 
939 
646 
964 

Lockmaster. 

Berea 

Madison     . 

D   H.  Center. 

College  Hill,  Lock  11  .. 

Madison.. 

Cynthiaua      

Uiirrison    

42.2 

+  5.' 8 

68 

"it 

...... 

...... 

41' 

2.80 
1.67 
2  6n 
2.14 
2.84 
2.38 
2.8;i 
3.0;^ 
S.42 
3.55 
3.10 
2.65 
U81 
1.72 

S    M.  Hill. 

Pendleton  

"7' 

::' 

is' 

'.^■^ 

Jessie  oidham. 

Mrs  CordaC  Stamper. 

Grayson 

Greenup,  Dam  30 

Hazard         

::: 

42.6 

"es" 

:::..: 



"13" 

"is  " 

■■35" 

Perry             

H.  A.  Baily. 

Heidelberg,  Lock  14. .. . 
Jackson  

Lee  .:::... 

7 

1 

23 

sw. 

Breathitt 

Jas.  T.  Gofl. 

Letcher 

.    ! 

2" 

14 

"21 
14 

n. 

R.  J.  Howard. 

Louisa 

Lawrence  ... 

Harlnn 

41.8 
41  4 

+  '61 

'68' 

"it 

22 

12 
16 

""is"' 
lit 

PO 
36 

'8 
S 

Zeb  Heston. 

Lynch  [near] 

JauT  s  S.  Allen. 

MaYsvilleDam33 

Middlesboro   

Bell 

Matthew  Woodson, 

Mount  Sterling 

Montgomery 

41.  4 

+  5  8 

65 

22 

18 

15 

30 

2.09 

-2  33 

l-IO 

0  0 

9 

17 

6 

w. 

W.  R.  McKee. 

Oneonta.Dam35 

Campbell 

"37" 
48 
39 

36" 
'36' 

2  09 
3.31 
3.26 

"i"32 

n  01 

T. 
00 
0,0 
0  0 
on 
00 
0.0 
00 
0.0 
0.0 
0.0 

8 

"7 

7 

16 

... 

18 

■■9' 
9 

10 

"is 

15 

11 
"8 

sw. 
w. 

Lockmaster. 

PaintMVllIe 

Pik*>ville 

Johnson 

Pike 

43.8 
44.4 
43.2 

'43'.  8 
44:6 

+  ■3.' 6 

+  '5!6 

... 

70 
69 
69 

'es" 

'65' 

...... 

23 

1 

"it' 

"19' 
15 
15 

"26" 

"17  " 

18 
11 

"'is" 

15 
15 

11 

"is'" 

i  0.98 

-0.26'  0.81 

'1.42 

-0.41i  1.23 
-0.55:  0.98 

E.  C.  Fraley. 

U.  S.  Weather  Bureau. 

Madison 

J.  W    Crooke. 

Valley  View,  Lock  9  . . . 
Vanc''burg,I)am  32 

Madison 

Lewi.'i 

Whitley 

2.51  -1.40;  l.OS 
1.70 --2. lOi  0.47 
2.88-I.21I  1.36 
S.9«-0.01|  1..16 

Lockmaster. 
Lockmaster. 
Wadely  West. 
Lockmaster. 

WiHow.Lock  13 

Lee 

Winchester  . 

dart 

41.8 
42.5 

.a 

63 
72 

It 
23 

u 
11 

11 

2 

_8_ 

21 

8 

sw. 

Airway  Station. 

State  aveca^ds  and  ex 

tremes 

2^80 

-1.C3 

2:43 

All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of 

used  In  determiningsection  or  division  means.  JKumsey,  Brownsville  :ind  Woodbury  are  Locks  on  the  Green  River; 

Reference  letters,  *.  *■.  »,  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  h  represents  two  days.  etc. 

♦  Also  on  other  dates.    +t  Received  too  late  to  be  included  in  means  and  summaries  T    Precipitation  is  less  than  0.01  i 

•Rainfall  record  by  U.  S.  Engineers;  temperature  record  bv  loe  Lagorp  at  Padii'-'ah  No.  2. 


rich  rain  or  melted  snow 
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Dully    rr.Hiliiiliitlou  for   Doc    inl.ni,    1  U-1  1  . 

SUtlOIlK 

Day  of  munth 

1 

' 

2 

S 

4 

6 

A 

7 

• 

u 

10 

U 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

28 

2fi 

27 

28 

29 

80 

11 

WtHem  DMiion 

a. 

T. 

.il 

.It 

.)( 

.... 

\f 

1.41! 

.OH 

.2: 

.... 

0.06 

'•^ 

G. 

G. 

o. 

tV 

T. 

.20 

"r 

.07 
.10 

"^j 

.21 
f.' 

.88 
.89 
.82 
.09 
.«» 
.90 

.;" 

.47 

.48 
1.19 

'.'io 

.08 

.'66 
.07 
.06 
.20 

';6« 

.22 

.04 
.17 
.26 

".60 
.18 

.07 
.22 

.26 
.81 
.26 

.16 

'.'.'.'. 

:::: 

tV 

2.04 
1.S8 

2.26 
2.W 
2.42 
8. 71 
2.28 
1.41 
2.44 

Kurllnirton    • 

.01 
.01 

T. 

".OS 

Koids  Kerry  U»m  60« 

OllbertsviUe'             

T. 

T. 

ilrtM>nvllle.                   

0. 

T. 

t''.' 

.10 
T. 

T. 
T 

.80 
.72 
1.30 

.84 

.10 
it 

T. 

T- 

.... 

T. 

0. 

HopkiusviUo*      

C 

M. 

M. 

T. 

8- 

T. 

.06 

.04 
.17 
.IS 

.07 

T. 

.77 
.07 

T. 

.89 

.02 

.60 

.... 

... 

T. 
T. 
T. 

1.47 
.86 
.62 
.1ft 

.66 

.02 

.02 

Murray  "  .•■• — 

T. 

.10 

.72 

.22 

Owoiisboro    Dnm  46* 



.01 

.02 

.07 
.02 

T. 

T. 
.08 

.76 
.74 

.05 

1.38 

.60 

'01 

'.'?0 

.34 

.05 

2.73 
1.9S 

rriiu't'ton    

G. 

01 

Uums.-y,  Lock  No.  2  » 

G. 

.01 

.o^ 

71 

.W. 

.80 

.17 

.70 

1.94 

Rus<t»llville  •          

G. 

0. 

.OB 

06 

.19 
T. 

.02 



.'oi 

.65 

.88 

'.07 

't'.' 

.68 
1.46 

.17 
.09 

.14 
.81 

.08 

2.07 
2.77 

I'uiontowu.  Dam  49' 

Central  DMsion 

Addison, Dunns.  • 

'V. 

•  IS 

.67 

.05 

.01 

.60 

.66 

.26 

.... 

T. 

2.82 

G. 

.05 

.06 

.13 
1.,32 

.67 

.90 

.06 

r. 

2.43 
.11 

.10 
1.40 

.27 

.18 

.40 

3.84 
6.08 

.90 

BowliiurOreeii  l|to-  2' 

Brownsville,  Lock  No.  6'... 

G. 

.......G. 

.04 
.18 

.t2 

t 

.10 
.11 

.... 

.'72 

.04 

.48 

69 

■  6'i 
.84 

.28 
.28 

4.01 
8.62 

.01 

s. 

■.03 

.62 
.03 
.26 

•  io 

.22 
"22 

.16 

.'.'.' 

.... 

.... 

1.60 
.56 

.(il 

.05 
.05 

.32 
.,33 
149 

.28 
1.35 

54 

.18 
.66 

.89 

OJ 

8-65 
2.86 
4.72 

CurrolItonLock  No   !'•• 

Olormont 

68 

Cnld  Spring,  Dam  36' 

0- 

.(th 

.02 

■1'. 

.0.5 

.:« 

.07 

48 

1.95 

.04 

.?f 

T 

8.20 

Danville'         

K. 

K. 

.42 

.60 

'.'62 
.61 

.10 

.12 

'42 
.20 
'1. 

.13 

'.'07 

1.06 

I'.Sb 

1.30 
.69 

.06 
'.02 

T. 

'.'i.s 

.'."^ 

■.'27 

.29 
.11 

.25 
.53 
.31 

.45 
27 

'.'40 

.26 
■.■67 

.01 

■.'62 
^02 

2.78 
2.61 
3.27 
2.96 
2.21 

Dlx  Dam,  Burgin 

1.04 
.... 

Eubauk      

C. 

K. 

Frankfort.  Lock  No.  4* 

.ill 

.07 

T 

.23 

.16 

K. 

G. 

.16 
10 

T 
43 

.08 
07 

.54 
1  00 

.07 
01 

.27 
28 

1.12 
14 

.19 
12 

T. 

III 
2.78 
2.60 
2.36                                   ' 

Urant,  Dam  .SS' 

O. 

0. 

K. 

.04 

.31 

'09 

.05 
.01 
.16 

T. 

T 
f.' 

.y . 

.... 

T. 

:::: 

1.'55 
.84 

.04 
.'22 

.63 
.30 

.27 

1.25 
.05 
07 

".0\ 

.41 
.22 
.32 

■.'06 

.04 

.0:^ 

High  Bridge, Lock  No.  7'.. 

'1- 

Irvington   

.2S) 

,12 

.M 

.02 

1.28 

.Ot 

.08 

.'M 

T. 

2.70 

' 

LaGraiige; 

Lancaster- 

\^- 

1  ■'i 

.06 

.23 

.11 
08 

T 

.... 

T. 

1 22 

.67 

07 

121 
.13 

.55 
13 

1.00 

.20 
''24 

.30 

3. 26 
4.70 
4.05 
2.28 

04 

.02 

'99 

.01 

1.20 
■.'09 

G. 

, K. 

.... 

.31 

.27 
.02 

.71 
.18 

.63 
.66 

T. 

T. 
21 

1.70 
.05 

.19 

't.' 

't  ' 

Lexington  t 

.01 

.88 

Little  Hickman.  Lock  No.  8 

't K. 



.,-16 

18 

1,1 

1  ()') 

.09 

.11 

.32 

Lockport,  Lock  No .  2  ' 

K. 

O. 

".O" 

.24 

.'12 

.08 

.62 
.31 

.11 

't.' 

T. 

T. 

T 

■.'17 

1.85 

1.38 
.02 

'.'46 

.28 
T. 

't 

■f.' 

T. 

.06 

2.88 
3.41 

Louisvillk' t 

T. 

T. 

,3? 

Do.  Bowman  Field 

0. 

.04 

.11 

T. 

'1'. 

.,17 

35 

■r 

■1'. 

73 

1.56 

.Oil 

37 

T. 

'1. 

■I'. 

09 

3. 16 

.Mammoth  Cave^ 

G. 

■  \i 

.16 

.62 

.11 

.... 

'1'. 

.7! 

.02 

39 

.6f 

.1: 

8.00 

llouticelUi  » 

C. 

.6! 

.05 

.47 

.... 

1  30 

.40 

.22 

3.17 

Munfordville  ' 

G. 

.,^2 

.42 

'1'. 

.88 

.01 

.33 

.81 

.11 

2-60 

1 

St.  John 

.01 

.16 

.31 

.Oi 

.02 

(M 

.01 

04 

.11 

.03 

1  '."O 

.6< 

ni 

22 

3.47 

. 

SalvIsa.LockNoe't 

.... 

.31 

T. 

.0,'i 

.1,5 

•r 

1.0! 

,04 

.43 

.22 

2.38 

; 

Shelbyville 

S. 

.16 

16 

.66 

. 

1  28 

50 

.40 

3.16 

:^oi 

'1'. 

1.19 
.89 

.12 
1  07 

.35 
.12 

.31 

.58 
24 

2.82 
8.66 

Stearns" 

C. 

.39 

.49 

... 

.14 

K. 

'.'is 

"05 

'.'16 

.... 
... 

.... 

.'io 

.20 

05 

.01 

1.60 
4? 

.3? 

.27 

Tytoue.LockNo.sn 

O.S 

29 

03 

2.25 

Williamstowu  ■ 

L 

G 

■;;; 

.12 

.IS 

T.' 

z 

.10 

. . '.  ' 

'.'.'.'. 

.56 

.'63 

.47 
•  78 

.50 
1.05 

.03 

.26 
.20 

2.03 
8.41 

A-oodbary.LocUNo.4« 

Eadern  Uii'mon 

AnnviUe  * 

C. 

t" 

Ashland' 

o 

K. 

K. 

■■;".'.'.:l: 

L. 

T.' 

.67 
.97 
1.06 

.10 
.... 

i" 

.15 
.03 
.19 
.08 
.03 
.13 

f.- 

.63 
1.21 
108 

.66 
,48 
.91 

.22 
.16 
.24 
.09 
.19 
.23 

.08 
.02 

.82 

09 

1.85 
3.04 
3.02 
2.80 
1-67 

T 

.04 

T. 

.27 
10 

.01 

.04 

.01 

.44 

'.'38 
.38 

College  Hill,  Lock  No.  11'  . 

.02 
T. 

'.'02 

13 

•  24 
19 

.08i... 

•f 

.6,1 

.06 

Flemi.igsburg- 

L. 

.2? 

.U 

75 

51 

.09.... 

.41 

2  14 

Ford  Lock  No.  10  *f 

o. 

0 

....    .   K. 

K . 

.42 

.77 

.04 

.08 

.03 
.OS 

T. 
.10 

1.00 
68 

.10 

.40 

']•. 

.27 
.38 
.28 
.20 

29 

.24 
.20 

■.'25 
.4? 

T. 

.26 
.15 
1..S0 
.30 

.17 

T. 
T 

2.84 

2.33 
2.83 
8.08 
8.  42 

(JreenupDam    30^ 

Hazard'^  ... 

.44 
1.48 
1  24 

.13 

.08 
.07 

sn'  .18 

Ofii   .13 

r 

Heidalberg.  Lock  No.  U\... 

..    i    .71!    .)6i    .oai    .24 

.0? 

Jackson  ■* 

K  ,   ..    1.05^ 

.4t 

1.18 

.05 

.05 

.62 

.2r 

^.56                                     i 

K,l....   ...       .IS 

.37 

Louisa^ 

B.     ..       .541  .21 

.02 
05 

.21 

.20 

.02 



.76 
.30 
.55 

.08 
.10 

1M 

.31 
T 

T 

.17 
.15 
23 

.... 

f 

T.' 
T 

2.66 
1.81 
1.72 

Lynch[near]   

MaysvUle,  Dam  33' 

.31 

.20 

T 

O      ... 

.31 

Oft 

0? 

" 

■^8 

,07 

Middlesboro      .  .- 

r. 



.-    1...    i....i.... 

.... 

MountSterling 

T..;   ,39 

l.lilj   •■■' 

.06 

48 

2.09 

Oneida  «t 

".'ii 

...    |....!   .04 

'tV 

.... 

".  it  "^]f.  '.'.'.      T 

OneontaDam35' 

1 

.sa 

91 

.01 

21 

T, 

ni 

2  09 

.a, 

.271...    1   .4C 

.H8   .07; 

Of 

.?r 

.08 

8. 31 

Pikeville" 

.W) 

...       .401.... 

'1' 

,55 

.81    T    l....i.... 

41 

.67 

IS 

T 

03 

Pippapass    — 

-K.!---. 

..w 

.02    .19    .01 

.08 

1   4? 

.05 

.... 

T. 

.60 

08 

3.04                                       i 

Quicksand' 

K.   .... 

1.11 

.24  ...    1  .  16 

1  93 

.51 

hnvenna.    Lock  No.  12* 

'K.  ... 

.96 

.17    .081   .22 

.98 

.08 

T. 

.1? 

.18 

.1? 

2.86                                    ' 

. 

1  9r 

If 

... 

.If 

.50i.... 

2R 

Valley  View.  Lock  No.  9   ... 

K  :  -. 

.411 

.10               18 

.... 

1   05 

.1? 

j 

.051.... 

96 

.1»1.... 

.95 

2  .51 

Vaucfhnr?.  Dam  No.  32  V  . . . 

0  :  .. 

11 

-Hi    .09.    .^3 

■■•■1    

.47 

.16 

.05 

.25 

:]i- 

27 

.... 

1.70                                        . 
9.88 

Williamsbnrs'.   

.... 

.431.... 

'.Villow,  Lock  No.  13'.    ..... 

K  I   . 

l.Sfi 

.05      \f.\   .24 

1  •?« 

.09 

....i....r,29 

.411  T. 

.14!... 

f.  i     R.9Q                                       1 

Winchester  •• 

... 

..i.28JT. 

-i'' 

1      1 

.57 

.... 

.... 

T.,.04l.... 

...    j   .121   .28:  .03j   .18 

I'""    ■   l"" 

... 

...    1     2.49                                       1 

KKcepi  as  otherwise  indi 

-ated  observations  are  generally  made  late  in  the  afternoon,  near  ouTiset.  and  nrBcinitation  rpcnrded  1=  for  24  hours  ending  at  time  of  observation                                     ' 

'First-order  Weather  Bureau  sta'.ion:  precipitation  is  lor  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.    'Precipitation  meapured  in  the  moniing:                                     i 

amount  then  recorded  is 

for  ihp  ..recedimr  24  hours.                     ;Precipitat!on  measured  with  recording  gage.                  'Included  i'l  the  next  following  raeasurement. 

T.  Tracp.  or  precipifati 

m  1-ss  tnan  n.01  inch.               tPost  office  addvess'-s  as  foUowsr-Lock  "S.  Lnwrencehnre.  Kv.  :    Lock  fi.  Vprpmllpp.  Kv.  Lock  8.  Xicholasvi'Ie.  Kv. 

T.ock  in.  Rpd  House    Kv 

•  OneoTita.  California.  Kv.                  River  drainage   area   In  which  station  is  located  is  indicated  as  follows-  ( B)  Big  Sandy :  (1)  Licking:   I^. 

Kentuckv:  'S>  PaU-  'n 

Green:     PI  CXimberland:     T)  Tennessee:  'OlOhio:  '  \n  MississiDoi 

"•Airport  station.    Data  for  24  hours  ending  at  12.80  a.  m  .  90th  meridian  time  adjusted  to  day  they  occur. 

1 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

jWjgV 
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CLIMATOLOGICAL  DATAi  KEN'XUCKY  SECTION. 


December.  1941 


Daily  TemperatTxreiS  *fcirr  December,  1941. 


6       7       8       9     10     11      12      13     14     15     16 


23     24      25     26     27     28     29 


Western  Division. 
Beaver  Dam  j  ^f. 


S  Maximum  . . 
(Minimum... 
\  Maximum  . . 
I  Minimum... 
S  Maximum  . . 


Hopkinsville 
Lovelaceville  . 


I  Maximum  . . 
I  Minimum .. . 
)  Maximum  . . 
(  Minimum... 
j  Maximum  . . 
/  Minimum. .. 
S  Maximum  . . 
(  Minimum... 
j  Maximum  . . 
(  Minimum.. . 
j  Maximum  . . 


Russell  ville§§. 


)  Minimum.. 
I  Maximum . 
I  Minimum.. 
1  Maximum  . 


Anchorage 


Bowling  Greeu. 


Clermont . 
Danville.. 


Dix  Dam 


Minimu 


'  Minimum... 

(  Maximiun  . . 
■  ■  ■  I  Minimum . . . 
B-Mhank  >  Maximum.. 

v-^^OB,nt (Minimum... 


Frankfort 


tioulsville 


Smith's  Grove 


j  Maximum  . . 
I  Minimum... 
J  Maximum  . . 
(  Minimum . . . 
5  Maximum  . . 
(  Minimum... 
\  Maximum  . . 
(  Minimum... 
j  Maximum  . . 
(  Minimum... 
j  Maximum  .. 
i  Minimum.. . 
S  Maximum  .. 
(  Minimum.. . 


\  Maximum  . . 
I  Minimum... 
t  Maximum .  . 
S  Minimum... 
:  Maximum  . . 
:  Minimum... 
:  Maximum  .. 
;  Minimum... 


Taylorsville   • 

Williamstown \  Mf.^,^""  •  • 

/  Minimum... 
Eastern   Dingion. 
i■n^^i^^^         .Maximum.. 


Farmers 

Heidelberg 

Lynch  [near]  . . 

Maysville 

Middlesboro  — 
,\Tount  Sterling 


Maximum  . . . 

Minimum 

Maximum  . .. 

Minimum 

Maximum  . . . 

Minimum 

Maximum  . . . 

Minimum 

Maximum .  .  • 
Minimum 


(  Minimum... 
;  Maximum  .. 
:  Minimum... 
j  Maximum . . 
I  Minimum... 


Williamsburg  . 


iMaximum .  . 
:Minimum.. . 
; Maximum  . . 
:Minimum... 
:Maximum .  . 
IMinimum. .. 
S  Maximum  . 
'  Minimum.. 


62!     48 


•W      50l 
631     62 1     e-ll 

401     53I     60I 


17j     34 


62 
2S 

«0|     66 


85]     28 
26 


33     41 


60     66 

S5|     33 


29      39 

62;     63      62 

32'     43' 


43]     28 

m    4,1 


''33. 6 
52.9 
38. a 
52.1 
38. 0 
51.3 
Sl-8 
51.6 
'63:h. 
63. 2' 
33.3 
51.4 
34.6 
61.0 
35  2 


49. * 

81. 8 
53.3 


31.8 
55.5 
S3  9 
62.0 
,35.0 
52.7 
32.8 
51.6 
32.2 
54.6 
34.2 
52.6 
34.5 
50.0 
32. 2 
64.0 
34.1 


48.3  ' 

32.9 

51.1 

29.7 

61.7 


32.7 
51.3 
35.9- 
51.6 
33.6 
49.9. 


52.1 
32.9 

,■^2-6 
71.8 
52.7 
32.5 
58.6 
26.1 
49.8 


44 

46 

04 

3R 

50 

47 

32 

46 

."iO 

22 

33 

42 

50 

24 

34 

45 

4K 

?f| 

27 

,3? 

48 

71 1 

35 

54.0 
32.7 
56.1 
32. 7 
54.7 
81.7 
60.9 
S6  fi 
54.9 
34.5 
49  2 
34. » 


SS  Instruments  are  read  in  the  1 
*.''.''  etc.  indicate  repppcHvPh 
B  O  Louisvillp.  1-27  42  IW 


1  charered  to  the  prpcedine  dav.  nn  which  it  almost  always  occurs 


v\..\.\A,'A.U. 


Vi  . 
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GENERAL,    SUMMAKY. 

Tin-  prccipitntiiin  shorttiK*'  t'>iil  bcyiiii  in  May,  11)40,  pcM-siefcd 
thnniHli  tli(Hirt*t  live  inontlksol'  tiiisyt'ar.  Tlictdtal  (Icllcieiicy  for 
tht'p(>riocl  Januury-.May  was  11. -M  iiiohos,  which  it*  ")(;  j)i'r  cent  o\' 
the  nonual  precipitation.  Water  supplies  in  upland  regions 
became  very  short,  and  were  only  t(>uiporarily  replenished  by 
the  rains  of  June  and  July.  Deiicient  rain  again  in  August  and 
September  aggravated  (he  situation  with  respect  to  water  sup- 
ply. In  the  hilly  uplands,  where  small  streams  quite  generally 
dried  up,  hauling  of  water  continued  with  only  brief  cessation 
until  the  October  rains.  While  moisture  in  the  upper  soil  was 
adequate  in  most  sections  during  the  principal  part  of  the 
growing  season,  it  remained  deficient  in  the  subsoil  until  late 
fall.  Slow  recharge  began  in  most  sections  with  the  copious 
rains  of  October,  but  some  southeastern  counties  continued 
relatively  dry.  Most  of  the  year's  precipitation  fell  in  light  to 
moderate  amounts  that  were  almost  coinpletely  absorbed  by  the 
thirsty  soil.  Kun-off  was  unusually  light  and  the  streams 
of  the  State  with  a  few  local  exceptions,  remained  low  through- 
out the  year. 

The  dry  winter  weather  favored  plowing,  which  advanced 
better  than  usuhI,  but  the  prevailing  low  temperature  and  frozen 
ground  during  February  and  March  discouraged  outdoor  activi- 
ties and  delayed  the  early  stages  of  spring  work.  Making  of 
tobacco  plantbeds  and  other  early  seeding  occurred  a  week  to 
two  weeks  later  than  usual.  Temperatures  were  not  low  enough 
at  any  time' during  the  winter  to  injure  fruit  buds,  also  there 
were  no  extended  warm  spells  to  cause  the  buds  to  expand. 
The  cold  March  held  back  fruit  so  that  blossoming  occurred 
later  than  usual  in  April,  without  important  damage  from  the 
light  freezes  that  followed.  Decidedly  warm  weather  in  April 
brought  forward  vegetation  and  largely  made  up  for  the  delay 
caused  by  the  late  winter.  Dry  weather  in  ]May  had  commenced 
to  injure  the  developing  crops,  when  the  timely  rains  of  early 
June  restored  good  growing  conditions.  The  rains  of  -June  and 
July,  which  e.^ceeded  the  average  for  these  months  by  20  per 
cent,  practically  made  the  staple  crops.  These  rains  began 
early  in  June  and,  with  the  exception  of  one  decade,  continued 
until  after  the  middle  of  July  through  the  period  of  the  maxi- 
mum growth  of  corn  and  tobacco.  Since  they  prevailed  during 
most  of  the  period  of  greatest  heat,  they  had  a  marked  influence 
in  preserving  summer  pasturage.  Rains  in  the  last  half  of  August 
and  in  early  September  were  generally  sufficient  for  the  late 
crops.  The  soil  became  too  dry  for  satisfactory  seeding  late  in 
September,  but  rains  in  the  first  decade  of  October  were  suffi- 
cient to  bring  up  fall  grains  and  improve  pastures.  Prevailing 
warm  weather  in  October  and  much  of  November  caused  pastures 
to  remain  available  later  than  usual.  Moderate  temperature 
with  sufficient  atmospheric  moisture  to  condition  tobacco,  fa 
vored  early  stripping  and  marketing  of  this  crop. 


April  -Thf!  prinalllni;  warmth  advanced  pasturoH,  jnaliiK.  and  alfalfa  iiKin-  rapidly 
limn  iiMial.  AlUiou«h  loliaccn  plant*  cniiio  up  lali;.  tln^y  had  iifcuilr  n*clifd  nr-BHonal 
sl/.i>  hy  till'  I'lid  (if  the  niontli.    The  nhti<irnmlly   warm   wi-Bthur  cncoiiraKod  I'lirly 

\;nv  !■,,  ini,  ,  ■,  n,.i.ii>.i  ^1. '.  M,,i;,(,  .!  ,  I,  ,1  Ivly  towiird  ttn-<-iid,  (;<,rii  (r«-ri>d- 
•  uii-   I    'i        !  :i  :       '    '      ■•'"■       M  ■        .  ..   ,1.  . -ird.     W„i.Tf(,rllvi-KtoclMinddr,m<-M. 

II.   I       '1  I  I      !    I       I       '  (    '  I'M,  ■ !       ..  I,  .  .  1  M  .   ,•  (loiiiandH  Iji-conit  iiioro  Ki-n<T8l. 

■iiiii.  ,  i.iH  .h  1 1 ..  1  iiiiiii  .,■, .  1.  1 1  ,hm1  .  ■injiK- costLTn  partof  Ihi'Klulcrocclvod 
(.Ills  rii,,ui;h  i.iii,  In  n.|i,.vr  ilic  .jrouifl.i  foi  iifh.rt  limo-  Tho  dry  pi^rlod  In  the  Inst 
hull  of  llic  month  lavorod  hay  harvoHt.  Crop  condltloiiH  were  KatlHfafitory  In  mont 
ilistiicts  ot  Ihr  cud. 

•Uily.  -lii'ftvy  rains  in  tlio  first  wiiek  cauKed  some  nin-o(T  that  Mughnd  small  stream  k 
and  tMiiiporarily  ivll,\,.il  I  In-  «  utrr  nIktIh^.v  i:xic-pt  In  the  extreme  western  ('0untl(4i 
nioisturn  rctniiin.Ml  siii:i,-i,-iil  foi  ili.-  n.  .-.N  .,1  .  i.,|,,. 

Aiik'ust.     Coiiioiiih.   lull    I .In  u|,lui..l    iMi-d  badly  dnrlniftho  firsthalf.    The 

rains  i-Mino  too  Inti'  for  ihi-  mi  i,  i.ui  ;iii;.roM  .j  iln'  irop  on  more  resistant  i-olls.  'J'ho 
hoi  dr\  wiMiilnT  riiii-..!  I  i;h  '  .  .1  11  II  rnLoit>  in  i.otjj  corn  and  tobacco- 

s.  |it.  iiii.,.i  11,,.  1,1-1  u,  I  ,|..  :i.!i  '\  .ir  aliiioi^t  rainless,  and  the  southern  counties 
ri'c.  n.  .1  oui\  inrhi  riiiii  :ii  .<r.\  Mn,.  m  III,-  iriouth.  Late  crops  suITcred  from  dindn- 
islir.l  KMiutii  a  11.1  |.r.  iiaoii,  i,|,.  imi-  loliacco  was  reduced  In  size,  but  ripened  iiiori! 
Kcn.'i:ill:i   nii'l  cur..!  \,:r.v  ra|.i.ll\ 

(((•loliiT  — Tlnu'Iy  showers  aidc><l  seeding,  but  had  little  eft'ect  on  tha  water  stipplv. 
Only  local  replenishment  occurred,  and  hauling  of  water  continued  In  the  drier  upland 
districts.  High  temperatures  produced  strong  late  growth  of  pa.slurcs  and  forage 
crops. 

November. —Sio\i  iniiiroMMirnt  in  fall  grain.s  continued  during  about  two-thirds 
of  the  month.  Adaini.  i..!i..'l  .:\rl\  in  i  he  niouth  caused  some  damage  to  Com  in  the 
lielil,  but  fair  wcatli.r  l.ii.  i  ai'.  a  n. .  -l  -ailicriug. 

December  -.Aim. .Ill, al  \.aiiiiili  .luring  periods  of  considerable  length  caused 
Kralns  and  pastures  t..  iiiali.' >oni..  Ki<n\ili.  The  mild  and  relatively  dry  weather  fa- 
N'ored  stripping  and  UiaikeliiiK  lohaico. 


COMPARATIVE    ANNUAL  DATA  FOB  KENTtTCKY.      _ 

Temperature.         Precipitation         Numborof  days. 


Ijsg9 j 

55.6 

1891 

56  3 

l^iQ ..                    1 

55.3 
55  5 

1893       1 

1  sq  t                    

57  1 

1S95 

55.0 

.57 : 2 
57.2 
56.4 
57.7 
■55.3 

139S 

is;i7 

1898 

1899 

1900 

1901 

1903 

55.8 

190.5   

;soi-. ....... 

55.8 
57.0 

1908 

1909 

1910.    ..    .  

1911 

57.7 
56,5 
55.3 
58.0 

The  Woather  By  Months. 
was  negligible  and  there  wa.s  corisidera,bIe  fre  'zing  and  thaw- 
suffered  little  injury,  partly  on  account  of  moderate  tempera- 
:  of  well  drained  top  soil.    There   wa*  no  run-off  that  would 


January  .—Sno' 
ing,  but  winter  gr.i 
ture  and  partly  bcf 
damage  fallow  Ian. 

February.-l'reeipitation  averaged  only  about  20  per  cent  of  normal  and  the  re- 
snltini?  nryness  of  the  soil  prevented  damage  to  grains  by  the  frequent  hard  freezes. 
\ery  little  progress  was  possible  with  early  farm  or  garden  preparations. 

ilarch^- Potatoes  planted  before  the  severe  freezes  of  the  17-18th  were  so  seriously 
damaged  that  they  had  to  ba  replanted.    Tomplaints  of  ground  water  shortage  and 
r-k  came  from  upland  districts  toward  the  end. 


imited  supplies  for  1 


.57.9 
55.5 
CO.l 


,56.2 
67.6 
59,0 
67.7 
58. 4 


35.97 
58.82 
49.09 
44.25 
44.71 
.34.81 


44,68 
46.72 
52.38 
46.38 
44.40 
35.65 
44,35 
41.16 
35.10 


46.77 
47.93 
47.46 
41.80 
51.92 
45.49 
■16.01 
40.64 
,52. 13 
46.90 
49.42 
44.43 
53.92 
42  68 
41.11 
49.95 
.53.45 
46. 61 
48.46 
27.86 


57.40 
37  94 
49.. H6 
45.78 
47.35 
3><.86 
33.45 
45.20 


8.1 
12.5 
24.6 
12. 9 
11.7 
14.0 
12.9 


67  143 

74  127 
77  125 
80  122 
93  122 
87  1  106 
91  '  119 


t53  Vear  average. 


Kat; 


'ry  Ubr^*": 
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CLlMATOLOCilCAL  DATA:  KENTUCKY  SECTION 


Annual.  19^1 


Climate 

logical 

Data 

for 

the   Year    1841. 

Counties. 

1 

c 

1 

Temperature  (degrees  Fahrenheit). 

Precipitation  (inches). 

Number  of  days 

0 

SUtious. 

•a 
I 

§ 

< 

1 
to 

£ 

j 

•0 

ii 

a 

►4 

i 
1 

1 
t 
0 

5 

g 

1 

1 

1 

5 

ll 

r 

s 

h. 

5-9 

1 

1 

•a 

1 
£■0 

f 

WEBTEBN    DIVISION 

Beaver  Dam  

Ohio  • 

McLean  

441 
437 
420 
356 
■131 
619 
640 
332 
524 
445 
364 
412 
420 
404 
341 
529 
384 

357 

352 

700 
500 
410 
705 
4S0 

""489 
955 
770 
622 

1177 
504 
490 
780 
506 
581 
544 
646 
850 

1032 
635 
989 
560 
48-'^ 

35  1  57.9 

102 
101 

106 

Aug.    9t 
July     7 
July     2 

Jan. 
Mar. 
Mar. 

6 
la 

36 
89 
52 

m 

25 
3 
29 
46 
13 
33 
16 

\l 
60 
87 
25 
30 
13 

14 

41 
59 
25 
51 
43 

6 
15 

9 
18 

6 
48 
51 
86 
16 
17 
53 
40 
44 

3 
16 
46 
59 
31 
S2 

1 
4 
IT 
46 
28 
53 
6 
6 
37 
2i 
39 
25 

20 

2i 

40 
82 
25 
58 
36 
17 
26 
12 
22 
18 
25 
7 
17 

2 
46 

51 
52 

5 
20 

8 
41 

8 
16 
24 
51 
28 
26 
47 
25 

5 

31.33 

28.36 
31.  42 
31.76 
31.96 

32  61 
29.92 
32.25 
34.64 
31.59 
32.04 

"30.06 

"31.65' 
31.21 
26.45 
24.10 
32. 0» 

33.27 

33  57 
41.04 
3i.l8 
40.43 
33.73 

"28:94 
35.29 
30.98 
37.76 

'34.' 08' 
34.63 
33  62 
28.49 
40  34 
30.56 
31.93 
34.38 
35.25 
32.12 
33.12 
32.38 
36.24 
30.7- 
33  16 
38.82 
41.24 
34.49 
31.17 
36.10 
S6.57 
29.56 
37  67 

6.22 
6.96 
7. 78 
6.09 

5.91 
6., 58 
5.08 
7.04 
7.02 
6.88 
7.18 
6.04 
6.10 
5.80 
6  99 
5.84 
5.56 
4.66 
6.40 

6.54 
6.48 
7.39 
6.69 
7.  48 
8.23 
8., 58 
6.44 
6.84 
4  84 
8.52 
6.40 
.5.14 
5.86 
5.72 
6.. 38 
7.72 
6  11 
5.3.^ 
7.57 
5.73 
5.10 
7.34 

r.^8^ 

6.82 
6  30 
7.67 
10.41 
7.87 
4.34 
7.34 
6.31 
7.68 
8.40 

July 
(;et. 
July 
Oct. 
Oct. 
July 
Oct. 
July 
July 
Oct 
Oct. 

Oct. 

Oct. 
Oc  . 
0  c. 

Oct' 
July 
Oct. 

July 
Oct. 
July 
July 
July 
June 
June 
June 
June 

July 
July 
July 
Juue 

Oct. 
June 
Ju^e 
Aug. 
J '.My 

iT. 

June 
Oct. 
July 

is 

June 

July 

■j'n'ne' 
June 
June 

June 

iZ 
July 
Oct 

^uly 
July 

J%^ 
July 

:i;i; 

July 
July 
July 
June 
July 
Oct. 

j'i'ne 
Jnly 
June 
July 

:iulv 
July 

:Tniv 
Jnlv 
Jnlv 
Oct" 

0.40 

0.47 

0.67 
0.61 
0.38 
0.49 
0.77 
1.01 
0.48 
1.08 
0.83 
0.62 
0.70 
0.25 
0.25 
0.56 
0.58 

0.-5 
0.70 
0.10 
0.33 
0.84 
0.51 
0.41 
0.75 
0.51 
0.54 
0.64 
0.19 
0.53 
065 
0.37 
0.53 
0.6*1 
0.47 
0.57 
0.61 
0.40 
0.61 
0.67 
0.48 
0.77 
0.4.'i 
0.53 
0.49 
0.92 
0.  55 
0  -15 
0-56 
0.73 
0.19 
0.64 

0:39 

0:29 

0.18 
0.29 
0..59 
0.26 
0.50 
0.70 
0.46 
061 
0.50 
0.80 
0.22 
0.50 
0.41 
0.64 

0:45 
0.29 
0..59 
0  41 
0.91 

o'.5a 

0..50 
0-73 
0.88 
0  39 
0.42 
0.63 
0.65 
0.48 
0.53 

Feb. 
Sep. 
Sep. 
Mar. 

ft. 

it. 

1^. 
Sep. 

fS: 
K: 

Sep. 
Sep. 

Feb. 
Feb. 
Sep. 

Ii 

Feb. 
Feb 
Feb. 

lel^.' 

^fb; 

Feb- 
Feb. 
Feb. 
Feb. 

fS: 

Feb 
Feb- 

Sep. 

Feb. 
Feb. 
Sep. 

^;^y- 

0.2 
0.6 
3.9 
4.4 

T. 

"i'.7 

1.0 
6.0 
5.0 
2.2 
2.5 
T. 
3.4 
1.7 
3.0 
0.9 
2.0 
4.0 

1.1 
O.S 
2.7 
0.6 
3.7 

87 
8i 
85 
96 
89 
83 
112 
89 
84 
72 
87 

135 

1.'56 

204 

92 

48 
62 

181 
109 

sw. 

r,"  |.""^ 

Hopkins 

52 

60.0 

Crittenden 

Marshall. 

Muhlenburg  

Ohio... 

Henderson 

Christian 

Ballard 

Graves             

::..  ■ 

25 

58.0 

100 

July     It 

10 

Jan. 

6t 

199 
165 

15S 
202 
182 
169 

109 
91 
136 
124 
106 
134 

67 
109 
66 
39 

77 
62 

g 

Hartford,  [near] 

Henderson 

Hopkmsville         

10 
46 
13 
33 
16 
45 

68. 5 
58.7 
60.7 
60.7 

'57:3' 

102 
101 
104 
103 
101 
100 

June26t 
July     1 
Aug.  lot 
July    2 
Aug.  11 
July     2 

9 
11 
U 
11 

14 
6 

Jan. 
Jan. 
Jan. 
Jan. 

19 

6 

6t 
27 

sw. 

LovemceviUe  

Mayfleld           

s' 

Slurrav                       ■  • 

' 

82 

191 

59 

112 

Owensboro,  Dam  46... 

Daviess   

McCrackeu    

Caldwell        

22 
35 

■59' 9 

102 
104 

Aug.  11 
July    It 

16 
9 

Feb. 

6 
8 

96 
102 
93 
79 
90 

98 
94 
87 
101 
123 
77 

167 

98 

110 

g 

Rumsay.  Lock   2i 

RuBsellville 

McLean 

Logan 

82 

105 

July     1 

9 

Jan. 

19 

I  iiiontown.  Dam  49... 

CENTRAL  DIVISION. 

Addisou.  Dam  45 

Breckinridge..... 

42 
63 

55.0 
60.4 

97 
102 

July  30t 
July     1 

10 
11 

Ian. 
Jan. 

5t 
6 

193 
179 

76 
43 

97 
143 

sw. 

Bowling  Green 

Brownsville   Lock6i- 

Warren 

Edmonson 

Pnlaski 

Carrollton.Lockl 

Carroll 

Bullitt 

Campbell    

Boyle   

2 

188 

170 
140 

107 

70 

8W. 

Cold  Spring,  Dam  36  .. 

3.5 

2.8 

1:0 
0.7 
0.8 
0  5 
3.3 
1.5 
3.0 

LS 
0.7 

"4:5' 
4.7 
2.0 
2.8 
1.1 
2.6 

li 

l.l 
2.2 
2.8 
1.6 

113 

107 
95 
100 

"  93' 
82 
116 
91 
117 
103 
102 
111 
96 
100 
127 
76 
90 
116 
115 
118 

98 
123 

97 
104 

108 

9 

18 

"48' 
50 

67.3 

58.7 

'57:3' 

57.2 

97 
100 

'97 
99 

July     I 
July     1 

8 
11 

Jan. 
Jan. 

6 
6t 

87 
114 

108 
111 

SW. 

Dlx  Dam.Bnrgin 

EadsviUe  

Kubank 

Frankfort.  Lock  4 

Gest  Lock  3     

l'ula«ki 

May  22 
June27t 

7 

Mar.     1 

123 
146 

105 
107 

137 
112 

B. 

Frimklin  

Henry                

w. 

16 

69.1 

97 

May  22 

13 

Jan. 

6t 

"'66' 

"31 

"268 

w. 

49 

57.0 

97 

May  21 

8 

Jan. 

6 

High  Bridge,  Lock  7... 

Irvington    

LaGrangc 

Lancaster 

Jessamine   

Breckinridge 

Oldham 

Garrard  

Grayson    

Fayette    

Jessamine  

Henry 

44 

67.0 

100 

,Tuly  27 

9 

Mar.  1 

138 
199 

114 
70 

113 

96 

'  46 
68 

58 '.6 
66.9 

98 
99 

Aug.    9 
Aug.    g 

"ii 
9 

Jan: 
Jan. 

"s' 

sw 

Leiington 

Little  Hickman.  Lock  8 

Lockport.Lock2 

Louisville  

Do    Bowman  Field. 
MammotliCHve....... 

1:::::. 

"i44 

129 
160 



114 

"'93' 
84 

"167 

"143' 
121 



J :nerBO 

525 

558 

■"910 
600 

777 

825 
607 
1400 
489 
524 
943 
504 

"■534' 
1070 
611 

684 
600 
668 
870 
593 
589 
540 
869 
663 
776 
1566 
584 

69 

5 
7 

58.3 
57.0 
56.2 

98 
100 
98 

Ang.  11 
July  27 
July     1 

12 
12 

7 

Jan. 
Jan. 
Jan. 

Feb.' 

Feb'. 
Jan. 
Jan. 

5 
5 

"si 

'26 
6 
6 

Edmonson 

WavTiP              

5W. 

Munfordvjlle 

St.John 

Saivisa,  Lock  6 

ShelbyviUe 

Smith's  Grove 

H.a?din.;.:::.'::;: 

46 

"'53' 
5 

37 

56.7 

65  .'7 
58.6 
57.0 

99 

"iob 

100 

97 

Ang.    9 

July   27t 
July     1 
Aug.    9t 

...... 

13 

7 

141 

97 

127 

Shelby 

Warren  

McCreary  ........ 

Spencer 

"'65 
113 

"155' 
109 

"i45' 
143 

s. 

TaylorsviUe   ■■■ 

Tyrone,  Lock  5 

.31.61 
38,25 
30.93 

"28  .'26 
32.81 
30.  23 
32.98 
37. 4-! 
33.  01 
S.'i.  57 
28.02 

"34.56 

38:40 
34.45 
31.15 
31.45 

31.04 

'.SO  38 
33.47 
33.  45 
37.91 

.33  46 
30.4:1 
27.99 
S4.2-i 
.W.74 
33.  S8 
26,  (12 

5.57 
10  82 

4  61 

5.36 
6.08 
6.65 
4.83 

5  g.'i 
9.57 

S.55 
7.45 
3.62 
7.10 
6.66 
8.72 
9  40 
6.10 
6,89 
7.60 
17.13 
7.22 
9.94 
5.91 

'"7:2s' 
9.71 
5  90 
6.72 
6-65 
6,72 
4  50 
3.75 
7.51 
13  33 
7  87 
4.13 

g: 

cp. 

Mav 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
May 
Feb. 
Mav 
Feb. 
Feb. 
May 
Feb. 
May 
Feb. 
May 

2.2 

3.S 
1.8 

"5:5 
5.4 
3.0 
3.6 
1.4 
5  7 

"3:5 
4-5 
5.0 

7:5 
7  0 
5.  .5 
5  0 
9.2 
4.4 

102 
111 

87 

"i'm 

96 

94 
73 
100 

124 
101 
95 

"iio' 

104 

111 

80 
97 
100 

"iio 

Crant 

39 

67.1 

99 

Aug.  11 

7 

Jan. 

5t 

224 

34 

107 

, 

Woodbury,  Lock  Jt  •■•■ 

BsSTEKN    DIVISION. 

Annville 

Ashland 

Berea 

College  Hill,  Lock  11  . . 
Cynthiana 

Bntler 

Jackson 

3 
23 

40 

■57."  i' 

67.6 

96 
101 

98 

,luly  271 
July     1 
July     It 

I 

Feb. 
Jan. 
Jan. 

20i 
6 

7t 

"ise' 

129 

34 
106 

"lis 

130 

Madison 

sw. 

Madison 

Pendleton 

Rowan  

35  1  54.3 

97 

July     It 

4 



Jan. 

6 

120 

126 

119 

w. 

Flemingsburg 

Ford,  Lock  10 

Fleming 

Clark    ^. 

Carter    .......... 

Gteenup.Dam  30 

Hazard........ 

Heidelberg,  Lock  14.... 
Jackson . 

Lee^. :::::::::::: 

7 

67.1 

99 

May  22 

6 

Jan. 

C 

132 


59 

174     Sff. 

Tn'niBa*                           

Lawrence  ........ 



2 
46 
46 
62 

'se.'s 

95 
97 
98 

98 

.Tuly     3 
July     11 
May  22t 
July   27t 

0 
7 
9 

8 

Jan. 
Jan. 

6 

6 

6 

158 
105 

67 
155 

140 
105 

Maysville  Dam  33 

Middiesboro  

Monnt  Sterling 

Oneida 

Onoonta.Dam  35 

Paintsville 

Pikeville 

624 
1128 
930 

Montgomery 



Feb. 

Feb. 
It. 

Feb. 
Feb. 
Feb 

Campbell 

497 
620 
636 

loss 

732 
631 
S26 
571 
525 
939 
646 
964 

6.4 
9.6 

4,n 
5.4 

"s.o 

"2.-7 

7.7 
7.2 

100 
113 
119 
113 

' ' '94' 
107 
101 
109 
89 
92 
111 

:::::. 

Pike : 

Knott       

6 
8 
15 

58.0 
87.6 

100 
99 
99 

JlilV      It 
July     1 
July  27 

R 
6 

Jan. 
Jan. 
Jan. 

6 

83 
132 

"iss' 

1.54 
102 

•9i 

128 
131 

'"89' 

w. 

Rreathitt 

Eotill       

Madison 

Madison 

Lewis      .... 

52 

68.4 

Mav   9-?+ 

10 

Jan. 

6t 

Valley  Vievr,  Lock  9  . . 
Vancebnre,Dam32.... 

1 ::::.  " 

"46  :  68'4' 

"Srt  '  Jnni.  '8 

ii" 

'Feb; 

.:: 

23 

"i94 

"'98 

■73' 

Willow,  Lock  13 

Winchp.'^ter 

Lee 

Clark   

5 

57  1 

99 

Aupr.    « 

Jan. 

fi 

n.57 

Sep. 

44 

244 

77  1 

All  temperatnic  data  are  taken  from  self-registering  thermometers. 

Reference  letters.     ,  b,  c,  appearing  in  the  table  indicate  number  of  days  missing;  for  exa 


'Also  on  other  dates. 


iple.  h  represents  2  tlnys,  etc. 


A.VNVM  ,    l!»ll 

(M.IM.Vl'OlA)l.K  Al,    DATA;    KKN'H'(1\\    .•^I'.C'II  ( )N                                                                   :,\ 

• 

Ittonthly  and  Annual  Praolplintion   for  tha  Yoar 

1941,    with     U.n)Rrturou    fioii.    tlm    Normal. 

January, 

Fobruiiry. 

Marcb. 

April. 

May. 

Jnno. 

July. 

Auguat. 

Hopteinbor. 

Oclohor. 

Novcinbor. 

Uccombor. 

Ann 

mil 

SUtlou*. 

1 

§ 

,| 

i 

§ 
1 

ii 

a 

a 

s 

,| 

i 

S 

a 

,| 

i 

1 

g 

,| 

a 

1 

j 

T 

i 

a 

T 

i 

i 

1 

]S. 

1 

5. 

1 

I 

Q 

1 

r 

1 

•a 

1 

1 

1 

i 

1 

1 

1 

;a 

I 

:l 
I 

1" 

■0. 

1 

1 

1 

'~ 

L 

i 

WBSTIiHM  Division. 

i 

Boftvor  Daiu 

2.U5 
2  70 

-1.32 
-2.26 

0.40 
0.66 

-2.  78 
-2. 66 

1.21 
061 

-3.03 
-4  06 

1.89 
1.39 

-•I  84 

1.22 
1.53 

-3.01 

-2.46 

4.0b 
0.80 

+0.89 
-3.06 

8.22 
6.45 

+2.24 
+  1.95 

2.07 
3.94 

-1.24 
+0. 10 

0.75 
0.12 

-1.98 
-2.96 

4.92 

+2.12   2.68 

-0.60 
-U.07 

3.08 
2.83 

-0.61) 
-1.93 

31.33 
28.36 

-11.68 
-  8.47 

f: 

Cullioun 

6.961+2.87   2.97 

Karllnglon  

2.91 

-■J.  13 

0.7»i-2  75 

0.S9 

-8.89 

1.7h 

-2.32 

1.28 

-2.83 

2.44 

-1.3S 

7.78 

+  4.28 

4.58 

+  1.33 

T. 

-2.87 

4.781  +  1.43   2.H8 
6.09+8.19   ».13 

-1.10 

2.04 

-2.2a 

81.42 

-14  62 

;■ 

Kord'8  K«rry,Diim60  •■ 

2.  IS 

-3.  62 

0.991-1.59 

0.47 

-4.66 

2.00 

-1.44 

1.95 

-1.67 

2.85 

-0.76 

4.64 

+  1.32 

5.24 

+2.86 

0.49 

-4.1» 

-0.01 

1.83 

-1.24 

ill.7fl 

-11.61 

> 

Oill>i<rtsvllle 

2.47 
1.6» 

-2.'88 

0.C7 

0.61  -2.60 

l.It< 
0  79 

-ico 

S.60 
1.61 

-2:75 

1.39 
1.50 

-2:75 

2.84 
4.71 

+0.'66 

4.27 

6.68 

+2:83 

4.68 
3.92 

+6:46 

1.05 
0.B9 

-i:88 

5.9! 2.38 

5.26+1.63   2.56 

-6:s9 

1.76 
2.71 

-l.tb 

31. 96 
32.01 

-iaisa 

& 

CireonvlUe  

I 

Hartford    

2.86 

0.38 

0.89 

2.37 

2.08 

1.82 

4.93 

8.43 

1.41 

5.08 2.42 

2.26 

29.92 

y 

2  26 

—  i'89 

0.53|-2.13 

0.49 

-V92 

2.47 

-i.'ss 

1.66 

-2^40 

2, 19 

-i.'ij 

7.04 

+8:85 

3.89 

+6:67 

0.40 

-8:66 

6.66+8.88   2.09 
6. 321  +  1. 8»'  2.70 

-i:7o 

2.88 

-i:76 

32.26 

— iiiig 

•,'■ 

Hopkiuivlllt)  

2.49 

-2.83 

I  27-2.35 

1.49 

-3.38 

2.S2 

-1.99 

1.09 

-3.03 

4.43 

-0.06 

7.02 

+8.29 

3.82 

-0.22 

0.77 

-2.39 

-1.32 

2.42 

-2.46 

34.64 

-14-85 

LovolRcevillB 

3.05 

-2.87 

1.76-1.97 

1.01 

-4.68 

2  14 

-1.65 

2.40 

-1. 10 

2.17 

—1.91 

2.06 

-3.83 

3. 42 

-0.16 

1.07 

-3.14 

6.881+3.30'  1.94 

-1.42 

3.71 

-0.40 

81.69 

-19.27 

Mavfield 

2.29 

-2.87 

0.6/-2.71 

1.14 

-2.89 

2.06 

-2.20 

1.83 

-2.17 

1.43 

-2.87 

6.56 

+3.01 

8.71 

0.00 

0.48 

-2.50 

7.18|  +  3.92l  2.47 

-1.41 

2.28 

-2.09 

32.04 

-14.28         • 

>^ 

Murray   

2.1.-1 
2.80 

-3.40 
-1.97 

1.  OS -2.22 

0.83-2.02 

2  64 

1.84 

-2.17 
-2.  12 

1.28 
1.50 

-3.22 
-2.43 

2.10 
2.89 

-2.66 
-1.02 

4.90 
3.76 

+  1.67 
+0.7.1 

2.92 
3. 01 

-0.47 
-0.43 

1.14 
1.93 

-8.14 
—1.31 

6.04+2.58 
6.10+2.66 

2.26 
2.83 

-1.16 
-0.99 

1.41 
2.44 

-3.28 
-1.30 

Owensuoro 

1.07 

-3.20 

■3c:(6 

-13:41 

f 

Owonsboro,  Dam  46.... 

2.39 

-2.  93 

0.621-2.00 

1.16 

-2.61 

2  69 

-0.89 

1.88 

-1.99 

3.14 

-0.98 

3.66 

+  1.;!5 

2.97 

-013 

1.64 

-  1.89 

6.80 

+2.87 

2.87 

+0.06 

y. 

I'sdiicftU  

2.50 

-2.47 

l.;is«j-l.93 

0.70 

-3.81 

2.19 

—2.23 

2.74 

-1.20 

2.84 

-1.38 

2.28 

-1.20 

3.92+0.18 

1.09 

-2.18 

6.S9 

+  3.  67 

2.29 

-1.64 

'2.'7ii 

-i:46 

■31:66 

-i6:.55 

c 

Princeton 

S.S". 

-2.62 

0  61i-2.88 

1.49 

-2.61 

2.11 

-2.27 

1.42 

-2.70 

1.6( 

-2.46 

6.52 

+  1.68 

5.24  +  1.64 

0.25 

-3.09 

5.84 

+2.67 

2.79 

-0.50 

1.95 

-2.41 

31.21 

-16. 56 

J, 

Rnm»ey,Lock  No.2  t.. 

2.60 

-2.01 

0.64-2.58 

0.43 

-4.07 

1.37 

-2, 77 

1.42 

-2.82 

-2.87 

4.96 

+  1.88 

3.69-0.53 

0.25 

-2.90 

5.56 

+  2.36 

2.85 

-0.67 

1.94 

-1.88 

26.45 

-1(1.89 

•■ 

UugsellviUe 

1.98 

-3.25 

0.63^—2.8 

1.65 

-3. 12 

1.98 

-2.62 

0.56 

—3.31 

0^59 

-3.05 

4.66+0.39 

1.911-1.20 

0.79 

-2.28 

3.28 

+  0.40 

4.00 

+0.72 

2.07 

-1.91 

24.10 

-22.09 

Unioutown.  Dam  48  .. 

2.43 

-2.59 

0.641-1.68 

0.61 

-3. 29 

2.67 

-0.86 

1.52 

-1  66 

3.77 

+  0.04 

3.97I+O.8O 

3.461+0.24 

0.58 

-4.12 

8.40 

+8.46 

3.83 

+0.57 

2.77 

-0.33 

32.08 

-  9.42 

CBMTRAL  Division. 

1 

Admson.  Dam  45 

2.41 

-3.27 

0.75-1.91 

0.!-0l-3,16 

l.,89 

-1.80 

1.52 

—2.50 

3.92 

+002 

6.64+3.46 

2.15,-0.99 

2.35 

-0.70 

5.70 

+  2.63 

3.02 

+0.22 

2.32 

-1.29 

33  27 

-  «.89 

: 

Auchonige   

2.«6|-1.51 

0.70-2  16 

l.;!6|-2,90'  2.651-1.15 

1.40 

-2.8S 

4.68 

+  1.01 

4.111  +  0.01 

2.19;-1.46 

i.l9 

-1.53 

6.48 

+3.60 

2.31 

-0.93 

3.84 

-0.02 

83., 57 

-  9.47 

Bowling  Green 

■>  311— 2.8SI  O.Ty  -2.^3 

2.16  -2. yjl  4,82+0.48 

0.98 

-3.21 

6.84 

+  1.78 

7.39+3  41 

6.821  +  1.69 

0.10 

-3.29 

2.61 

-0.60 

3.61 

-0.08 

6.08 

+0.3* 

41.04 

-  8.06 

HrownaviUe.LockNoet 

2.15i-3.37i  0,67-3.30 

l.07l-4,lBl  4.331-0.03 

1.26 

-2.68 

3.80 

-0.44 

6.69 

+3.29 

4.42+0.17 

0.33 

-2.8S( 

3.63 

+0.49 

8.33 

-0.63 

3.02 

—1 .  12 

35.18 

-14.69 

Barusldo  

3.51 

-1.30 

1.  13;-2  67 

2.76 

-2.451  5,59|  +  1.39 

0.84 

-3.66 

6.72 

+  1..53 

7.45 

+2.94 

4.05-0.17 

1.23 

-2.39 

2.29 

-0.89 

2.31 

-1.16 

3.55 

-1.20 

40.43 

-10.02 

Ourrollton,  Lock  No.  1. 

2. 67 

-1.05 

0.51  -2.09 

0,92 

-2,90|  3  63  -0.02 

1.4S 

-2,35 

8  23 

+4.25 

4.03 

+0.83 

1.12-2.70 

1.06 

-2.04 

5.14 

+2.26 

2.08 

-0.86 

2.86 

-0.25 

33.78 

-  7.06 

Clermont 

2. 92 

1.91 

1,74  ■  6.58 

3.93 

179 

0.41 

2.71 

2.33 

4.72 

Cold  Spring,  Dam  36.... 

229 

^[99 

0.75-i."64 

1.00 

-2!55l  l,5il-2:i0 

l,;i4  -2,5ll  6  44 

+2'37 

2.19 

-1.69 

2.43-1.21 

1.12 

-2:77 

3.78 

+  i:25 

2.84 

-0:40 

3.20 

+6:37 

'28.94 

-11.87 

D;mville   

1.97 

-1.71 

0.51   -2.62 

1.69 

-2.».>    3,  7il-0.08 

0.671-  3,34 

6.S4I+2.9!) 

6.75 

+  2.09 

3.91I+O.22 

0.68 

-2.84 

2.88+0.96 

3.01 

0  00 

2.73 

-1.11 

3  J.  29 

-  7.82 

Dix  Dam,  Bnrgln 

2.47 

—1.79 

0..54]-2.  43 

1.83 

3.  72 

+0.62 

0.93 

-2.  54 

4,84 

+  060 

3.68 

-0.37 

2.35|-1.31 

0.96 

-  2.  38 

4.43+1.451  2.62 

-0.51 

2.61 

-1.09 

30.  98 

-11.72    : 

Eadsville   

3.21 

0,54!    

2.55 

5.81 

0.S6 

3.45 

8.52 

2.79 

1.U3 

3.22 1  2.80 

3.27 

37.76 

Kubanl;  

2.62 

— i"91 

0.62;-2.77 

1  66 

-3 '.05 

5.20 

+i!26 

0.23 

-4 '.22 

1.53 

-2:72 

6.40 

+2:24 

2.19-2.09 

0.19 

-3:31 

3.60 

+6:21 

2.96 

-i:2o 

Frankfort,  Lock  4 

3.0(•.'-l.l^;  0.531-2.61 

1.73 

-2.65 

2.. 53 

-1.23 

1.90 

-1.3S 

5.11 

+  1.11(1 

5.14 

+1.18 

S. 34 -0.36 

0.66 

-2.10 

'4:90 

+2.19    2.97 

-0.02 

2.21 

-1.59 

'34  08 

-'8:75 

OeBt,  Lock  No.  3 

■>  -<v  _,  ■:■'  n.c,51-2.39 

1.46 

-3.11 

2.15 

-1.59 

1.87 

-1.43 

5.86 

+  1.85 

3,73 

-0.23 

,4, 08 +0.52 

1.20 

-1.94 

5.45 

+2.54I  2.96 

-0.28 

2.43 

-1.36 

34 ,  63 

-  8  67 

Gliisscow 

■■   i-'      1^0  4SI-8.05i   1.62 

-4.17 

4.17 

-0.12 

1.34 

-2, 29 

1.83 

+  1.21 

5.72 

+  1.19 

4.42  —  0.04 

0.37 

—2.88 

2.66 

-0.15|  3.601-0.75 

2.16 

-2.99 

33.62 

-15.80 

Grant,  Dam  3S 

M  -  n    ,      „  s:ii-l.72    1.30 

-1.72 

1.79 

-1.55 

095 

-2.14 

6.38 

+2.63 

2.76 

-0.81 

1.40-1-89 

1.31 

-2.17 

4.82 

+2.07|  2.631-0.14 

2.78 

+0.18 

28.49 

-  8.21 

(ireensburg 

■.;    .:      J   ;;    11  h6i-2.9=i   2.09 

-2.9b 

5.41 

+  1.52 

1.01 

-8.  87 

6.15 

+  3.72 

7.72  4-3.  .88 

3  67,— 0.51 

0.69 

•-2.  60 

4.91 

+1.52I  3  yOl+0.35 

2.60 

-1.02 

40.. 34 

-  9.07 

High  Bridge,  Lock  ^'o  7. 

-  'JO.      1.1,1    '1.47-2.61    1.61 

-2,6y 

2,99 

-0..i2 

0.66 

-3.00 

6.11 

+2.07 

3.461-0.59 

2.56  +  1.22 

U.71 

-2.19 

3.18 

+0.2S    3.52 

+0.34 

2.36 

-1.67 

30.56 

-13.44 

Jrvington    

2.,31  -l.'.Ki    0. ',7-2.571  0.94 

-3,53 

2.80 

-1.16 

1.80 

—1.93 

+0.65 

3.83 

+0.76 

1.95-1.55 

2.14 

-0.76 

6  33 

+2.30    2.70 

-065 

2.70 

-1.23 

31.93 

-11.47 

LaGrange 

2.5(i •  0.611 1  1-36 

2.97 

1.74 

7. '.57 

3.79 

2.36 

1.76 

6.08 

2.31 

3.26 

34.33 

Lancaster 

2.3:3,-1.9^ 

0.40-2.56    2,2b 

-2:57 

3.13 

+o'oi 

1.07 

--3.28 

5.73 

+6:52 

5.59 

+  i:20 

2.48-1.66 

1.11 

-i.'82 

3.82+0.601  2.61 

-6:66 

4.70 

+  1:54 

35.25 

—10.65 

Leitchfield  

2.54J-2.4S 

1.09—2.29    1.25 

-8.17 

3.63 

-0.73 

0.61 

-3.56 

2.92 

-1.17 

2.9? 

-0.71 

5.10+1.38 

0.70 

-2.77 

4.29 

+0.831  ^-99 

-0.95 

4.05 

-0.69 

32.12 

-16.28                                         ■ 

Lexington 

2.32-1.86 

0.S4!-2.78    2.27 

-2.05 

2.22 

-1.28 

1.72 

-2.09 

4  18 

+0.13 

+3.69 

1.891-1.56 

0.67 

-2.  40 

4.22 

+  1.63   3.17 

-0.17 

2,28 

-1.49 

33.12 

—  10.23 

Little  Hickman,  Lock  8. 

2.431-1,98 

0,48{-2.88    1.53 

-2.83 

3.08 

-032 

0.65 

-3.13 

4.57 

+0.23 

6'.  42 

+2.60 

3.16-0.88 

0.91 

-2.29 

3.00 

+0.18   3.27 

+0.13 

2.88 

-0.80 

32.38 

-11.91 

Lockport.  Lock  No.  2.. 

3.14-0.8h 

0.77-2.10    1.69 

-2.75 

2  60 

-1.13 

1.92 

-1.54 

6.83 

+  1.45 

3.32 

-0.26 

3.601-0.18 

I..55 

-1.53 

5.76 

+  2.90,  3.18 

+0.44 

2.88 

-0.80 

36.24 

-  6.38 

LOOISVILLE 

2,32-1.68 

0  451-3.10    1.20 

-3.19 

2.77 

-Ml 

1.25 

-2.47 

6.82 

+3.00 

2.36 

-L34 

1.91-1.51 

0.84 

-2.14 

5.80 

+3.15    1.84 

-1.77 

3.41 

-e.33 

30.77 

-12.49 

Do.    Bowman  Field.. 

2.70i 

0.5.- 

1  1.55 

2, 80 

1.40 

4.53 

3.30 

2.73 

141 

6.30 

2.75 

3.16 

33  16 

''\ 

Mammoth  Gave 

2.59 

0.7c 

1.61 

!  4.01 

1..56 

4.81 

7.67 

4.84 

0.49 

3.47 

3.48 

3.00 

38.32 

Montlcello 

2  58 

0.9' 

2.1-' 

4.93 

0.40 

5.18 

10.41 

4.19 

1.21 

2.76 

3.37 

8.17 

41.24 

::::::: 

Muufordville 

250 

-2.96 

O.S, 

-3M 

1.22 

-2:73 

3.35 

-o!42 

1.10 

-2.64 

4  65 

— 0.S5 

7.87 

+5.35 

3.77 

■+i:o2 

0.67 

-2:61 

2.81 

-6:59 

3.40 

•+6:74 

2.60 

-6:48 

34.49 

-  8.72 

;■ 

St.John  

2.7" 

-1.99 

0.4 

-31- 

1.55 

—3.09 

3.42 

-0.82 

131 

-2.76 

3.»C 

-0.46 

3.64 

+0.81 

2.81 

-1.12 

0.75 

-2.30 

4.34 

+1.07 

2.86 

-0.69 

8.47 

-1.05 

31.17 

-16.07 

'■ 

Salviea,  Lock  No.  6.... 

2.49 

-2.18 

0.5 

-2.58 

1.87 

-2, 31 

3.56 

-0.10 

0  77 

-2.74 

7  S4 

+2.  92 

.3.51 

-0.29 

2.18 

—1.36 

2.68 

-0.38 

3.97 

+1.19 

3.79 

+0.49 

-2.02 

36.10 

—  8.36 

; 

Shelbyville 

3.36 

-1.19 

l-M-^-^^ 

2.081-2.67 

2.61 

-1.30 

1.5b 

-2.22i  6.31 

+2.30 

1.96 

-1.87 

4.871+1.18 

0.73 

-2. 11 

6.17 

+3.25 

3.02 

-0. 23 

S-U 

-1.02 

36.57 

-  8., 56         * 

Smith's  Grove 

2.n 

1  7r 

2.37 

0.54 

7.68 

3.76 

3.17, 

0.19 

1.84 



2.18 

2.82 

29.56 



Stearns 

2.06 

0.72| 

2:63! 

4.29 

0.64 

5.67 

8.40 

2.69 

1.86 

2.55 

2.. 50 

3.66 

37.67 

Taylorsville 

4.88 

+i:83 

2.62 

-6:74 

Tvrone,  Lock  No.   5.... 

i'ic 

-i;34 

0^46'-2[6S 

1.44-2,21 

3:41 

-0.'.5S 

l',4S 

-2^02 

5.57 

+i:6o 

'2.' 87 

-i'si 

'2:91-1:05 

0:39 

-2:^0 

3.  98 

+1.00 

3.75 

+0.76 

'2:25 

-i:84 

31.61 

-is'os 

Williamstown  

2.86 

-1.00 

0.93-1.78 

1.69,-2,  35 

2.59 

-0.85 

2.24 

-1.40 

10.82 

+  7.19 

3.42 

-0.14 

2.071-1.66!  1.33 

-1.30 

6.01 

+3.02 

2.26 

-0.66 

-1.61 

.38.26 

-  2.44 

Woodbury,  Lock  No.4t. 

2. OS 

-3.08 

0.57,-2.94 

1  1.09,-3.55 

2. 95 

-1.17 

0.79 

-2.81 

4.61 

+0.21 

6.70 

+  3.23 

1.66J-2.171  0.29 

-2.41 

3.81 

+0.78i  2.97 

-0.47 

3:41 

-0.81 

30.98 

-15.22 

EASTERN  DIVISION. 

1 

1 

Anuville 

o.,5s:  .... 

2.42      .... 

2.95 

0.18 

5.36 

3.01]   

...     1  0.6.51 

2.371 1 

i 

Ashland 

2.71  -i;3,5 

0.29,-2.791  1.8?l-2.5' 

2  07 

-i'53 

1.28 

—2"  78 

3.22 

-iloo 

e'.m\+i.k 

2.781-0.99    1.00 

-1.44 

2. .501-0, 251  2.66 

-6:24 

"i:85 

-i:«o 

-1.22 

'28.26 

-i4:78                 '. 

Uerea 

2,89-1.9f 

0.59-2.60    1.681-3.31 

2.78 

-0.87 

0.88 

-3.16 

4.81 

+0.34 

6.651+1.81 

1.89-2.32:  2.40 

-0  54 

2.401  -0.68:  2.77 

-057 

3.04 

32.81 

-15.08 

college  Hill.  Lock  No.ll 

2.71-1.77 

0.261-2.67 

1  1.69-2.90 

1.81 

-1.41 

0.68 

-3.2f 

4.79 

+  0.68 

4.83 

+0.77 

3.45 

-0.66 

1.36 

-1.46 

2.84,-0.211  2.79 

-0.11 

3.02 

-0.96 

30.23 

—13.95 

Cynthiana 

S  001-1.18 
2.S9.-1.12 

0  50i— 2  56 

1.5; 

— 2.H 

-2.70 
-1.34 

5.21 
9.57 

+  1.84 
+  5.49 

4.65 
3.64 

+  1.23 
-0.01 

1.85 
2.69 

—2.05 

2  19 

5.95  +.3.  38'  3.27 

+0  21 

2.80 
1.67 

—  1  06 

32  98 

-  9.04 

-  4. .33 

Falmouth  

0. 701-2.  2E 
046-2. 64 
0  6li-2.48 

l^SI 

—2.28 

2^67 

-1.01 

2^19 

-1.29 

1.74 

-o'.sl 

5.20+2.59   2.71 

-0.24 

-1.95 

37:48 

1.33 
1.2" 

-3.14 
-3.02 

1.69 
1.47 

-2.01 
-2.42 

1.67-2.25 
1.48-2,22 

3.65 
fi  40 

-0,65 
+0.96 

5.55 
7.45 

+1.17 
+3.76 

2.34 
3.38 

-2.10 
-1.48 

2.  40 

-0.32 
-2.60 

5.41  +2. .50   3.18 
5.071  +  1.76   3.3J 

+0.14 
-0.06 

2.60 
2.14 

-1.26 

33.01 

35.57 

-12.12 

-10  22                                        I 

Flemingsburg 

■i.nl-l.'iO 

o:85 

Fold,  Lock  No.  10..... 

2.621-1.65 

0.001-2.4- 

1.49 

-2, 67 

2  31 

-0  91 

0,8r.|-2.64l  3. .31 

-0.70 

3.22 

-1.58 

3.20 

-111 

0.43 

-2.5S 

3.62i+1.03l  3.62 

+0.76 

2.84 

-o:h8 

28.02 

-15.47                                        \ 

Grayson 

2. .50 

1.18 

-1.50 

1.3^ 

-1.64 

0.80 

-2.75    4.62 

+  1.28 

7.10 

+2.89 

2.71 

-0.86 

1.33 

2.28 

-0.72   2.98 

+0.32 

2.. 33 

-0.41 

i 

Greenup,  Dam  30 

3.01-0.49 

0.22i-3'6' 

1.18 

-2,501  '-SS 

-1.84 

2.26 

-1.05    3, 62 

-0.12 

6.66 

+2.31 

4.03 

-0.54 

1.66 

-0:92 

4. 60 

+2.34    3.01 

-0.01 

2.83 

-0.46 

'34:. 56 

-  4.81                                        ' 

Hazard 

2.20 -l.Oi 

0.S31-2-6: 

2.91 

-!.29|  3.38 

+  0.09 

O..5O 

-4.61    8.72 

+  5.30 

6.93 

+  1.89 

3.511-0.80 

2.90 

-0.30 

2.80 

-0.24   2.06 

-0.99 

3.03 

—  1.69 

39.77 

-  5.99 

Heidelberg,  Lock  No  14 

2.7 

|-1.55 

0.411-2, 65 

2.28 

-2.47 

3. 29 

—0  03 

0.58 

—3.40    5, 80 

+  1.62 

9.40 

+4.62 

3.77-0.15 

1.28 

-1.86 

2. 93 

-0.191  2.53 

8.42 

-0.24 

38.  40 

—  6.68 

;■ 

Jackson  

2.14 

0  641    .... 

2.51 

2,68 

0..53 

4  5' 

6.10 

4.O4I 

2.51 

3. 13 

1  2.08 

3.55 

34.45 



Jenkins  

1.19 

-2.' 24 

0.951-2.8- 

3.34 

-1.41 

2.95 

-6!89 

0.63 

-4.H|  3.85 

•'-6' 16 

+2:56 

3.241-0.60 

2.89 

-6:55 

2.95 

-0..561   1.67 

-2.06 

3.10 

-0.58 

31.15 

-11.91 

Louisa 

2  6 

—  1.2i 

0  451-2.31 

2.08 
2.35 

-1.26 

1.28 
0.29 

-2, 58!  2.9 
1  3.99 

-1.84 

7:5( 
17.13 

+3.95 

2.291-1.87 
3.731 

2.80 

2.50 

+0.21 

2.49 
3  01 

-0.381  2.64 
j  2.25 

-0.06 

2.65 
1.81 

-0.99 

31.45 

—10  83 

Lynch-  near 

2^02 

221  ,.t;'.' 

'. 

Maysville,  Dam  33 

2.78 

-i;32 

'6.'59-2:51 

1.  iai-3.11 

1.75 

-i:82 

1.84 

-l,87l  7.22 

+  3J7 

4  81 

+0.'49 

2.851-1,05 

1.88 

-i:6i 

4.55 

+  1.89j  2.92 

-6:i2 

1.72 

-2'6l 

34.64 

-'9:27 

Middlesboro    

1.93 

-2.69 

1  08-2.94 

3.041-2.20 

4.39 

0.41 

-3.6I|  3.43 

-1,  19 

9.94 

+5.04 

2.53I-2.O3 

1.31 

-1.88 

2.33 

-0.651  2.73 

-0.79 

■•.... 

Mount  Sterling 

2.5fi 

0.91—2.  70 

!    1  2.05 

-2!oi 

1.29 

-087 

3.92 

-0.91 

1.93-2.24 

0.99 

-2.19|  5.91 

+2.75   2.93 

-0.60 

'2:09 

T.l^''' 

Oneida..^..... 

■ 

—2.97    "  -" 

I 

Oiieonta.DamNo.  35... 

2 '22 

-i'26 

o'.^-i'.'os 

i!i5-2.66!  1.46 

~2;48 

'!!62 

-i:83 

7.26 

+2.96 

'4!  03 

-0:22 

'2:43-2:61 

'i:6i 

-i:68 

2.90 

+6:481 '3:03 

+6:12 

2:09 

'-"]'■  S2 

'30: 38 

-ii:95 

> 

Paintsville 

1.8S 

O..50I 

3.07 1  3.15 

0.7( 

9.82 

9.71 

1.76 

1.85 

2.26| 1  2.46 

3.31 

38.47 

; 

Pikeville 

1.49 

-2  .'29 

0.73— 2,  41 

.3.451-0.37:  2.71 

-'0^87 

O.44|-3.10 

5.90 

+i:80 

5.75 

+  i.'53 

2.441-1.881  2.38 

-6:58 

3.39I+O.53I   1,51 

-i:46 

3.26 

-0.26 

33.45 

-'9:85 

',■ 

Pippapass 

i.76 

0,881 

2.931   1  3.23 
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6.72 

.3.10....        2  35 

3.441 

1.99 

3.04 

37.91 

. 

Quicksand  

0.39l-3,3li  2.76|-3  Hi  3.06 
n,42  -2  65   2.4S:-I.53!  3  72 

—  1    17 

4.61 
3.87 

+0.R4 
-0.64 

n    ^  .          n    -I'     r,    ni 

-i:8i 

2.781-0.69 
2.391-0.50 

1.94 
2.82 

-1:93 

-0.40 

8.64 

2.86 

-6:41 
-0.55 

Kavenna,  Lock  No.  12. . . 

2.4fi 

-I. '12 

+o!61 

O's's-S'SR 

6.65+1.22;  0./-1  -■J. II    i-u-. 
6721+2.16    4.43 -0.21'  1.28 

S3:4fi 

-io:48 

; 

Richmond 

2.84:-1.57 

0  68  -2  55|   1.61-2.781  2,71 

-0.88 

0,49i-3,35i  +(.l5;-0  ni 

4  501+0,48!  3.34-0  62!  0.64 

-2:31 

3.42 

+0.45 

2.67 

-0.  62 

3.53 

-0.69 

.30,  43 

-14.47 

VallevView.LockNo.9 

2.59I-2.OB 

0.67:-2.70l    1.54!— 3.14'  3141— 0  H 

3  ,';:r-0.51    2.49-1.51;   1.03 

-2.38 

2.39 

-0.61 

3.70 

+024 

2.51 

—  1.  4r 

27  •.■; 

-1«  49 

Vanceburg,  Dam  No.  32. 

3.43|-0  69 

0.48  -2, 95i   1  2ll-.r43    .>  n!4  -i.^s 

7  51+2.79   2.24-1.24 

1.64J-1  00 

4.26 

+1.26 

3.44 

+0.56 

1.7( 

--2   11 

-10.00 

i 

WilUamsbnrc 

1.62-2.80 

0..i3:-2.98,  :i.57-l,"^    s  4]  +4.1i; 

1    '        "■   -  ,    .    ' 

1  :  SS  +859    3.92-0.66 

2  12-1.40 

2.36 

-0.48 

2.63 

-0.72 

2.^^ 

-].-.'• 

,-i,  ;,) 

-.    2  12                                        f 

-  ID-Ol                                                  I 

; 

Willow,  Lock  No.  13.... 

3.071-0.6- 

0  401-2. 48|  2.32-1  9^    3  ;i3  ^I.IH'   •.   -  .       :;,:■,       ,    ,j 

:   87+3  05    2.25-1.51 

0.951-2.11 

2.52 

-0.50 

2. 58 

-0.80 

3.9- 

Winchester 

2-48|    

0,59     1   1.41     1,98 1   11    1:                  ::    ,1 

-'! h-^^^ 

0.57J 

4.131 3.02 

2,49 

'zr..V2 

' 

The  departures 

from  normal  pretipitatioii  are  computed  only  for  such  stations  as  h 

ave  ten  or  moreye.arsof  record,  but  all  complete  reports  are  used  in  determining; 

section  or  division  mean 

T.  Precipitation  is  less  than  0. 01  inch  rain  or  melted  snow. 
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CLIiVlATOLOGlCAL  DATA:   KEiNilUCKY  SECTION. 


Annual.  1941 


Monthly  and  Annual  Mean  Temperatures  for  the  Year   1941,  with  Depai-tures  from  the  Normal. 


Jannary.      February.       March. 


«;  I  B 


\  ^ 


t  I 


December.      Annnal. 


WBBTBBS   DIVielOK. 

Be;iver  Dam 

Calhoun 

Karliugton 

(Treenville    

llendBrson 

HopkineviUe 

LovKlaceville    

Muyfield 

Murray 

Dwensboro 

I'aducah 

Princeton  

I<u88ellville 


CENTRAL  BITIBION. 

Anchorage 

B  jwling  Green   

Clermout 

Danville 

Dix  Dam 

Eubank  

Frankfort 

Glasgow 

<;recn9burg 

'  Irvington 

Leitchfied 

Lexington 

LorisviLi,E. 

,  Bowman  Fi  eld 

Mammoth  Cave 

St.  John . . 

Shelbyville 

Smiths  Grove 

Stearns 

Taylorsville . . . 

Willlamstown 

BA8TBEN  DIVISION. 

Annville 

Aghlaud . 

Berea 

Farmers 

Heidelberg 

Lynch  near 

Maysviile 

Middleeboro 

Mt.  Sterling 

Pikeville 

Pippapass  ...   

Quicksand 

Richmond 

Willimsbnrg 

Winchester 


38. 0  + 

40.1  .. 

40.2  + 
37.8 


+  0.7i  33.4 - 

-  0.1i''83.8- 
+  2..')    84.6- 

-  0.1    33.4  ■ 
....    33.2,, 

O.ll  34.4  ■ 
....|  3B.8- 
2.9;'3t>.4- 


0-41  3ii.O- 
1.2'  31. Br 
l,7i  36.4'- 
2.3   35.0 


0.5 


....I  32. h  . 
O.li  34.2- 
1.5  33. 2|- 
O.Sl  33.4  - 
0.1  35.4  - 
1.4  S3.4|- 
I.4I  31.9- 
3.1I  34.3- 


1.7  32. S 

..,,:  31. n, 

....I  30.9; 

1.7:  32.4' 


4.S  41.8 
3  5  44.6 
3.6'  44.6 


....1  40,3 

6.1  41.8 
5,0!  40,5 
3.4    40. 

6.2  42 
2,9^'40 
4.«:  40.0 
2,1!  42.3 
4  1,  .S8.6 
4.4    40.4 

....1  39.4 
39.0 
40.8 


0.8''33.4  - 
2.0  30, Gi- 
...  33,2;, 
...'''24.7  . 
1.2:  32.3- 
-f  O..-^;  S5.2- 
-I-  1.2  31.0- 
33.4  . 
34.  6  . 


.4,^0 
,3    37  2 

-     40  n 

..  ''32. 


2.6 


60.8- 
"59.4- 
62.3  - 
59.9- 

60.8, 

61,8'  r  4.2 

C2.o:-|-  4.1 

•63.  4; -1-  5.1 

'60.01-f  2.5 

59.9,-1-  4.2 

62.6:+  3.3 

62.9-1-  4.7 

60.0+  2.6 


68.6 
60.4 
59,9+  5.3 
68.h|+  3.1 
60.9-f-  3,2 
.SS.6,+  3.1 
59.5  +  3.3 
60.5  +  4.6 
4.7 


61.0 


4.6 


+  2.7  32.7- 
39.2  +  0.4  34.4  - 
35  4  31.8  . 


4.1  40.4 
5.0  42,6 
....     88. K 


52.6    , 
58.6+  4.3 
63.6!+  6 
59.7I+  5.8 


60.81    . 
.59.6;+  2.8 
59.3|+  8.2 
61,2+  4 


+  4.3 
+  3.1 
3 


+  2.5 
+  1.7 
+  1.4 


.6!  + 
.4|  + 
.2  + 
.7    +0.2 


■  61+  2.6 
.2.. 
.6+  0.5 


.2j+  1.3 
.2{+  2.7 
.4+  0.7 

:.Sl  + 


2|.. 
.4  +  0.9 
.4:-  0.9 
.8  .. 
.6.. 


+  5,7 
+  5.5! 
+  6,0 


+  4.7 
+  6.3 
+  6  4! 
+  6-21 
+  4.11 
+  6.4 
+  6.6 


5.4 


I.4I  42.3+  5.2    57.9 
58,9 


43.41+  4,5 
42.6+  3.4 

41.6! 

42.4  +  3.4 


2.3|  41.4 


44,8 


62.8j+  6 
67.01+  7 

..-. IM4.2 

63. 6| 1   47.0 

65.4  +  6.6    46 
62.81+  5.8    4.^. 
63.2+  5.8    45  2 
66,7+  8.1 '46.  3 
62.9+  5.8    45.1 
62.7+  6,5   45, 


0.0! 


56.0  ■ 


0.91  44.9  + 
...      42.0.. 

...  I  44.7  .. 
0.9!  43,5+  3  6t  58.71  + 
O.n  42,5  +  5.5  57.3  + 
I.4I  41.9+  5.0  57.2!  + 
U.i\+  0.2i  59.1I  + 


2,2| 


64.7+  6-2! 
63.  0!+  5.6' 
63.9+  4,6 

61. 9' 

6S.3J 

62.6+  4  9 
62.4+  5.2 

65. 8i 

63.8 

64.81+  8.5 
62.91+  7.0 


+  6.0 
5.6 
3.7 


+  5.2 
f  7 

+  7 


+  6.0 
+  7.2 
+  5.9 


0-51  44  0'+  6.8| 
0.9!  41,0:+  5.2 
O.9I  42.0!+  4.4 

....I  40. CI 

...      40.4 

2.0  41.0+  5.2 
O.4I  41  11+  6.4 

43. 6i 

42.61 

40,51+  4.1 

41.41+  6.6 


58  3 

+  1.3 

57.  n 

56.2 

,56.7 

+  1.2 

55.7 

+  0.4 

6H.b 

42.51+  3.81  57. 
42.5+  4.5i  57. 
42.21+  5.3   54. 


44. 


0.8  43.2 
47.e|+  0.4  48.8 
46.6—  1,0  44.6 
45. 4I..      ..1  41 


All  temperature  data  are  taken  from  Belf-registering  thermometers. 
The  departures  from  normal  temperature  are  computed  only  for  such  stations  1 
section  or  division  means. 

Reference  letters,  a,  h.  c,  appearing  in  the  table  indicate  number  of  days  missi 

KIIiLING  FROSTS,    1941. 


6  have  ten  or  more  years  of  record,    but  all  complete  reports  are  used 
i,g:  for  example,  b  represcuts  tv/o  days.  etc. 

MONTHLY  STJMMAKIES,    1941. 


Stations, 

Last  in 
Spring. 

First  in 
Autumn. 

Stations. 

Last  in 
Spring. 

First  in 
Autumn 

WESTERN    DIVISION 

Earlington 

Greenville    

Mar.  30 

do   30 
do   SO 
do  30 
do   29 
do  80 
do  29 
do   80 

Mar.  30 
do   80 
do  30 
do  30 

do   30 
do  30 
do  30 

Oct.   29 
do   26 
do  28 
do   29 

No^^.1 

Oct.    29 
do  29 

Oct.    29 

1°    11 
do    25 
no    25 
do    29 
do    25 
do   25 

Leitchficid 

Lexington  

Louisville 

M.ar.  SO 
do   SO 
do   80 
do   30 
do   30 
do   30 
do   30 

Mnr.  ,30 
do   30 
April  26 
Mar.  SO 
do    30 
do    30 
do    30 
do   31 

Oct.    29 

do   29 
do   29 
do   26 
do   25 
do    25 
do   29 

Nov,    9 

Hopkinsville      .... 

Mammoth  Cave 

Williamstown  

EASTERN   DIVISON 

Ashland 

Russellvilie 

CENTRAL   DIVISON 

Anchorage 

Bowling  Green 

Berea 

Danville   

Dix  Dam 

FannerH    

Mavsville 

do    29 
do   29 
do   25 
do    29 
do    29 
Nov.  U 

Enbank  

MiddlPsboro 

Frankfort 

Mount  Sterling 

January  .. 
February 
March    ... 

April 

May 

June 

July   

.August  .. 
September 
October  .  . 
November 
December 


-  3.9 

-  5.8 
+  3.9 


Precipitation.     Average  number  of  days. 


X 

2.53 

0.66 

1.65 

2.89 

1.20 

4.67 

5.71 

3.13 

1.16 

4.25 

2.80 

2.80 

33.45  1 

1.S2! 

2.75! 
2.961 
1,10 


♦Compared  with  63  years'  normal. 

NOTE— Tables  and  charts  giving  climatic  data  for  Kentucky  in  detail    daring  1941  have  been  published  for  each  month  at  the  Kentucky  section  center, 
Weather  Bureau  Office,  Louisville,  Ky. ,  and  can  be  obtained  from  the  Official  in  Ch.arge  at  that  oflfice.     Indexes  to  special  articles  published  during   past  years 
in  Kentucky  climatological  report?  v''\]  be  fonnd  in  the  Monthly  Report  for  June.  1900, 
W  R  O  lyonisville,  1-31-42-1260, 
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